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THE TTL DATA BOOK 
Second Edition 

In this 832-page data book, Texas Instruments is pleased to present important technical 
information on the industry's broadest and most advanced families of TTL integrated 
circuits. 

You'll find complete specifications on standard-technology TTL circuits (Series 54/74, 
Series 54H/74H, Series 54L/74L) and on Tl's high-technology TTL circuits such as the 
Schottky-clampedt Series 54LS/74LS and Series 54S/74S. Information on radiation- 
hardened and beam-lead circuits has not been included in this book, but Tl has a broad 
line of these devices, and information is available upon request. 

The indexes are designed for ease of circuit selection with margin tabs to guide you 
quickly to general circuit catagories, and the alphanumeric and functional indexes will let 
you locate specific circuit types quickly. In addition, a section showing pin assignments, 
package availability, and a brief description of the circuit type arranged in type-number 
order is included for quick reference. Whenever practical, the MSI functions are arranged 
in sequence by type number to further simplify the task of locating a particular function. 

High-reliability TTL IC's are covered in a section devoted to the latest revision of the 
MACH IV Procurement Specification in accordance with MIL-M-38510, a program 
initiated by Tl to ensure that quality and reliability are built into, not tested into, inte- 
grated circuits. Another section is devoted to JAN IC's and provides a table of recom- 
mended usage and cross-references from Tl type number to 38510 slash sheet and 38510 
slash sheet to Tl type number. 

Another handy reference for the design engineer is the section on IC sockets and inter- 
connection panels from Tl. 

Although this volume offers design and specification data only for TTL integrated circuits, 
complete technical data for any Tl semiconductor/component products are available 
from your nearest Tl field sales office, local authorized Tl distributor, or by writing 
direct to: Marketing Information Services, Texas Instruments Incorporated, P. 0. Box 
225012, MS 308, Dallas, Texas 75265. 

We sincerely hope you will find the new TTL Data Book for Design Engineers a mean- 
ingful addition to your technical library. 



^Integrated Schottky-Barrier diode-clamped transistor is patented by Texas Instruments. U.S. Patent Number 3,463,975. 
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ALPHANUMERIC INDEX 



TYPE NUMBERS 


ELECTRICAL 
PAGE* 


PIN 

ASSIGNMENTS 

PAGE'f 


TYPE NUMBERS 


ELECTRICAL 
PAGEt 


PIN 

ASSIGNMENTS 

PAGE'f 


FP54ALS16R4 


FP74ALS16R4 


S-297 


S-297 


SN54ALS09 


SN74ALS09 


S-235 


S-235 


FP54ALS16R6 


FP74ALS16R6 


S-297 


S-297 


SN54LS09 


SN74LS09 


6-12 


5-8 


FP54ALS16L8 


FP74ALS16L8 


S-297 


S-297 


SN54S09 


SN74S09 


6-12 


5-8 


FP54ALS16R8 


FP74ALS16R8 


S-297 


S-297 


SN5410 


SN7410 


6-2 


5-8 


FP54LS333 


FP74LS333 


S-306 


S-306 


SN54ALS10 


SN74ALS10 


S-236 


S-236 


FP54LS335 


FP74LS335 


S-306 


S-306 


SN54H10 


SN74H10 


6-2 


5-8 


FP54AS839 


FP74AS839 


S-310 


S-310 


SN54L10 


SN74L10' 


6-2 


5-8 


FP54AS840 


FP74AS840 


S-310 


S-310 


SN54LS10 


SN74LS10 


6-2 


5-8 


SN5400 


SN7400 


6-2 


5-6 


SN54S10 


SN74S10 


6-2 


5-8 


SN54ALS00 


SN74ALS00 


S-228 


S-228 


SN54ALS11 


SN74ALS11 


S-237 


S-237 


SN54H00 


SN74H00 


6-2 


5-6 


SN54H11 


SN74H11 


6-10 


5-9 


SN54L00 


SN74L00* 


6-2 


5-6 


SN54LS11 


SN74LS11 


6-10 


5-9 


SN54LS00 


SN74LS00 


6-2 


5-6 


SN54S11 


SN74S11 


6-10 


5-9 


SN54S00 


SN74S00 


6-2 


5-6 


SN5412 


SN7412 


64 


5-9 


SN5401 


SN7401 


6^ 


5-6 


SN54ALS12 


SN74ALS12 


S-238 


S-238 


SN54ALS01 


SN74ALS01 


S-229 


S-229 


SN54LS12 


SN74LS12 


64 


5-9 


SN54H01 


SN74H01 


64 


5-6 


SN5413 


SN7413 


6-14 


5-9 


SN54L01 




64 


5-6 


SN54LS13 


SN74LS13 


6-14 


5-9 


SN54LS01 


SN74LS01 


6-4 


5-6 


SN5414 


SN7414 


6-14 


5-9 


SN5402 


SN7402 


6-8 


5-6 


SN54LS14 


SN74LS14 


6-14 


5-9 


SN54ALS02 


SN74ALS02 


S-230 


S-230 


$N54ALS15 


SN74ALS15 


S-239 


S-239 


SN54L02 


SN74L02* 


6-8 


5-6 


SN54H15 


SN74H15 


6-12 


5-10 


SN54LS02 


SN74LS02 


6-8 


5-6 


SN54LS15 


SN74LS15 


6-12 


5-10 


SN54S02 


SN74S02 


6-8 


5-6 


SN54S15 


SN74S15 


6-12 


5-10 


SN5403 


SN7403 


6-4 


5-7 


SN5416 


SN7416 


6-24 


5-10 


SN54ALS03 


SN74ALS03 


S-231 


S-231 


SN5417 


SN7417 


6-24 


5-10 


SN54L03 


SN74L03' 


6-4 


5-7 


SN54LS18 


SN74LS18 


S-17 


S-17 


SN54LS03 


SN74LS03 


6-4 


5-7 


SN54LS19 


SN74LS19 


S-17 


S-17 


SN54S03 


SN74S03 


6-4 


5-7 


SN5420 


SN7420 


6-2 


5-10 


SN5404 


SN7404 


6-2 


5-7 


SN54ALS20 


SN74ALS20 


S-240 


S-240 


SN54ALS04 


SN74ALS04 


S-232 


S-232 


SN54H20 


SN74H20 


6-2 


5-10 


SN54H04 


SN74H04 


6-2 


5-7 


SN54L20 


SN74L20* 


6-2 


5-10 


SN54L04 


SN74L04' 


6-2 


5-7 


SN54LS20 


SN74LS20 


6-2 


5-10 


SN54LS04 


SN74LS04 


6-2 


5-7 


SN54S20 


SN74S20 


6-2 


5-10 


SN54S04 


SN74S04 


6-2 


5-7 


SN54ALS21 


SN74ALS21 


S-241 


S-241 


SN5405 


SN7405 


64 


5-7 


SN54H21 


SN74H21 


6-10 


5-11 


SN54ALS05 


SN74ALS05 


S-233 


S-233 


SN54LS21 


SN74LS21 


6-10 


5-11 


SN54H05 


SN74H05 


64 


5-7 


SN5422 


SN7422 


64 


5-11 


SN54LS05 


SN74LS05 


64 


5-7 


SN54ALS22 


SN74ALS22 


S-242 


S-242 


SN54S05 


SN74S05 


64 


5-7 


SN54H22 


SN74H22 


64 


5-11 


SN5406 


SN7406 


6-24 


5-7 


SN54LS22 


SN74LS22 


64 


5-11 


SN5407 


SN7407 


6-24 


5-8 


SN54S22 


SN74S22 


64 


5-11 


SN5408 


SN7408 


6-10 


5-8 


SN5423 


SN7423 


6-39 


5-11 


SN54ALS08 


SN74ALS08 


S-234 


S-234 


SN54LS24 


SN74LS24 


S-17 


S-17 


SN54LS08 


SN74LS08 


6-10 


5-8 


SN5425 


SN7425 


6-8 


5-11 


SN54S08 


SN74S08 


6-10 


5-8 


SN5426 


SN7426 


6-24 


5-12 


SN5409 


SN7409 


6-12 


5-8 


SN54LS26 


SN74LS26 


6-26 


5-12 



^ Page numbers without "S-" preceding them refer to pages in this data bool<; those with "S-" refer to pages in 1981 Supplement to The TTL 

Data Book for Design Engineers, LCC5772. 
* Contact the factory for availability. 
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PAGEt 








PAGEt 


SN5427 


SN7427 


6-8 


5-12 


SN54LS49 


SN74LS49 


7-22 


7-22 


SN54ALS27 


SN74ALS27 


S-243 


S-243 


SN5450 


SN7450 


6-39 


5-16 


SN54LS27 


SN74LS27 


6-8 


5-12 


SN54H50 


SN74H50 


6-39 


5-16 


SN5428 


SN7428 


6-20 


5-12 


SN5451 


SN7451 


6-30 


5-16 


SN54ALS28 


SN74ALS28 


S-244 


S-244 


SN54H51 


SN74H51 


6-30 


5-16 


SN54LS28 


SN74LS28 


6-20 


5-12 


SN54L51 


SN74L51* 


6-30 


5-16 


SN5430 


SN7430 


6-2 


5-12 


SN54LS51 


SN74LS51 


6-30 


5-16 


SN54ALS30 


SN74ALS30 


S-245 


S-245 


SN54S51 


SN74S51 


6-30 


5-16 


SN54H30 


SN74H30 


6-2 


5-12 


SN54H52 


SN74H52 


6-39 


5-17 


SN54L30 


SN74L30+ 


6-2 


5-12 


SN5453 


SN7453 


6-39 


5-17 


SN54LS30 


SN74LS30 


6-2 


5-12 


SN54H53 


SN74H53 


6-39 


5-17 


SN54S30 


SN74S30 


6-2 


5-12 


SN5454 


SN7454 


6-30 


5-18 


SN5432 


SN7432 


6-28 


5-13 


SN54H54 


SN74H54 


6-30 


5-18 • 


SN54ALS32 


SN74ALS32 


S-246 


S-246 


SN54L54 


SN74L54* 


6-30 


5-18 


SN54LS32 


SN74LS32 


6-28 


5-13 


SN54LS54 


SN74LS54 


6-30 


5-18 


SN54S32 


SN74S32 


6-28 


5-13 


SN54H55 


SN74H55 


6-39 


5-19 


SN5433 . 


SN7433 


6-24 


5-13 


SN54L55 


SN74L55* 


6-30 


5-19 


SN54ALS33 


SN74ALS33 


S-247 


S-247 


SN54LS55 


SN74LS55 


6-30 


5-19 


SN54LS33 


SN74LS33 


6-26 


5-13 


SN5460 


SN7460 


6^3 


5-19 


SN5437 


SN7437 


6-20 


5-13 


SN54H60 


SN74H60 


6-44 


5-19 


SN54ALS37 


SN74ALS37 


S-248 


S-248 


SN54H61 


SN74H61 


6-45 


5-19 


SN54LS37 


SN74LS37 


6-20 


5-13 


SN54H62 


SN74H62 


6-44 


5-20 


SN54S37 


SN74S37 


6-20 


5-13 


SN54LS63 


SN74LS63 


6-62 


5-20 


SN5438 


SN7438 


6-24 


5-13 


SN54S64 


SN74S64 


6-30 


5-20 


SN54ALS38 


SN74ALS38 


S-249 


S-249 


SN54S65 


SN74S65 


6-32 


5-20 


SN54LS38 


SN74LS38 


6-26 


5-13 


SN5470 


SN7470 


6-46 


5-21 


SN54S38 


SN74S38 


6-26 


5-13 


SN54H71 


SN74H71 


6-50 


5-21 


SN5440 


SN7440 


6-20 


5-14 


SN54L71 


SN74L71* 


6-54 


5-21 


SN54ALS40 


SN74ALS40 


S-248 


S-248 


SN5472 


SN7472 


6-46 


5-22 


SN54H40 


SN74H40 


6-20 


5-14 


SN54H72 


SN74H72 


6-50 


5-22 


SN54LS40 


SN74LS40 


6-20 


5-14 


SN54L72 


SN74L72* 


6-54 


5-22 


SN54S40 


SN74S40 


6-20 


5-14 


SN5473 


SN7473 


6-46 


5-22 


SN5442A 


SN7442A 


7-15 


7-15 


SN54H73 


SN74H73 


6-50 


5-22 


SN54L42 


SN74L42* 


7-15 


7-15 


SN54L73 


SN74L73* 


6-54 


5-22 


SN54LS42 


SN74LS42 


7-15 


7-15 


SN54LS73A 


SN74LS73A 


6-56 


5-22 


SN5443A 


SIM7443A 


7-15 


7-15 


SN5474 


SN7474 


6-46 


5-22 


SN54L43 


SN74L43' 


7-15 


7-15 


SN54ALS74 


SN74ALS74 


S-250 


S-250 


SN5444A 


SN7444A 


7-15 


7-15 


SN54H74 


SN74H74 


6-50 


5-22 


SN54L44 


SN74L44' 


7-15 


7-15 


SN54L74 


SN74L74 + 


6-54 


5-22 


SN5445 


SN7445 


7-20 


7-20 


SN54LS74A 


SN74LS74A 


6-56 


5-22 


SN5446A 


SN7446A 


7-22 


7-22 


SN54S74 


SN74S74 


6-58 


5-22 


SN54L46 


SN74L46' 


7-22 


7-22 


SN5475 


SN7475 


7-35 


7-35 


SIM 544 7A 


SN7447A 


7-22 


7-22 


SN54L75 


SN74L75* 


7-35 


7-35 


SN54L47 


SN74L47* 


7-22 


7-22 


SN54LS75 


SN74LS75 


7-35 


7-35 


SN54LS47 


SN74LS47 


7-22 


7-22 


SN5476 


SN7476 


6-46 


5-23 


SN5448 


SN7448 


7-22 


7-22 


SN54H76 


SN74H76 


6-50 


5-23 


SN54LS48 


SN74LS48 


7-22 


7-22 


SN54LS76A 


SN74LS76A 


6-56 


5-23 


SN5449 




7-22 


7-22 


SN5477 




7-35 


7-35 


t Page numbers 


without "S-" preced 


ing them refer 


to pages in this date 


1 bool<; those w 


/ith "S-" refer to pages 


! in 1981 Supplement to The TTL 


Data Book for Design Engineers, LCC5772. 












* Contact the factory for availability. 
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ALPHANUMERIC INDEX 









PIN 








PIN 




ELECTRICAL 








ELECTRICAL 




TYPE NUMBERS 


PAGE* 


ASSIGNMENTS 
PAGEt 


TYPE NUMBERS 


PAGEt 


ASSIGNMENTS 
PAGEt 


SN54L77 




7-35 


7-35 


SN54H106 


SN74H106 


6-52 


5-32 


SN54LS77 




7-35 


7-35 


SN54107 


SN74107 


6-46 


5-32 


SN54H78 


SN74H78 


6-50 


5-24 


SN54LS107A 


SN74LS107A 


6-56 


5-32 


SN54L78 


SN74L78' 


6-54 


5-24 


SN54H108 


SN74H108 


6-52 


5-32 


SN54LS78A 


SN74LS78A 


6-56 


5-24 


SN54109 


SN74109 


6-46 


5-33 


SN5480 


SN7480 


7-41 


7-41 


SN54ALS109 


SN74ALS109 


S-251 


S-251 


SN5481A 


SN7481A 


7-44 


7-44 


SN54LS109A 


SN74LS109A 


6-56 


5-33 


SN5482 


SN7482 


7-49 


7-49 


SN54110 


SN74110 


6-46 


5-33 


SN5483A 


SN7483A 


7-53 


7-53 


SN54111 


SN74111 


6-46 


5-33 


SN54LS83A 


SN74LS83A 


7-53 


7-53 


SN54ALS112 


SN74ALS112 


S-252 


S-252 


SN5484A 


SN7484A 


7-44 


7-44 


SN54LS112A 


SN74LS112A 


6-56 


5-34 


SN5485 


SN7485 


7-57 


7-57 


SN54S112 


SN74S112 


6-58 


5-34 


SN54L85 


SN74L85+ 


7-57 


7-57 


SN54ALS113 


SN74ALS113 


S-253 


S-253 


SN54LS85 


SN74LS85 


7-57 


7-57 


SN54LS113A 


SN74LS113A 


6-56 


5-34 


SN54S85 


SN74S85 


7-57 


7-57 


SN54S113 


SN74S113 


6-58 


5-34 


SN5486 


SN7486 


7-65 


7-65 


SN54ALS114 


SN74ALS114 


S-254 


S-254 


SN54L86 


SN74L86' 


7-65 


7-65 


SN54LS114A 


SN74LS114A 


6-56 


5-34 


SN54LS86 


SN74LS86 


7-65 


7-65 


SN54S114 


SN74S114 


6-58 


5-34 


SN54S86 


SN74S86 


7-65. 


7-65 


SN54116 


SN74116 


7-115 


7-115 


SN54H87 


SN74H87 


7-70 


7-70 


SN54120 


SN74120 


7-118 


7-118 


SN5488A 


SN7488A 


s 


5-27 


SN54121 


SN74121 


6-64 


5-35 




SN7489 


s 


5-27 


SN54L121 


SN74L121> 


6-64 


5-35 


SN5490A 


SN7490A 


7-72 


7-72 


SN54122 


SN74122 


6-76 


5-36 


SN54L90 


SN74L90' 


7-72 


7-72 


SN54L122 


SN74L122* 


6-76 


5-36 


SN54LS90 


SN74LS90 


7-72 


7-72 


SN54LS122 


SN74LS122 


6-76 


5-36 


SN5491A 


SN7491A 


7-81 


7-81 


SN54123 


SN74123 


6-76 


5-36 


SN54L91 


SN74L91' 


7-81 


7-81 


SN54L123 


SN 74 LI 23' 


6-76 


5-36 


SN54LS91 


SN74LS91 


7-81 


7-81 


SN54LS123 


SN74LS123 


6-76 


5-36 


SN5492A 


SN7492A 


7-72 


7-72 


SN54S124 


SN74S124 


7-123 


7-123 


SN54LS92 


SN74LS92 


7-72 


7-72 


SN54125 


SN74125 


6-33 


5-37 


SN5493A 


SN7493A 


7-72 


7-72 


SN54LS125A 


SN74LS125A 


6-33 


5-37 


SN54L93 


SN74L93' 


7-72 


7-72 


SN54126 


SN74126 


6-33 


5-37 


SN54LS93 


SN74LS93 


7-72 


7-72 


SN54LS126A 


SN74LS126A 


6-33 


5-37 


SN5494 


SN7494 


7-86 


7-86 


SN54128 


SN74128 


6-22 


5-37 


SN5495A 


SN7495A 


7-89 


7-89 


SN54132 


SN74132 


6-14 


5-37 


SN54L95 


SN74L95' 


7-89 


7-89 


SN54LS132 


SN74LS132 


6-14 


5-37 


SN54LS95B 


SN74LS95B 


7-89 


7-89 


SN54S132 


SN74S132 


6-14 


5-37 


SN5496 


SN7496 


7-95 


7-95 


SN54ALS133 


SN74ALS133 


S-255 


S-255 


SN54L96 


SN74L96' 


7-95 


7-95 


SN54S133 


SN74S133 


6-2 


5-38 


SN54LS96 


SN74LS96 


7-95 


7-95 


SN54S134 


SN74S134 


6-33 


5-38 


SN5497 


SN7497 


7-102 


7-102 


SN54S135 


SN74S135 


7-129 


7-129 


SN54L98 


SN74L98' 


7-107 


7-107 


SN54136 


SN74136 


7-131 


7-131 


SN54L99 


SN74L99' 


7-109 


7-109 


SN54LS136 


SN74LS136 


7-131 


7-131 


SN54100 


SN74100 


7-113 


7-113 


SN54LS137 


SN74LS137 


S-19 


S-19 


SN54H101 


SN74H101 


6-52 


5-31 


SN54LS138 


SN74LS138 


7-134 


7-134 


SN54H102 


SN74H102 


6-52 


5-31 


SN54S138 


SN74S138 


7-134 


7-134 


SN54H103 

I' Page numbers 


SN74H103 


6-52 


5-31 


SN54LS139 


SN74LS139 


7-134 


7.n4 


without "S-" preced 


ing them refer to pages In this data book; those with "S-" refer to pages In 1981 Supplement to'ne TTL 


Data Book for Design Engineers, LCC5772. 












^ Contact the factory for availability. 














S For more infor 


mation on these deuii 


ces contact the 


! factory. 
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INCORPORATED 

POST OFFICE BOX 225012 • DALLAS, TEXAS 75265 



ALPHANUMERIC INDEX 



TYPE NUMBERS 


ELECTRICAL 
PAGEt 


PIN 

ASSIGNMENTS 

PAGEt 


TYPE NUMBERS 


ELECTRICAL 
PAGEt 


PIN 

ASSIGNMENTS 

PAGE* 


SN54S139 


SN74S139 


7-134 


7-134 


SN 54 LSI 64 


SN74LS164 


7-206 


7-206 


SN54S140 


SN74S140 


6-22 


5-39 


SN54165 


SN74165 


7-212 


7-212 




SN74141 


7-138 


7-138 


SN54LS165 


SN74LS165 


7-212 


7-212 




SN74142 


7 


140 


7-140 


SN54166 


SN74166 


7-217 


7-217 


SN54143 


SN74143 


7 


143 


7-143 


SN54LS166 


SN74LS166 


7-217 


7-217 


SN54144 


SN74144 


7 


143 


7-143 


SN54167 


SN74167 


7-222 


7-222 


SN54145 


SN74145 


7 


148 


7-148 


SN54S168 


SN74S168 


7-226 


7-226 


SN54LS145 


SN74LS145 


7 


148 


7-148 


SN54LS169A 


SN74LS169A 


7-226 


7-226 


SN54147 


SN74147 


7 


151 


7-151 


SN54S169 


SN74S169 


7-226 


7-226 


SN54LS147 


SN74LS147 


7 


151 


7-151 


SN54170 


SN74170 


7-237 


7-237 


SN54148 


SN74148 


7 


151 


7-151 


SN54LS170 


SN74LS170 


7-237 


7-237 


SN54LS148 


SN74LS148 


7 


151 


7-151 




SN74172 


7-245 


7-245 


SN54150 


SN74150 


7 


157 


7-157 


SN54173 


SN74173 


7-249 


7-249 


SN54151A 


SN74151A 


7 


157 


7-157 


SN54LS173A 


SN74LS173A 


7-249 


7-249 


SN54LS151 


SN74LS151 


7 


157 


7-157 


SN54174 


SN74174 


7-253 


7-253 


SN54S151 


SN74S151 


7 


157 


7-157 


SN54LS174 


SN74LS174 


7-253 


7-253 


SN54152A 




7 


157 


7-157 


SN54S174 


SN74S174 


7-253 


7-253 


SN54LS152 




7 


157 


7-157 


SN54175 


SN74175 


7-253 


7-253 


SN54153 


SN74153 


7 


165 


7-165 


SN54LS175 


SN74LS175 


7-253 


7-253 


SN54L153 


SN74L153* 


7 


165 


7-165 


SN54S175 


SN74S175 


7-253 


7-253 


SN54LS153 


SN74LS153 


7 


165 


7-165 


SN54176 


SN74176 


7-259 


7-259 


SN54S153 


SN74S153 


7 


165 


7-165 


SN54177 


SN74177 


7-259 


7-259 


SN54154 


SN74154 


7 


171 


7-171 


SN54178 


SN74178 


7-265 • 


7-265 


SN54L154 


SN74L154* 


7 


171 


7-171 


SN54179 


SN74179 


7-265 


7-265 


SN54155 


SN74155 


7 


175 


7-175 


SN54180 


SN74180 


7-269 


7-269 


SN54LS155 


SN74LS155 


7 


175 


7-175 


SN54181 


SN74181 


7-271 


7-271 


SN54156 


SN74156 


7 


175 


7-175 


SN54AS181 


SN74AS181 


S-268 


S-270 


SN54LS156 


SN74LS156 


7 


175 


7-175 


SN54LS181 


SN74LS181 


7-271 


7-271 


SN54157 


SN74157 


7 


181 


7-181 


SN54S181 


SN74S181 


7-271 


7-271 


SN54L157 


SN74L157' 


7 


181 


7-181 


SN54182 


SN74182 


7-282 


7-282 


SN54LS157 


SN74LS157 


7 


181 


7-181 


SN54S182 


SN74S182 


7-282 


7-282 


SN54S157 


SN74S157 


7 


181 


7-181 


SN54LS183 


SN74LS183 


7-287 


7-287 


SN54LS158 


SN74LS158 


7 


181 


7-181 


SN54H183 


SN74H183 


7-287 


7-287 


SN54S158 


SN74S158 


7 


181 


7-181 


SN54184 


SN74184 


7-290 


7-290 


SN54159 


SN74159 


7 


188 


7-188 


SN54185A 


SN74185A 


7-290 


7-290 


SN54160 


SN74160 


7 


190 


7-190 


SN54186 


SN74186 


s 


5-49 


SN54LS160A 


SN74LS160A 


7 


190 


7-190 


SN54187 


SN74187 


s 


5^9 


SN54161 


SN74161 


7 


190 


7-190 










SN54LS161A 


SN74LS161A 


7 


190 


7-190 


SN54S188 


SN74S188 


n 


5-49 


SN54162 


SN74162 


7 


190 


7-190 


SN54S189 


SN74S189 


n 


5-49 


SN54LS162A 


SN74LS162A 


7 


190 


7-190 


SN54190 


SN74190 


7-296 


7-296 


SN54S162 


SN74S162 


7 


190 


7-190 


SN54LS190 


SN74LS190 


7-296 


7-296 


SN54163 


SN74163 


7 


190 


7-190 


SN54191 


SN74191 


7-296 


7-296 


SN54LS163A 


SN74LS163A 


7 


190 


7-190 


SN54LS191 


SN74LS191 


7-296 


7-296 


SN54S163 


SN74S163 


7 


190 


7-190 


SN54192 


SN74192 


7-306 


7-306 


SN54164 


SN74164 


7 


206 


7-206 


SN54L192 


SN74L192^ 


7-306 


7-306 


SN54L164 


SN74L164' 


7 


206 


7-206 


SN54LS192 


SN74LS192 


7-306 


7-306 



^ Page numbers without "S-" preceding them refer to pages in this data bool<; those with "S-" refer to pages in 1981 Supplement to The TTL 

Data Book for Design Engineers, LCC5772. 
* Contact the factory for availability. 

S f=or more information on these devices contact the factory. 
H See Bipolar Microcomputer Components Data Book, second edition, or its successor. 
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TYPE NUMBERS 


ELECTRICAL 
PAGE''' 


PIN 
ASSIGNMENTS 


TYPE NUMBERS 


ELECTRICAL 
PAGE'f 


PIN 
ASSIGNMENTS 








PAGEt 








PAGEt 


SN54193 


SN74193 


7-306 


7-306 


SN54LS258A 


SN74LS258A 


7-372 


7-372 


SN54L193 


SN74L193' 




306 


7-306 


SN54S258 


SN74S258 


7-372 


7-372 


SN54LS193 


SN74LS193 




306 


7-306 


SN54259 


SN74259 


7-376 


7-376 


SN54194 


SN74194 




316 


7-316 


SN54LS259 


SN74LS259 


7-376 


7-376 


SN54LS194A 


SN74LS194A 




316 


7-316 


SN54S260 


SN74S260 


6-8 


5-57 


SN54S194 


SN74S194 




316 


7-316 


SN54LS261 


SN74LS261 


7-380 


7-380 


SN54195 


SN74195 




324 


7-324 


SN54265 


SN74265 


6-89 


5-57 


SN54LS195A 


SN74LS195A 




324 


7-324 


SN54LS266 


SN74LS266 


7-386 


7-386 


SN54S195 


SN74S195 




324 


7-324 


SN54S270 


SN74S270 


§ 


5-58 


SN54196 


SN74196 




331 


7-331 


SN54S271 


SN74S271 


§ 


5-58 


SN54LS196 


SN74LS196 




331 


7-331 


SN54273 


SN74273 


7-388 


7-388 


SN54S196 


SN74S196 




331 


7-331 


SN54LS273 


SN74LS273 


7-388 


7-388 


SN54197 


SN74197 




331 


7-331 


SN54S274 


SN74S274 


7-391 


7-391 


SN54LS197 


SN74LS197 




331 


7-331 


SN54LS275 


SN74LS275 


7-391 


7-391 


SN54S197 


SN74S197 




331 


7-331 


SN54S275 


SN74S275 


7-391 


7-391 


SN54198 


SN74198 




338 


7-338 


SN54276 


SN74276 


7-401 


7-401 


SN54199 


SN74199 




338 


7-338 


SN54278 


SN74278 


7-403 


7-403 


SN54S201 


SN74S201 


H 


5-52 


SN54279 


SN74279 


6-60 


5-59 


SN54221 


SN74221 


6-68 


5-53 


SN54LS279 


SN74LS279 


6-60 


5-59 


SN54LS221 


SN74LS221 


6-68 


5-53 


SN54LS280 


SN74LS280 


7^06 


7-406 


SN54LS222 


SN74LS222 


S-23 


S-23 


SN54S280 


SN74S280 


7-406 


7-406 


SN54LS224 


SN74LS224 


S-23 


S-23 


SN54S281 


SN74S281 


7-410 


7^10 




SN74S225 


1 


5-53 


SN54283 


SN74283 


7-415 


7-415 


SN54S226 


SN74S226 


7-345 


7-345 


SN54LS283 


SN74LS283 


7-415 


7-415 


SN54LS227 


SN74LS227 


S-23 


S-23 


SN54S283 


SN74S283 


7^15 


7415 


SN54LS228 


SN74LS228 


S-23 


S-23 


SN54284 


SN74284 


7-420 


7420 


SN54LS240 


SN74LS240 


6-83 


5-53 


SN54285 


SN74285 


7-420 


7-420 


SN54S240 


SN74S240 


6-83 


5-53 


SN54S287 


SN74S287 


H 


5-61 


SN54LS241 


SN74LS241 


6-83 


5-54 


SN54S288 


SN74S288 


n 


5-61 


SN54S241 


SN74S241 


6-83 


5-54 


SN54S289 


SN74S289 


11 


5-61 


SN54LS242 


SN74LS242 


6-87 


5-54 


SN54290 


SN74290 


7-423 


7-423 


SN54LS243 


SN74LS243 


6-87 


5-54 


SN54LS290 


SN74LS290 


7-423 


7-423 


SN54LS244 


SN74LS244 


6-83 


5-54 


SN54LS292 


SN74LS292 


S-31 


S-31 


SN54LS245 


SN74LS245 


7-349 


7-349 


SN54293 


SN74293 


7^23 


7423 


SN54246 


SN74246 


7-351 


7-351 


SN54LS293 


SN74LS293 


7-423 


7-423 


SN 54247 


SN74247 


7-351 


7-351 


SN54LS294 


SN74LS294 


S-31 


S-31 


SN54LS247 


SN74LS247 


7-351 


7-351 


SN54LS295B 


SN74LS295B 


7-429 


7-429 


SN54248 


SN74248 


7-351 


7-351 


SN54LS297 


SN74LS297 


S-38 


S-38 


SN54LS248 


SN74LS248 


7-351 


7-351 


SN54298 


SN74298 


7-432 


7-432 


SN54249 


SN74249 


7-351 


7-351 


SN54LS298 


SN74LS298 


7-432 


7-432 


SN54LS249 


SN74LS249 


7-351 


7-351 


SN54LS299 


SN74LS299 


7-437 


7437 


SN54251 


SIM74251 


7-362 


7-362 


SN54S299 


SN74S299 


7-437 


7437 


SN54LS251 


SN74LS251 


7-362 


7-362 


SN54S301 


SN74S301 


11 


5-63 


SN54S251 


SN74S251 


7-362 


7-362 


SN54LS320 


SN74LS320 


S-44 


S44 


SN54LS253 


SN74LS253 


7-369 


7-369 


SN54LS321 


SN74LS321 


S-44 


S44 


SN54LS257A 


SIM74LS257A 


7-372 


7-372 


SN54LS322A 


SN74LS322A 


S-47 


S47 


SN54S257 


SN74S257 


7-372 


7-372 


SI\I54LS323 


SN74LS323 


7-443 


7443 


^ Page numbers 


without "S-" preceding them refer 


to pages in this data book; those w 


th "S-" refer to pages in 1981 Supplement to The TTL 


Data Book for Design Engineers, 


LCC5772. 












^ For more information on these devices contact the 


factory. 










« See Bipolar Microcomputer Components Data Bool(, second edition, o 


its successor. 
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TYPE NUMBERS 


ELECTRICAL 
PAGEt 


PIN 

ASSIGNMENTS 

PAGEt 


TYPE NUMBERS 


ELECTRICAL 
PAGE* 


PIN 

ASSIGNMENTS 

PAGE* 


SN54S340 


SN74S340 


7-445 


7-445 


SN54LS422 


SN74LS422 


S-73 


S-73 


SN54S341 


SN74S341 


7-445 


7-445 


SN54LS423 


SN74LS423 


S-73 


S-73 


SN54S344 


SN74S344 


7-445 


7-»45 


SN54425 


SN74425 


6-33 


5-71 


SN54LS347 


SN74LS347 


S-51 


S-51 


SN54426 


SN74426 


6-33 


5-72 


SN54LS348 


SN74LS348 


7-448 


7-448 




SN74S428 


7-514 


7-514 




SN74351 


7-451 


7^51 


SN54S436 


SN74S436 


S-77 


S-77 


SN54LS352 


SN74LS352 


7-454 


7-454 


SN54S437 


SN54S437 


S-77 


S-77 


SN54LS353 


SN74LS353 


7-457 


7-457 




SN74S438 


7-514 


7-514 


SN54LS354 


SN74LS354 


S-53 


S-53 


SN54LS440 


SN74LS440 


S-81 


S-81 


SN54LS355 


SN74LS355 


S-53 


S-53 


SN54LS441 


SN74LS441 


S-81 


S-81 


SN54LS356 


SN74LS356 


S-53 


S-53 


SN54LS442 


SN74LS442 


S-81 


S-81 


SN54LS357 


SN74LS357 


S-53 


S-53 


SN54LS443 


SN74LS443 


S-81 


S-81 


SN54365A 


SN74365A 


6-36 


5-66 


SN54LS444 


SN74LS444 


S-81 


S-81 


SN54LS365A 


SN74LS365A 


6-36 


5-66 


SN54LS445 


SN74LS445 


S-87 


S-87 


SN54366A 


SN74366A 


6-36 


5-66 


SN54LS446 


SN74LS446 


S-89 


S-89 


SN54LS366A 


SN74LS366A 


6-36 


5-66 


SN54LS447 


SN74LS447 


S-93 


S-93 


SN54367A 


SN74367A 


6-36 


5-66 


SN54LS448 


SN74LS448 


S-81 


S-81 


SN54LS367A 


SN74LS367A 


6-36 


5-66 


SN54LS449 


SN74LS449 


S-89 


S-89 


SN54368A 


SN74368A 


6-36 


5-66 


SN54LS465 


SN74LS465 


S-95 


S-95 


SN54LS368A 


SN74LS368A 


6-36 


5-66 


SN54LS466 


SN74LS466 


S-95 


S-95 


SN54S370 


SN74S370 


S 


5-67 


SN54LS467 


SN74LS467 


S-95 


S-95 


SN54S371 


SN74S371 


S 


5-67 


SN54LS468 


SN74LS468 


S-95 


S-95 


SN54LS373 


SN74LS373 


7-471 


7-471 


SN54S470 


SN74S470 


1 


5-73 


SN54S373 


SN74S373 


7-441 


7-471 


SN54S471 


SN74S471 


11 


5-73 


SN54LS374 


SN74LS374 


7-471 


7-471 


SN54S472 


SN74S472 


H 


5-73 


SN54S374 


SN74S374 


7-471 


7-471 


SN54S473 


SN74S473 


f 


5-73 


SN54LS375 


SN74LS375 


7-478 


7-478 


SN54S474 


SN74S474 


11 


5-73 


SN54376 


SN74376 


7-479 


7-479 


SN54S475 


SN74S475 


H 


5-73 


SN54LS377 


SN74LS377 


7-481 


7-481 


SN54S481 


SN74S481 


11 


5-74 


SN54LS378 


SN74LS378 


7-481 


7-481 


SN54LS481 


SN74LS481 


11 


5-74 


SN54LS379 


SN74LS379 


7-481 


7-481 


SN54S482 


SN74S482 


n 


5-74 


SN54S381 


SN74S381 


7-484 


7-484 


SN54490 


SN 74490 


7-520 


7-520 


SN54LS381 


SN74LS381 


S-60 


S-60 


SN54LS490 


SN74LS490 


7-520 


7-520 


SN54LS382 


SN74LS382 


S-60 


S-60 


SN54LS540 


SN74LS540 


S-98 


S-98 


SN54LS384 


SN74LS384 


S-65 


S-65 


SN54LS541 


SN74LS541 


S-98 


S-98 


SN54LS385 


SN74LS385 


S-69 


S-69 


SN54ALS573 


SN74ALS573 


S-256 


S-256 


SN54LS386 


SN74LS386 


7-487 


7-487 


SN54ALS574 


SN74ALS574 


S-257 


S-257 


SN54S387 


SN74S387 


f 


5-69 


SN54ALS576 


SN74ALS576 


S-258 


S-258 


SN54390 


SN74390 


7-489 


7^89 


SN54ALS580 


SN74ALS580 


S-259 


S-259 


SN54LS390 


SN74LS390 


7-489 


7-489 


SN54LS590 


SN74LS590 


S-101 


S-101 


SN54393 


SN74393 


7-489 


7^89 


SN54LS591 


SN74LS591 


S-101 


S-101 


SN54LS393 


SN74LS393 


7-489 


7-489 


SN54LS592 


SN74LS592 


S-105 


S-105 


SN54LS395A 


SN74LS395A 


7-496 


7-496 


SN54LS593 


SN74LS593 


S-105 


S-105 


SN54LS396 


SIM74LS396 


S-71 


S-71 


SN54LS595 


SN74LS595 


S-110 


S-110 


SN54LS398 


SN74LS398 


7-499 


7-499 


SN54LS596 


SN74LS596 


S-110 


S-110 


SN54LS399 


SN74LS399 


7-499 


7-499 


SN54LS597 


SN74LS597 


S-114 


S-114 


SN54S412 


SN74S412 


7-502 


7-502 


SN54LS598 


SN74LS598 


S-114 


S-114 



t Page numbers without "S-" preceding them refer to pages in this data book; those with "S-" refer to pages in 1981 Supplement to The TTL 

Data Book for Design Engineers, LCC5772. 
S For more information on these devices contact the factory. 
Usee Bipolar Microcomputer Components Data Boole, second edition, or its successor. 
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ALPHANUMERIC INDEX 



TYPE NUMBERS 


ELECTRICAL 
PAGEt 


PIN 

ASSIGNMENTS 

PAGEt 


TYPE NUMBERS 


ELECTRICAL 
PAGEt 


PIN 

ASSIGNMENTS 

PAGE* 


SN54LS600 


SN74LS600 


S-119 


S-119 


SN54LS683 


SN74LS683 


S-203 


S-203 


SN54LS601 


SN74LS601 


S-119 


S-119 


SN54LS684 


SN74LS684 


S-203 


S-203 


SN54LS602 


SN74LS602 


S-119 


S-119 


SN54LS685 


SN74LS685 


S-203 


S-203 


SN54LS603 


SN74LS603 


S-119 


S-119 


SN54LS686 


SN74LS686 


S-203 


S-203 


SN54LS604 


SN74LS604 


S-124 


S-124 


SN54LS687 


SN74LS687 


S-203 


S-203 


SN54LS605 


SN74LS605 


S-124 


S-124 


SN54LS688 


SN74LS688 


S-203 


S-203 


SN54LS606 


SN74LS606 


S-124 


S-124 


SN54LS689 


SN74LS689 


S-203 


S-203 


SN54LS607 


SN74LS607 


S-124 


S-124 


SN54LS690 


SN74LS690 


S-211 


S-211 


SN54LS608 


SN74LS608 


8-128 


S-128 


SN54LS691 


SN74LS691 


S-211 


S-211 


SN54LS610 


SN74LS610 


S-133 


S-133 


SN54LS692 


SN74LS692 


S-211 


S-211 


SN54LS611 


SN74LS611 


S-133 


S-133 


SN54LS693 


SN74LS693 


S-211 


S-211 


SN54LS612 


SN74LS612 


3-133 


S-133 


SN54LS696 


SN74LS696 


S-217 


S-217 


SN54LS613 


SN74LS613 


S-133 


S-133 


SN54LS697 


SN74LS697 


S-217 


S-217 


SN54LS620 


SN74LS620 


S-141 


S-141 


SN54LS698 


SN74LS698 


S-217 


S-217 


SN54LS621 


SN74LS621 


S-141 


S-141 


SN54LS699 


SN74LS699 


S-217 


S-217 


SN54LS622 


SN74LS622 


S-141 


S-141 


SN54AS800 


SN74AS800 


S-273 


S-273 


SN54LS623 


SN74LS623 


S-141 


S-141 


SN54AS802 


SN74AS802 


S-274 


S-274 


SN54LS624 


SN74LS624 


S-145 


S-145 


SN54AS804 


SN74AS804 


S-275 


S-275 


SN54LS625 


SN74LS625 


S-14,5 


S-145 


SN54AS805 


SN74AS805 


S-276 


S-276 


SN54LS626 


SN74LS626 


S-145 


S-145 


SN54AS808 


SN74AS808 


S-277 


S-277 


SN54LS627 


SN74LS627 


S-145 


S-145 


SN54AS832 


SN74AS832 


S-278 


S-278 


SN54LS628 


SN74LS628 


S-145 


S-145 


SN54AS857 


SN74AS857 


S-279 


S-279 


SN54LS629 


SN74LS629 


S-145 


S-145 


SN54AS867 


SN74AS867 


S-280 


S-280 


SN54LS630 


SN74LS630 


S-151 


S-151 


SN54AS869 


SN74AS869 


S-280 


S-280 


SN54LS631 


SN74LS631 


S-151 


S-151 


SN54AS870 


SN74AS870 


S-281 


S-281 


SN54LS638 


SN74LS638 


S-157 


S-157 


SN54AS871 


SN74AS871 


S-281 


S-281 


SN54LS639 


SN74LS639 


S-157 


S-157 


SN54ALS873 


SN74ALS873 


S-260 


S-260 


SN54LS640 


SN74LS640 


S-161 


S-161 


SN54AS873 


SN74AS873 


S-283 


S-283 


SN54LS641 


SN74LS641 


S-161 


S-161 


SN54ALS874 


SN74ALS874 


S-261 


S-261 


SN54LS642 


SN74LS642 


S-161 


S-161 


SN54AS874 


SN74AS874 


S-284 


S-284 


SN54LS643 


SN74LS643 


S-161 


S-161 


SN54ALS876 


SN74ALS876 


S-262 


S-262 


SN54LS644 


SN74LS644 


S-161 


S-161 


SN54AS876 


SN74AS876 


S-285 


S-285 


SN54LS645 


SN74LS645 


S-161 


S-161 


SN54AS877 


SN74AS877 


S-286 


S-286 


SN54LS646 


SN74LS646 


S-168 


S-168 


SN54ALS880 


SN74ALS880 


S-263 


S-263 


SN54LS647 


SN74LS647 


S-168 


S-168 


SN54AS880 


SN74AS880 


S-287 


S-287 


SN54LS648 


SN74LS648 


S-168 


S-168 


SN54AS881 


SN74AS881 


S-288 


S-288 


SN54LS649 


SN74LS649 


S-168 


S-168 


SN54AS882 


SN74AS882 


S-291 


S-291 


SN54LS651 


SN74LS651 


S-175 


S-175 


SN54AS885 


SN74AS885 


S-293 


S-293 


SN54LS652 


SN74LS652 


S-175 


S-175 


SN54AS894 


SN74AS894 


S-294 


S-294 


SN54LS668 


SN74LS668 


S-179 


S-179 


SN54ALS1000 


SN74ALS1000 


S264 


S-264 


SN54LS669 


SN74LS669 


S-179 


S-179 


SN54ALS1002 


SN74ALS1002 


S-265 


S-265 


SN54LS670 


SN74LS670 


7-526 


7-526 


SN54ALS1003 


SN74ALS1003 


S-266 


S-266 


SN54LS671 


SN74LS671 


S-187 


S-187 


SN54ALS1020 


SN 74 A LSI 020 


S-266 


S-266 


SN54LS672 


SN74LS672 


S-187 


S-187 


TIM8228 




7-514 


7-514 


SN54LS673 


SN74LS673 


S-193 


S-193 


TIIVI8238 




7-514 


7-514 


SN54LS674 


SN74LS674 


S-193 


S-193 


TIM9905 




7-362 


7-362 


SN54LS681 


SN74LS681 


S-197 


S-197 


TIM9906 




7-376 


7-376 


SN54LS682 


SN74LS682 


S-203 


S-203 


TIM9907 
TIM9908 




7-151 
7-448 


7-151 
7-448 


!■ Page numbers 


without "S-" preceding them refer 


to pages in this data book; those with 


1 "S-" refer to pages in 1981 Supplement to The TTL 


Data Book for Design Engineers, 


LCC5772. 
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FUNCTIONAL INDEX/SELECTION GUIDE 



The following pages contain functional indexes and selection guides designed to simplify the choice of a particular 
function to fit a specific application. Essential characteristics of similar or like functions are grouped for comparative 
analysis, and the electrical specifications are referenced by page number. The following categories of functions are 
covered: 

SSI FUNCTIONS Page 

Positive-NAND gates and Inverters with totemiaole outputs 1-10 

Positive-N AND gates and Inverters with open-collector outputs 1-10 

Positlve-NOR gates with totem-pole outputs 1-11 

Positive-AND gates with totem-pole outputs 1-11 

Positlve-AND gates with open-collector outputs 1-11 

Schmltt-trigger positive-NAND gates and inverters with totem-pole outputs 1-11 

Buffers/clock drivers with totem-pole outputs 1-12 

50-ohm/75-ohm line drivers 1-12 

Buffer and interface gates with open<ollector outputs 1-12 

Gates, buffers, drivers and bus transceivers with 3-state outputs 1-13 

Positlve-OR gates with totem-pole outputs 1-14 

AND-OR-INVERT gates with totem-pole outputs 1-14 

AND-OR-INVERT gates with open-collector outputs 1-14 

Expandable gates 1-14 

Expanders 1-14 

Dual J-K edge-triggered flip-flops 1-15 

Single J-K edge-triggered flip-flops 1-15 

Pulse-triggered dual flip-flops 1-16 

Pulse-triggered single flip-flops 1-16 

DualJ-K flip-flops with data lockout 1-16 

Single J-K flip-flops with data lockout 1-16 

Dual D-type flip-flops 1-16 

S-R latches 1-17 

Current-sensing gates 1-17 

Monostable multivibrators with Schmltt-trigger Inputs 1-17 

Retriggerable monostable multivibrators 1-17 

Clock generator circuits 1-17 

MSI/LSI FUNCTIONS 

Adders 1-18 

Accumulators, arithmetic logic units, look-ahead carry generators 1-18 

Multipliers 1-18 

Comparators 1-18 

Parity generators/checkers 1-19 

Other arithmetic operators 1-19 

Quad,hex, and octal flip-flops 1-19 

Register files 1-19 

Shift registers 1-20 

Other registers 1 -20 

Latches 1-21 

Clock generator circuits 1-21 

Code converters 1-21 

Priority encoders/registers 1-22 

Data selectors/multiplexers 1-22 

Decoders/demultiplexers 1-23 

Open-collector display decoders/drivers with counters/latches 1-23 

Open-collector display decoders/drivers 1-24 

Bus transceivers and drivers ; 1 -25 

Asynchronous counters (ripple clock)— negative-edge triggered 1-25 

Synchronous counters— Positive-edge triggered 1-26 

Bipolar bit-slice processor elements 1-26 

First-ln first-out memories (FIFO's) 1-26 

Random-access read/write memories (RAM's) 1-27 

Read-only memories (ROM's) 1-27 

Programmable-read-only memories (PROM's) 1-28 

Microprocessor controllers and support functions 1-28 

Error detection and correction circuits 1-28 
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POSITIVE-NAND GATES AND INVERTERS WITH TOTEM-POLE OUTPUTS 
ELECTRICAL TABLES - PAGE 6-2 



DESCRIPTION 


TYPICAL 
PROPAGATION 
DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-ss-ctoizs'c 


0°Cto70°C 


HEX INVERTERS 


3 ns 
6 ns 
9.5 ns 
10 ns 
33 ns 


19 mW 
22 mW 

2mW 
10 mW 

1 mW 


SN54S04 

SN54H04 

SN54LS04 

SN5404 

SN54L04 


J,W 
J,W 
J,W 
J,W 
J,T 


SN74S04 

SN74H04 

SN74LS04 

SN7404 

SN74L04 


J.N 
J.N 
J.N 
J.N 
J.N 


5-7 


QUADRUPLE 2-INPUT 
POSITIVE-NAND GATES 


3 ns 
6 ns 
9.5 ns 
10 ns 
33 ns 


19 mW 
22 mW 

2mW 
10 mW 

1 mW 


SN54S00 

SN54H0O 

SN54LS00 

SN5400 

SN54L00 


j.vy 

J,W 
J.W 
J,W 
J,T 


SN74S0O 

SN74H00 

SN74LS00 

SN7400 

SN74L0O 


J.N 
J.N 
J.N 
J.N 
J.N 


5-6 


TRIPLE 3-INPUT 
POSITIVE-NAND GATES 


3 ns 
6 ns 
9.5 ns 
10 ns 
33 ns 


19 mW 
22 mW 

2mW 
10 mW 

1 mW 


SN54S10 

SN54H10 

SN54LS10 

SN5410 

SN54L10 


J.W 
J.W 
J.W 
J.W 
J,T 


SN74S10 

SN74H10 

SN74LS10 

SN74ia 

SN74L10 


J.N 
J.N 
J.N 
J.N 
J.N 




DUAL4-INPUT 
POSITIVE-NAND GATES 


3 ns 

6 ns 

9.5 ns 

10 ns 

33 ns 


19nnW 
22 mW 

2niW 
10 mW 

1 mW 


SN54S20 

SN54H20 

SN54LS20 

SN5420 

SN54L20 


J.W 
J.W 
J.W 
J.W 
J,T 


SN74S20 

SN74H20 

SN74LS20 

SN7420 

SN74L20 


J, N 
J.N 
J.N 
J.N 
J.N 


5-10 


8-INPUT 
POSITIVE-NAND GATES 


3 ns 
6 ns 
17 ns 
10 ns 
33 ns 


19 mW 
22 mW 
2.4 mW 
10 mW 
1 mW 


SN54S30 

SN54H30 

SN54LS30 

SN5430 

SN54L30 


J.W 
J.W 
J.W 
J.W 
J,T 


SN74S30 

SN74H30 

SN74LS30 

SN7430 

SN74L30 


J.N 
J.N 
J.N 
J, N 
J.N 


5-12 


13-1NPUT POSITIVE-NAND GATES 


3 ns 


19 mW 


SN54S133 


J.W 


SN74S133 


J, N 


5-38 



POSITIVE-NAND GATES AND INVERTERS WITH OPEN-COLLECTOR OUTPUTS 
ELECTRICAL TABLES - PAGE 6-4 



DESCRIPTION 


TYPICAL 
PROPAGATION 
DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°C to 70° C 


HEX INVERTERS 


5 ns 
8 ns 
16 ns 
24 ns 


17.5mW 
22 mW 
2mW 
10 mW 


SN54S05 
SN54H05 
SN54LS05 
SN5405 


J.W 
J.W 
J.W 
J.W 


SN74S05 
SN74H05 
SN74LS05 
SN7405 


J.N 
J.N 
J.N 
J.N 


5-7 


QUADRUPLE 2-INPUT 
POSITIVE-NAND GATES 


5 ns 
8 ns 
16ns 
16ns 
22 ns 
22 ns 
46 ns 
46 ns 


17.5mW 
22 mW 
2mW 
2mW 
10 mW 
10 mW 
1 mW 
1 mW 


SN54S03 

SN54H01 

SN54LS01 

SN54LS03 

SN5401 

SN5403 

SN54L01 

SN54L03 


J.W 
J.W 
J.W 
J.W 
J.W 

J 

T 

J 


SN74S03 

SN74H01 

SN74LS01 

SN74LS03 

SN7401 

SN7403 

SN74L03 


J.N 
J, N 
J.N 
J.N 
J, N 
J.N 

J, N 


5-7 
5-6 
5-6 
5-7 
5-6 
5-7 
5-6 
5-7 


TRIPLE 3-INPUT 
POSITIVE-NAND GATES 


16 ns 
22 ns 


2mW 
10 mW 


SN54LS12 
SN5412 


J.W 
J.W 


SN74LS12 
SN7412 


J.N 
J.N 


5-9 


DUAL4-INPUT 
POSITIVE-NAND GATES 


5 ns 
8 ns 
16 ns 
22 ns 


17.5 mW 
22 mW 
2mW 
10 mW 


SN54S22 
SN54H22 
SN54LS22 
SN5422 


J.W 
J.W 
J.W 
J.W 


SN74S22 
SN74H22 
SN74LS22 
SN7422 


J.N 
J.N 
J.N 
J.N 


5-11 



110 
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POSITIVE-NOR GATES WITH TOTEM-POLE OUTPUTS 
ELECTRICAL TABLES - PAGE 6-8 



DESCRIPTION 


TYPICAL 

PROPAGATION 

DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto 125°C 


0°Clo70°C 


QUADRUPLE 2-INPUT 
POSITIVE-NOR GATES 


3.5 ns 
10ns 
10 ns 
33 ns 


29 mW 

2.75 mW 

14 mW 

1.5 mW 


SN54S02 
SN54LS02 
SN5402 
SN54L02 


J,W 
J,W 
J,W 
J,T 


SN74S02 
SN74LS02 
SN7402 
SN74L02 


J, N 
J, N 
J, N 
J,N 


5-6 


TRIPLE 3-1 NPUT 
POSITIVE-NOR GATES 


8.5 ns 
10 ns 


22 mW 
4.5 mW 


SN5427 
SN54LS27 


J,W 
J, W 


SN7427 
SN74LS27 


J.N 
J.N 


5-12 


DUAL 4-INPUT POSITIVE-NOR 
GATES WITH STROBE 


10.5 ns 


23 mW 


SN5425 


J,W 


SN7425 


J.N 


5-11 


DUAL5-INPUT 
POSITIVE-NOR GATES 


4 ns 


54 mW 


SN54S260 


J,W 


SN74S260 


J,N 


5-58 



POSITIVE-AND GATES WITH TOTEM-POLE OUTPUTS 
ELECTRICAL TABLES - PAGE 6-10 



DESCRIPTION 


TYPICAL 

PROPAGATION 

DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°C to 70°C 


QUADRUPLE 2-INPUT 
POSITIVE-AND GATES 


4.75 ns 
12 ns 
15ns 


32 mW 

4.25 mW 

19 mW 


SN54S08 

SN54LS08 

SN5408 


J,W 
J,W 
J.W 


SN74S08 

SN74LS0a 

SN7408 


J.N 
J.N 
J.N 


5S 


TRIPLE 3-INPUT 
POSITIVE-AND GATES 


4.75 ns 
8.2 ns 
12ns 


31 mW 

40 mW 

4.25 mW 


SN54S11 
SN54H11 
SN54LS11 


J.W 
J.W 
J.W 


SN74S11 
SN74H11 
SN74LS11 


J.N 
J.N 
J.N 


5-9 


DUAL 4-INPUT 
POSITIVE-AND GATES 


8.2 ns 
12 ns 


40 mW 
4.25 mW 


SN54H21 
SN54LS21 


J.W 
J.W 


SN74H21 
SN74LS21 


J.N 
J.N 


5-11 



POSITIVE-AND GATES WITH OPEN-COLLECTOR OUTPUTS 
ELECTRICAL TABLES - PAGE 6-12 



DESCRIPTION 


TYPICAL 

PROPAGATION 

DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°Cto70°C 


QUADRUPLE 2-INPUT 
POSITIVE-AND GATES 


6.5 ns 

18.5 ns 

20 ns 


32 mW 
19.4 mW 
4.25 mW 


SN54S09 
SN5409 
SN54LS09 


J.W 
J.W 
J.W 


SN74S09 
SN7409 
SN74LS09 


J.N 
J.N 
J.N 


5-8 


TRIPLE 3-INPUT 
POSITIVE-AND GATES 


6 ns 

10.5 ns 

20 ns 


28 mW 

38 mW 

4.25 mW 


SN54S15 
SN54H15 
SN54LS15 


J.W 
J.W 
J.W 


SN74S15 
SN74H15 
SN74LS15 


J.N 
J.N 
J.N 


5-10 



SCHMITT-TRIGGER POSITIVE-NAND GATES AND INVERTERS WITH TOTEM-POLE OUTPUTS 
ELECTRICAL TABLES - PAGE 6-14 



DESCRIPTION 


TYPICAL 
HYSTERESIS 


TYPICAL 
DELAY 
TIME 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°C to 70° C 


HEX SCHMITT TRIGGER INVERTERS 


0.8 V 
0.8 V 


15 ns 
15 ns 


SN5414 
SN54LS14 


J.W 
J.W 


SN7414 
SN74LS14 


J.N 
J.N 


5-9 


QUADRUPLE 2-INPUT 
POSITIVE-NAND SCHMITT TRIGGERS 


0.55 V 
0.8 V 
0.8 V 


8 ns 
15ns 
15 ns 


SN54S132 

SN54132 

SN54LS132 


J.W 
J.W 
J.W 


SN74S132 
SN74132 
SN74LS132 


J.N 
J.N 
J.N 


5-37 


DUAL 4-INPUT POSITIVE-NAND 
SCHMITT TRIGGERS 


0.8 V 
0.8 V 


16.5 ns 
16.5 ns 


SN5413 
SN54LS13 


J.W 
J.W 


SN7413 
SN74LS13 


J.N 
J.N 


5-9 
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SSI FUNCTIONS 

FUNCTIONAL INDEX/SELECTION GUIDE 



BUFFERS/CLOCK DRIVERS WITH TOJEM-POLE OUTPUTS 

(ALSO SEE 3-STATE BUFFERS AND DRIVERS ON PAGE 1-13) 

ELECTRICAL TABLES - PAGE 6-20 



DESCRIPTION 


LOW-LEVEL 
OUTPUT 
CURRENT 


HIGH-LEVEL 
OUTPUT 
CURRENT 


TYPICAL 
DELAY 
TIME 


TYP POWER 
PER 
GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°Cto70°C 


QUADRUPLE 
2INPUT 
POSITIVE-NOR 
BUFFERS 


48 mA 
24 mA 
12 mA 


-2.4 mA 
-1.2 mA 
-1.2 mA 


7 ns 
12 ns 
12 ns 


28 mW 

5.5 mW 
5.5 mW 


SN5428 
SN54LS28 


J,W 
J,W 


SN7428 
SN74LS28 


J,N 
J,N 


5-12 


QUADRUPLE 
2-INPUT 

POSITIVE-NAND 
BUFFERS 


60 mA 
48 mA 
24 mA 
12 mA 


-3 mA 
-1.2 mA 
-1.2 mA 
-1.2 mA 


4 ns 

10.5 ns 

12 ns 

12 ns 


41 mW 
27 mW 
4.3 mW 
4.3 mW 


SN54S37 
SN5437 

SN54LS37 


J,W 
J,W 

J,W 


SN74S37 

SN7437 

SN74LS37 


J, N 
J,N 

J.N 


5-13 


DUAL4-INPUT 

POSITIVE-NAND 

BUFFERS 


60 mA 
60 mA 
48 mA 
24 mA 
12 mA 


-3 mA 
-1.5 mA 
-1.2 mA 
-1.2 mA 
-1.2 mA 


4 ns 

7.5 ns 

10.5 ns 

12 ns 

12 ns 


44 mW 
44 mW 
26 mW 
4.3 mW 
4.3 mW 


SN54S40 
SN54H40 
SN5440 

SN54LS40 


J,W 
J,W 
J,W 

J,W 


SN74S40 
SN74H40 
SN7440 
SN74LS40 


J,N 
J, N 
J,N 
J,N 


5-14 



50-OHM/75-OHM LINE DRIVERS 
ELECTRICAL TABLES - PAGE 6-22 





LOW-LEVEL 


HIGH-LEVEL 


TYPICAL 


TYP POWER 


DEVICE TYPE 


PIN 


DESCRIPTION 


OUTPUT 
CURRENT 


OUTPUT 
CURRENT 


DELAY 
TIME 


PER 
GATE 


AND PACKAGE 


ASSIGNMENTS 
PAGE NO. 


-55°Cto125°C 


0°Cto70°C 


DUAL4-INPUT 




















POSITIVE-NAND 


60 mA 


-40 mA 


4 ns 


44 mVV 


SN54S140 


J,W 


SN74S140 


J.N 


5-33 


LINE DRIVERS 




















QUADRUPLE 




















2-INPUT 


48 mA 


-42.4 mA 


7 ns 


28 mW 






SN74128 


J.N 




POSITIVF.-NOR 


48 mA 


-29 mA 


7 ns 


28 mW 


SN54128 


J,W 






5-37 


LINE DRIVERS 





















BUFFER AND INTERFACE GATES WITH OPEN-COLLECTOR OUTPUTS 
ELECTRICAL TABLES - PAGES 6-24 AND 6-26 



DESCRIPTION 


HIGH-LEVEL 
OUTPUT 
VOLTAGE 


LOW-LEVEL 
OUTPUT 
CURRENT 


TYPICAL 
DELAY 
TIME 


TYP POWER 
PER 
GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°Cto70°C 


HEX 
BUFFERS/DRIVERS 


30 V 
30 V 
15V 
15V 


40 mA 
30 mA 
40 mA 
30 mA 


13 ns 
13ns 
13ns 
13 ns 


21 mW 
21 mW 
21 mW 
21 mW 


SN5407 
SN5417 


J.W 
J.W 


SN7407 
SN7417 


J.N 
J.N 


5-8 
5-8 
5-10 
5-10 


HEX INVERTER 
BUFFERS/DRIVERS 


30V 
30V 
15V 
15V 


40 mA 
30 mA 
40 mA 
30 mA 


12.5 ns 
12.5 ns 
12.5 ns 
12.5 ns 


26 mW 
26 mW 
26 mW 
26 mW 


SN5406 
SN5416 


J.W 
J.W 


SN7406 
SN7416 


J.N 
J.N 


5-7 
5-7 
5-10 
5-10 


QUADRUPLE 
2-INPUT 

POSITIVE-NAND 
BUFFERS 


15V 
15V 
15V 
5.5 V 
5.5 V 
5.5 V 
5.5 V 


16 mA 
8 mA 
4 mA 
60 mA 
48 mA 
24 mA 
12 mA 


13.5 ns 
16 ns 
16 ns 
6.5 ns 

12.5 ns 
19 ns 
19 ns 


10 mW 

2mW 

2mW 

41 mW 

24.4 mW 

4.3 mW 

4.3 mW 


SN5426 

SN54LS26 

SN54S38 

SN5438 

SN54LS38 


J 

J.W 
J.W 

J.W 

J.W 


SN7426 
SN74LS26 

SN74S38 

SN7433 

SN74LS38 


J, N 
J.N 

J.N 
J.N 
J.N 


5-12 
5-12 
5-12 
5-13 
5^13 
5-13 
5-13 


QUADRUPLE 
2-INPUT POSITIVE- 
NOR BUFFERS 


5.5 V 
5.5 V 
5.5 V 


48 mA 
24 mA 
12 mA 


11 ns 
19 ns 
19 ns 


28 mW 
5.45 mW 
5.45 mW 


SN5433 
SN54LS33 


J.W 
J.W 


SN7433 
SN74LS33 


J.N 
J.N 


5-13 
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GATES, BUFFERS, DRIVERS, AND BUS TRANSCEIVERS WITH 3-STATE OUTPUTS 



DESCRIPTION 


TYPICAL 
PROPAGATION 
DELAY TIME 


MAXIMUM 
SOURCE 
CURRENT 


MAXIMUM 

SINK 
CURRENT 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


ELECTRICAL 

CHARACTERISTICS 

PAGE NO. 


-55°C to 125"C 


0°C to 70 C 


12-INPUTNANDGATE 


4.5 ns 
4.5 ns 


-6.5 mA 

-2 mA 


20 mA 
20 mA 


SN54S134 


J,W 


SN74S134 


J, N 


5-38 


6-33 


QUADRUPLE 
BUS BUFFERS/DRIVERS 
WITH INDEPENDENT 
OUTPUT CONTROLS 


8 ns 
8 ns 
8.5 ns 
8.5 ns 
10 ns 
10 ns 
10 ns 
10 ns 
10 ns 
10 ns 
10 ns 
10 ns 


-2.6 mA 

-1 mA 
-2.6 mA 

-1 mA 
-5.2 mA 

-2 mA 
-5.2 mA 

-2 mA 
-5.2 mA 

-2 mA 
-5.2 mA 

-2 mA 


24 mA 
12 mA 
24 mA 
12 mA 
16 mA 
16 mA 
16 mA 
16 mA 
16 mA 
16 mA 
16 mA 
16 mA 


SN54LS125A 
SN54LS126A 

SN54125 

SN54126 

SN54425 

SN54426 


J,W 
J, W 
J,W 
J,W 
J,W 
J,W 


SN74LS125A 
SN74LS126A 

SN74125 

SN74126 

SN74425 

SN74426 


J, N 
J.N 
J.N 
J.N 
J.N 
J, N 


5-37 
5-37 
5-37 
5-37 
5-37 
5-37 
5-37 
5-37 
5-74 
5-74 
5-75 
5-75 


6-33 


HEX BUS 
BUFFERS/DRIVERS 


9.5 ns 
9.5 ns 
9.5 ns 
9.5 ns 
9.5 ns 
9.5 ns 
9.5 ns 
9.5 ns 
11 ns 
11 ns 
11 ns 

11 ns 

12 ns 
12 ns 
12 ns 
12 ns 


-2.6 mA 

-1 mA 
-2.6 mA 

-1 mA 
-2.6 mA 

-1 mA 
-2.6 mA 

-1 mA 
-5.2 mA 

-2 mA 
-5.2 mA 

-2 mA 
-5.2 mA 

-2 mA 
-5.2 mA 

-2 mA 


24 mA 
12 mA 
24 mA 
12mA 
24 mA 
12 mA 
24 mA 
12 mA 
32 mA 
32 mA 
32 mA 
32 mA 
32 mA 
32 mA 
32 mA 
32 mA 


SN54LS365A 
SN54LS366A 
SN54LS367A 
SN54LS368A 
SN54366A 
SN54368A 
SN54365A 
SN54367A 


J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 


SN74LS365A 
SN74LS366A 
SN74LS367A 
SN74LS368A 
SN74366A 
SN74368A 
SN74365A 
SN74367A 


J.N 
J.N 
J, N 
J, N 
J.N 
J.N 
J.N 
J.N 


5-68 
5-68 
5-68 
5-68 
5-69 
5-69 
5-69 
5-69 
5-68 
5-68 
5-69 
5-69 
5-68 
5-68 
5-69 
5-69 


6-36 


OCTAL BUS 
BUFFERS/DRIVERS 


5 ns 
5 ns 
5 ns 
5 ns 
10ns 
10 ns 
10 ns 
10 ns 
10ns 
10 ns 


-15 mA 
-12mA 
-15 mA 
-12mA 
-15mA 
-12mA 
-15mA 
-12mA 
-15 mA 
-12mA 


64 mA 
48 mA 
64 mA 
48 mA 
24 mA 
12 mA 
24 mA 
12 mA 
24 mA 
12 mA 


SN54S240 

SN54S241 

SN54LS240 

SN54LS241 

SN54LS244 




SN74S240 

SN74S241 

SN74LS240 

SN74LS241 

SN74LS244 


J.N 
J.N 
J.N 
J.N 
J.N 


5-54 
5-54 
5-55 
5-55 
5-54 
5-54 
5-55 
5-55 
5-55 
5-55 


6-83 


CONTROLLER AND BUS DRIVER 
FOR 8080A SYSTEMS (MSI) 




-1 mA 
-1 mA 


10 mA 
10 mA 






SN74S428 
SN74S438 


N 
N 


7-514 


7-514 


QUADRUPLE TRANSCEIVERS 


11 ns 

11 ns 

12 ns 
12ns 


-15 mA 
-12 mA 
-15 mA 
-12 mA 


24 mA 
12 mA 
24 mA 
12 mA 


SN54LS242 
SN54LS243 


J,W 
J,W 


SN74LS242 
SN74LS243 


J.N 
J.N 


5-55 


6-87 


QUADRUPLE TRANSCEIVERS 
WITH STORAGE (MSII 


10 ns 
10 ns 


-10.3 mA 
-6.5 mA 


20 mA 
20 mA 


SN54S226 


J,W 


SN74S226 


J.N 


7-345 


7-345 


OCTAL TRANSCEIVERS (MSI) 


12 ns 
12 ns 


-15mA 
-12 mA 


24 mA 
12mA 


SN54LS245 


J 


SN74LS245 


J,NI 


7-349 


7-349 
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SSI FUNCTIONS 
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POSITIVE-OR GATES WITH TOTEM-POLE OUTPUTS 
ELECTRICAL TABLES - PAGE 6-28 



DESCRIPTION 


TYPICAL 
PROPAGATION 
DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125''C 


0°Cto70°C 


QUADRUPLE 2-INPUT 
POSITIVE-OR GATES 


4 ns 
12ns 
12ns 


SSnnW 

24 mW 

5mW 


SN54S32 

SN5432 

SN54LS32 


J,W 
J,W 
J,W 


SN74S32 

SN7432 

SN74LS32 


J, N 
J, N 
J, N 


5-13 



AIMD-OR-INVERT GATES WITH TOTEM-POLE OUTPUTS 
ELECTRICAL TABLES - PAGE 6-30 



DESCRIPTION 


TYPICAL 

PROPAGATION 

DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°Cto70°C 


2-WIDE 4-INPUT 


12.5 ns 
43 ns 


2.75 mW 
1.5 mW 


SN54LS55 
SN54L55 


J,W 
J.T 


SN74LS55 
SN74L55 


J.N 
J.N 


5-19 


4-W1DE4-2-3-2-INPUT 
4-WlDE 2-2-3-2-INPUT 
4-WIDE 2-INPUT 
4-WIDE 2-3-3-2-INPUT 
4-WIDE 2-3-3-2-INPUT 


3.5 ns 

6.6 ns 
10.5 ns 
12.5 ns 

43 ns 


29 mW 
41 mW 
23 mW 
4.5 mW 
1.5 mW 


SN54S64 

SN54H54 

SN5454 

SN54LS54 

SN54L54 


J,W 
J, W 
J,W 
J.W 
J.T 


SN74S64 

SN74H54 

SN7454 

SN74LS54 

SN74L54 


J.N 
J.N 
J.N 
J.N 
J.N 


5-20 
5-18 
5-18 
5-18 
5-18 


DUAL 2-WIDE 2-INPUT 


3.5 ns 
6.5 ns 
10.5 ns 
12.5 ns 

43 ns 


28 mW 

29 mW 
14 mW 

2.75 mW 
1.5 mW 


SN54S51 

SN54H51 

SN5451 

SN54LS51 

SN54L51 


J,W 
J.W 
J.W 
J.W 
J.T 


SN74S51 

SN74H51 

SN7451 

SN74LS51 

SN74L51 


J.N 
J.N 
J.N 
J.N 
J.N 


5-16 



AND-OR-INVERT GATES WITH OPEN-COLLECTOR OUTPUTS 
ELECTRICAL TABLES - PAGE 6-32 



DESCRIPTION 


TYPICAL 
PROPAGATION 
DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°C to 125''C 


0°Cto70°C 


4-WIDE 4-2- 3-2-INPUT 


5.5 ns 


36 mW 


SN54S65 1 J.W 


SN74S65 1 J.N 


5-20 



EXPANDABLE GATES 
ELECTRICAL TABLE - PAGE 6-39 



DESCRIPTION 


TYPICAL 

PROPAGATION 

DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-BB'Cto 125°C 


0°Cto70°C 


DUAL4-INPUTP0SITIVE-N0R GATES 
WITH STROBE 


10.5 ns 


23 mW 


SN5423 


J.W 


SN7423 


J.N 


5-11 


4-WIDE AND-OR GATES 


9.9 ns 


88 mW 


SN54H52 


J.W 


SN74H52 


J.N 


5-17 


4-WIDE AND-OR-INVERT GATES 


6.6 ns 
10.5 ns 


41 mW 
23 mW 


SN54H53 
SN5453 


J.W 
J.W 


SN74H53 
SN7453 


J.N 
J.N 


5-17 


2-WIDE AND-OR-INVERT GATES 


6.8 ns 


30 mW 


SN54H55 


J.W 


SN74H55 


J.N 


5-19 


DUAL 2-WIDE AND-OR-INVERT 
GATES 


6.5 ns 
10.5 ns 


29 mW 
14 mW 


SN54H50 
SN5450 


J.W 
J.W 


SN74H50 
SN7450 


J.N 
J, N 


5-16 



EXPANDERS 
-ECTRICAL TABLES - PAGES 6-43, 6-44, AND 6-45 



DESCRIPTION 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°Cto70''C 


DUAL 4-INPUT EXPANDERS 


4mW 
6mW 


SN5460 
SN54H60 


J.W 
J.W 


SN7460 
SN74H60 


J.N 
J.N 


5-19 


TRIPLE 3-INPUT EXPANDERS 


13 mW 


SN54H61 


J.W 


SN74H61 


J.N 


5-19 


3-2-2-3-INPUT AND-OR EXPANDERS 


25 mW 


SN54H62 


J.W 


SN74H62 


J.N 


5-20 
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DUAL J-K EDGE-TRIGGERED FLIP-FLOPS 






SINGLE J-K EDGE-TRIGGERED FLIP-FLOPS 






A 




PRESET 

' a 

CLE*n 




H>^ 






-^>c: 



DWG 
REF. 


TYPICAL CHARACTERISTICS 


DATA TIMES 




DEVICE TYPE 




PAGE REFERENCES | 


<n,3x Pwr/FF 
(MHi) (mW) 


SETUP HOLD 
(ns) (ns) 


AND PACKAGE 


PIN 
ASSIGNMENTS 


ELECTRICAL 


-55°Cto125''C 


0°C to 70°C 


A 


125 75 
50 100 
45 10 
45 10 


31 01 
131 01 
201 01 
201 01 


SN54S112 
SN54H106 
SN54LS76A 
SN54LS112A 


J,W 
J,W 
J,W 
J,W 


SN74S112 
SN74H106 
SN74LS76A 
SN74LS112A 


J.N 
J.N 
J.N 
J.N 


5-34 
5-32 
5-23 
5-34 


6-58 
6-52 
6-53 
6-56 


B 


125 75 
50 100 
45 10 
45 10 


3; 01 
131 01 
201 01 
201 01 


SN54S114 
SN54H108 
SN54LS78A 
SN54LS114A 


J,W 
J,W 
J,W 
J,W 


SN74S114 
SN74H108 
SN74LS78A 
SN74LS114A 


J.N 
J.N 
J.N 
J.N 


5-34 
5-32 
5-24 
5-34 


6-58 
6-52 
6-56 
6-56 


C 


125 75 
45 10- 


3i 01 
201 01 


SN54S113 
SN54LS113A 


J,W 
J,W 


SN74S113 
SN74LS113A 


J.N 

J.N 


5-34 
5-34 


6-58 
6-56 


D 


50 100 
45 10 
45 10 


131 01 
201 01 
201 01 


SN54H103 

SN54LS73A 

SN54LS107A 


J,W 
J, w 

J 


SN74H103 

SN74LS73A 

SN74LS107A 


J.N 
J.N 

J,N 


5-31 
5-22 
5-32 


6-52 
6-56 
6-56 


E 


33 10 
33 45 


20t 5t 
lot 6t 


SN54LS109A 
SN54109 


J.W 
J,W 


SN74LS109A 
SN74109 


J.N 
J.N 


5-33 
5-33 


6-56 
6-46 


F 


50 100 


131 01 


SN54H101 


J.W 


SN74H101 


J.N 


5-31 


6-52 


G 


50 100 


131 01 


SN54H102 


J.W 


SN74H102 


J.N 


5-31 


6-52 


H 


35 65 


20t 5f 


SN5470 


J.W 


SN7470 


J.N 


5-21 


6-46 



tIThe arrow indicates the edge of the clock pulse used for reference: t for the rising edge, 4- for the falling edge. 
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PULSE-TRIGGERED DUAL FLIP-FLOPS 



TO— r=> 



TZ 



PULSE-TRIGGERED SINGLE FLIP-FLOPS 



L 






IVI 






M 








— 1 — \ 


A 






J, 






A 




i 


te^ 


J 

►CK 

K 5 




p 


PRESET 
J 

>CK 

K Q 
CLEAR 




p 


5 
>CK 




&> 


= 


kS 




kz) 












Y 






Y 





DWG. 
REF. 


TYPICAL CHARACTERISTICS 


DATA TIMES 




DEVICE TYPE 




PAGE REFERENCES 


'max Pwr/FF 
(MHz) (mW) 


SETUP HOLD 
(ns) (ns) 


AND PACKAGE 


PIN 
ASSIGNMENTS 


ELECTRICAL 


-55°Cto 125°C 


0°C to 70°C 


1 


30 80 

20 50 

20 50 

3 3.8 


Ot 01 
Of 01 
Ot Ot 
Ot 01 


SN54H73 
SN5473 
SN54107 
SN54L73 


J,W 
J,W 

J 
J,T 


SN74H73 
SN7473 
SN74107 
SN74L73 


J.N 
J.N 
J.N 
J,N 


5-22 
5-22 
5-32 
5-22 


6-50 
6-46 
6-46 
6-54 


J 


30 80 
20 50 


Ot 01 
Ot 01 


SN54H76 
SN5476 


J,W 
J,W 


SN74H76 
SN7476 


J.N 
J.N 


5-23 
5-23 


6-50 
6-46 


K 


30 80 
3 3.8 


Ot 01 
Ot 01 


SN54H78 
SN54L78 


J.W 
J,T 


SN74H78 
SN74L78 


J, N 
J,N 


5-24 
5-24 


6-50 
6-54 


L 


30 80 


Ot 01 


SN54H71 


J,W 


SN74H71 


J.N 


5-21 


6-50 


M 


30 80 
20 50 
3 3.8 


Ot 01 
Ot 01 
Ot 01 


SN54H72 

SN5472 

SN54L72 


J.W 
J.W 


SN74H72 

SN7472 

SN74L72 


J.N 
J.N 
J.N 


5-22 
5-22 
5-22 


6-50 
6-46 
6-54 


N 


3 3.8 


Ot 01 


SN54L71 


J.T 


SN74L71 


J.N 


5-21 


6-54 



J-K FLIP-FLOPS WITH DATA LOCKOUT 
DUAL SINGLE 



D-TYPE FLIP-FLOPS 
DUAL 










p 






Q 








A 


A 




A 




- 


J a 

>cie 

K a 

CLEAR 




=1 : 


PRESET 


>CK 

5 
"' CLEAR 




- 


PRESET 
D Q 

>cie 

a 

CLEAR 




HD 


— 


y 




V 




— 


Y 





DWG. 
REF. 


TYPICAL CHARACTERISTICS 


DATA TIMES 




DEVICE TYPE 




PAGE REFERENCES | 


'max Pwr/F-F 
(MHz) (mW) 


SETUP HOLD 
(nsl (ns) 


AND PACKAGE 


PIN 
ASSIGNMENTS 


ELECTRICAL 


-55°Cto125°C 


0°Cto70°C 





25 70 


Ot 30t 


SN54111 


J.W 


SN74111 


J.N 


5-33 


6-»6 


P 


25 100 


20t 5t 


SN54110 


J.W 


SN74110 


J.N 


5-33 


6-46 


Q 


110 75 
43 75 
33 10 
25 43 
3 4 


3t 2t 
15t 5t 
25t 5t 
20t 5t 
50t 15t 


SN54S74 

SN54H74 

SN54LS74A 

SN5474 

SN54L74 


J.W 
J.W 
J.W 
J.W 

J.JL 


SN74S74 

SN74H74 

SN74LS74A- 

SN7474 

SN74L74 


J.N 
J.N 
J.N 
J.N 


5-22 
5-22 
5-22 
5-22 
5-22 


6-58 
6-50 
6-56 
6-46 
6-54 



tiThe arrow indicates the edge of the clock pulse used for reference: t for the rising edge, i for the falling edge. 
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§-R LATCHES 
ELECTRICAL TABLES - PAGE 6-60 



DESCRIPTION 


TYPICAL 

PROPAGATION 

DELAY TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto125°C 


0°Cto70°C 


QUADRUPLE SR LATCHES 


12ns 
12ns 


19mW 
90 mW 


SN54LS279 
SN54279 


J,W 
J,W 


SN74L$279 
SN74279 


J, N 
J.N 


5-60 



CURRENT-SENSING-GATES 
ELECTRICAL TABLES - PAGE 6-62 



DESCRIPTION 


TYPICAL 
PROPAGATION 
DELAY TIME 


TYP POWER 

DISSIPATION 

PER GATE 


DEVICE TYPE 
AND PACKAGES 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55''C to 125°C 


0°C to 70° C 


HEX 


21 ns 


3.3 mW 


SN54LS63 J, W 


SN74LS63 1 J, N 


5-20 



MONOSTABLE MULTIVIBRATORS WITH SCHMITT-TRIGGER INPUTS 
ELECTRICAL TABLES - PAGES 6-64 AND 6-68 



DESCRIPTION 


NO. OF INPUTS 


OUTPUT 
PULSE 
RANGE 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


POSITIVE 


NEGATIVE 


-55°Cto125°C 


0°Cto70°C 


SINGLE 




2 
2 


40 ns-28 s 
40 ns-28 s 


90 mW 
40 mW 


SN54121 
SN54L121 


J,W 
J.T 


SN74121 
SN74L121 


J.N 
J.N 


5-35 


DUAL 




1 
1 
1 
1 


20 ns-70 s 
20 ns-49 s 
20 ns-28 s 
20 ns-21 s 


23 mW 
23 mW 
130 mW 
130mW 


SN54LS221 
SN54221 


J,W 
J,W 


SN74LS221 
SN74221 


J.N 
J.N 


5-54 



RETRIGGERABLE MONOSTABLE MULTIVIBRATORS 
ELECTRICAL TABLES - PAGE 6-76 



DESCRIPTION 


NO. OF INPUTS 


DIRECT 
CLEAR 


OUTPUT 
PULSE 
RANGE 


TYP 
TOTAL 
POWER 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


POSITIVE 


NEGATIVE 


-BB-Cto 125°C 


0°Cto70°C 


SINGLE 


2 
2 
2 


2 
2 
2 


Yes 
Yes 
Yes 


45 ns-~ 
90 ns-»> 
45 ns— 


115mW 
55 mW 
30 mW 


SN54122 

SN54L122 

SN54LS122 


J.W 
J.T 
J.W 


SN74122 

SN74L122 

SN74LS122 


J.N 
J.N 
J.N 


5-36 


DUAL 


1 
1 

1 


1 
1 
1 


Yes 
Yes 
Yes 


45 ns-~ 
90 ns— > 
45 ns— » 


230 mW 
115mW 
60 mW 


SN54123 

SN54L123 

SN54LS123 


J.W 

J 
J.W 


SN74123 

SN74L123 

SN74LS123 


J.N 
J.N 
J, N 


5-36 



CLOCK GENERATOR CIRCUITS 
ELECTRICAL TABLES - PAGES 6-89 AND 7-123 



DESCRIPTION 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PIN 

ASSIGNMENTS 

PAGE NO. 


-55°Cto 125°C 


0°Cto70°C 


QUADRUPLE COMPLEMENTARY-OUTPUT 
LOGIC ELEMENTS 


125 mW 


SN54265 


J.W 


SN 74265 


J.N 


5-58 


DUAL VOLTAGE-CONTROLLED OSCILLATORS (MSI) 


525 mW 


SN54S124 


J.W 


SN74S124 


J.N 


7-123 
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DESCRIPTION 


TYPICAL 

CARRY 

TIME 


TYPICAL 
ADD 
TIME 


TYP POWER 

DISSIPATION 

PER BIT 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70°C 


SINGLE 1-BIT GATED FULL ADDERS 


10.5 ns 


52 ns 


105mW 


SN5480 


J,W 


SN7480 


J, N 


7-41 


SINGLE 2-BIT FULL ADDERS 


14.5 ns 


25 ns 


87 mW 


SN5482 


J,W 


SN7482 


J, N 


7-49 


SINGLE 4-BIT FULL ADDERS 


10 ns 

10 ns 

11 ns 
10 ns 
10 ns 


15 ns 

15 ns 
7 ns 

16 ns 
16 ns 


24 mW 
24 mW 
124mW 
76 mW 
76 mW 


SN54LS83A 

SN54LS283 

SN54S283 

SN5483A 

SN54283 


J,W 
J,W 

J 
J,W 
J,W 


SN74LS83A 
SN74LS283 
SN74S283 
SN7483A 
SN 74283 


J, N 
J, N 
J, N 
J, N 
J, N 


7-53 
7-415 
7-415 

7-53 
7-415 


DUAL 1-BIT CARRY-SAVE FULL ADDERS 


11 ns 
15 ns 


11 ns 
15 ns 


llOmW 
23 mW 


SN54H183 
SN54LS183 


J,W 
J,W 


SN74H183 
SN74LS183 


J.N 
J.N 


7-287 
7-287 



ACCUMULATORS, ARITHMETIC LOGIC UNITS, LOOK-AHEAD CARRY GENERATORS 



DESCRIPTION 


TYPICAL 

CARRY 

TIME 


TYPICAL 
ADD 
TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto 125°C 


0°Cto70°C 


4-BIT PARALLEL 
BINARY ACCUMULATORS 


10ns 


20 ns 


720 mW 


SN54S281 


J,W 


SN74S281 


J.N 


7-410 


4-BlT ARITHMETIC LOGIC UNITS/ 
FUNCTION GENERATORS 


11 ns 

7 ns 

12.5 ns 

16ns 


20 ns 
11 ns 
24 ns 
24 ns 


525 mW 
600 mW 
455 mW 
102mW 


SN54S181 

SN54181 

SN54LS181 


J,W 
J,W 
J,W 


SN74S381 
SN74S181 
SN74181 
SN74LS181 


N 
J,N 
J.N 
J.N 


7^84 
7-271 
7-271 
7-271 


LOOK-AHEAD CARRY GENERATORS 


7 ns 
13ns 




260 mW 
180mW 


SN54S182 
SN54182 


J,W 
J,W 


SN74S182 
SN74182 


J.N 
J.N 


7-282 



MULTIPLIERS 



DESCRIPTION 


DEVICE TYPE AND PACKAGE 


PAGE 
NO. 


-55° C to 125''C 


0°Cto70°C 


2-BIT-By-4-BIT PARALLEL BINARY MULTIPLIERS 


SN54LS261 


J,W 


SN74LS261 


J.N 


7-380 


4-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 


SN54284, SN54285 
SN54S274 


J,W 
J 


SN74284, SN74285 
SN 748274 


J.N 
J.N 


7-420 
7-391 


7-BIT-SLICE WALLACE TREES 


SN54LS275 
SN54S275 


J 
J 


SN74LS275 
SN74S275 


J.N 
J, N 


7-391 


25-MH26-BIT-BINARY RATE MULTIPLIERS 


SN5497 


J,W 


SN7497 


J.N 


7-102 


25-MHz DECADE RATE MULTIPLIERS 


SN54167 


J,W 


SN74167 


J.N 


7-222 



COMPARATORS 





TYPICAL 


TYP TOTAL 


DEVICE TYPE 


PAGE 
NO. 


DESCRIPTION 


COMPARE 
TIME 


POWER 
DISSIPATION 


AND PACKAGE 


-55°Cto125°C 


0°C to 70°C 




11.5 ns 


365 mW 


SN54S85 


J,W 


SN74S85 


J, N 




4-BIT MAGNITUDE COMPARATORS 


21 ns 
23.5 ns 


275 mW 
52 mW 


SN5485 
SN54LS85 


J,W 
J,W 


SN7485 
SN74LS85 


J, N 
J.N 


7-57 




82 ns 


20 mW 


SN54L85 


J 


SN74L85 


J,N 
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PARITY GENERATORS/CHECKERS 



DESCRIPTION 


TYPICAL 

DELAY 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 


PAGE 
NO. 


-55° C to 125°C 


0°Cto70°C 


9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 


31 ns 
13 ns 


80 mW 
335 mW 


SN54LS280 
SN54S280 


J,W 
J,W 


SN74LS280 
SN74S280 


J, N 
J, N 


7-406 


8-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 


35 ns 


170 mW 


SN54180 


J,W 


SN74180 


J, N 


7-269 



OTHER ARITHMETIC OPERATORS 



DESCRIPTION 


TYPICAL 

DELAY 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70° C 


QUADRUPLE 2-INPUT EXCLUSIVE-OR 
GATES WITH TOTEM-POLE OUTPUTS 


7 ns 
10 ns 
10ns 
14ns 
55 ns 


250 nnW 
30 mW 
30 mW 

150mW 
15 mW 


SN54S86 

SN54LS86 

SN54LS386 

SN5486 

SN54L86 


J,W 
J,W 
J,W 
J,W 
J, T 


SN74S86 

SN74LS86 

SN74LS386 

SN7486 

SN74L86 


J, N 
J, N 
J.N 
J, N 
,J, N 


7-65 
7-65 
7-487 
7-65 
7-65 


QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 
WITH OPEN-COLLECTOR OUTPUTS 


18 ns 
27 ns 


30 mW 
150mW 


SN54LS136 
SN54136 


J,W 
J,W 


SN74LS136 
SN74136 


J,N 
J, N 


7-131 


QUADRUPLE 2-INPUT EXCLUSIVE-NOR GATES 


18 ns 


40nnW 


SN54LS266 


J,W 


SN74LS266 


J, N 


7-386 


QUADRUPLE EXCLUSIVE OR/NOR GATES 


8 ns 


325 mW 


SN54S135 


J,W 


SN74S135 


J, N 


7-129 


4-BIT TRUE/COMPLEMENT, ZERO/ONE ELEMENT 


14 ns 


270 mW 


SN54H87 


J,W 


SN74H87 


J, N 


7-70 



QUAD, HEX, AND OCTAL FLIP-FLOPS 



DESCRIPTION 


F-F 
PER 
PKG 


FREQ 


POWER 

PER 

FLIP-FLOP 


DATA TIMES 


DEVICE TYPE 




PAGE 
NO. 


SETUP HOLD 
ns ns 


AND PACKAGE 


-55°Cto125°C 


0°Cto70°C 


D TYPE 3-STATE WITH ENABLE 


8 


50 MHz 
100 MHz 


17 mW 
56 mW 


20t Ot 

5t 2t 


SN54LS374 
SN 548374 


J 
J 


SN74LS374 
SN74S374 


J, N 
J, N 


7-471 
7-471 


D TYPE WITH ENABLE 


3 
6 
4 


40 MHz 
40 MHz 
40 MHz 


10.6mW 
10.6 mW 
10.6 mW 


20t 5t 
20t 5t 
20t 5t 


SN54LS377 
SN54LS378 
SN54LS379 


J 

J,W 

J 


SN74LS377 
SN74LS378 
SN74LS379 


J, N 
J, N 
J,N 


7-481 
7-481 
7-481 


D TYPE WITH CLEAR 


8 


40 MHz 
40 MHz 


39 mW 
10.6 mW 


201 5t 
20t 5t 


SN 54273 
SN54LS273 


J 
J 


SN74273 
SN74LS273 


J.N, 
J.N 


7-388 


6 


35 MHz 
40 MHz 
110 MHz 


38 mW 

10.6 mW 

75 mW 


20t 5t 

20t 5t 

5t 3t 


SN54174 

SN54LS174 

SN54S174 


J,W 
J,W 
J,W 


SN74174 

SN74LS174 

SN74S174 


J.N 
J.N 
J.N 


7-253 


4 


35 MHz 
40 MHz 
110MHz 


38 mW 

10.6 mW 

75 mW 


20t 5t 

20t 5t 

5t 3t 


SN54175 

SN54LS175 

SN54S175 


J,W 
J,W 
J, W 


SN74175 

SN74LS175 

SN74S175 


J.N 
J, N 
J.N 


7-253 


J-K TYPE WITH SEPARATE CLOCK 


4 


50 MHz 


75 mW 


3; 10J 


SN54276 


J 


SN74276 


J.N 


7-401 


J-K TYPE WITH COMMON CLOCK 


4 


45 MHz 


65 mW 


Ot 20t 


SN54376 


J,W 


SN74376 


J.N 


7-479 



REGISTER FILES 



DESCRIPTION 


TYPICAL 

ADDRESS 

TIME 


TYP READ 
ENABLE 

TIME 


DATA 
INPUT 
RATE 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70° C 


EIGHT WORDS OF TWO BITS 


33 ns 


15ns 


20 MHz 


560 mW 






SN74172 


J.N 


7-245 


FOUR WORDS OF FOUR BITS 


27 ns 
30 ns 


15 ns 
15 ns 


20 MHz 
20 MHz 


125mW 
635 mW 


SN54LS170 
SN54170 


J,W 
J,W 


SN74LS170 
SN74170 


J.N 
J.N 


7-237 


FOUR WORDS OF FOUR BITS 
{3-STATE OUTPUTS) 


24 ns 


19 ns 


20 MHz 


135mW 


SN54LS670 


J,W 


SN74LS670 


J.N 


7-526 
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SHIFT REGISTERS 



DESCRIPTION 


NO. 
OF 
BITS 


SHIFT 
FREQ 


SERIAL 
DATA 
INPUT 


ASYNC 
CLEAR 


MODES 


TYP TOTAL 

POWER 
DISSIPATION 




DEVICE TYPE 




PAGE 
NO. 


•H- 
ff 
CO 


++ 


Q 

< 

o 


o 

X 


AND PACKAGE 


-55°C to 125°C 


0°C to 70°C 


PARALLEL-IN, 

PARALLEL-OUT 

(BIDIRECTIONAL) 


8 


50 MHz 
35 MHz 
35 MHz 
25 MHz 


D 
D 
D 
D 


Low 

Low 

Sync L 

Low 


X 
X 
X 
X 


X 
X 
X 
X 


X 
X 
X 
X 


X 
X 
X 
X 


750 mW 
175 mW 
175 mW 
360 mW 


SN54S299 
SN54LS299* 
SN54LS323* 
SN54198 


J,W 

J 

J 
J,W 


SN74S299 
SN74LS299* 
SN74LS323* 
SN74198 


J,N 
J, N 
J, N 
J,N 


7-437 
7-437 
7-443 
7-338 


4 


70 MHz 
25 MHz 
25 MHz 


D 
D 
D 


Low 
Low 
Low 


X 
X 
X 


X 
X 
X 


X 
X 
X 


X 
X 
X 


450 mW 
75 mW 
195 mW 


SN54S194 

SN54LS194A 

SN54194 


J,W 
J,W 
J,W 


SN74S194 
SN 74 LSI 94 A 
SN74194 


J, N 
J, N 
J, N 


7-316 


PARALLEL-IN, 
PARALLEL-OUT 


1/8^ 


25 MHz 


J-K 


Low 


X 




X 


X 


360 mW 


SN54199 


J,W 


SN74199 


J, N 


7-338 


5 


10 MHz 

10 MHz 

5 MHz 


D 
D 
D 


Low 
Low 
Low 


X 
X 
X 




X 
X 
X 




60 mW 
240 mW 
120mW 


SN54LS96 

SN5496 

SN54L96 


J,W 
J, w 

J 


SN74LS96 

SN7496 

SN74L96 


J, N 
J, N 
J, N 


7-95 


4 


70 MHz 
30 MHz 
30 MHz 
25 MHz 
25 MHz 
25 MHz 
30 MHz 
30 MHz 
30 MHz 
3 MHz 
3 MHz 


J-K 
J-K 

D 

D 

D 

D 
J-K 

D 

D 
J-K 

D 


Low 
Low 
Low 
None 
Low 
None 
Low 
None 
None 
None 
None 


X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 




X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 


X 
X 


375 mW 
195 mW 
75 mW 
195 mW 
230 mW 
230 mW 
70 mW 
65 mW 
70 mW 
19 mW 
19 mW 


SN 548 195 
SN54195 
SN54LS395A 
SN5495A 
SN54179 
SN54178 
SN54LS195A 
SN54LS95B 
SN54LS295B 
SN54L99 
SN54L95 


J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 

J 

J,T 


SN74S195 

SN74195 

SN74LS395A 

SN7495A 

SN74179 

SN74178 

SN74LS195A 

SN74LS95B 

SN74LS295B 

SN74L99 

SN74L95 


J, N 
J, N 
J, N 
J, N 
J, N 
J, N 
J, N 
J, N 
J, N 
J, N 
J, N 


7-324 
7-324 
7-496 

7-89 
7-265 
7-265 
7-324 

7-89 
7-429 
7-109 

7-89 


SERIAL-IN, 
PARALLEL-OUT 


8 


25 MHz 
25 MHz 
12MHz 


GatecJ D 
Gated D 
Gated D 


Low 
Low 
Low 


X 
X 
X 








80 mW 
167 mW 
84 mW 


SN 54 LSI 64 

SN54164 

SN54L164 


J,W 
J,W 
.J,T 


SN74LS164 

SN74164 

SN74L164 


J, N 
J, N 
J, N 


7-206 


PARALLEL-IN, 
SERIAL-OUT 


8 


25 MHz 
35 MHz 
20 MHz 
35 MHz 


D 
D 
D 
D 


None 
None 
Low 
Low 


X 
X 
X 
X 




X 
X 
X 
X 


X 
X 
X 
X 


210 mW 
105 mW 
360 mW 
110 mW 


SN54165 
SN54LS165 
SN54166 
SN54LS166 


J,W 
J,W 
J, w 
J,W 


SN74165 
SN74LS165 
SN74166 
SN74LS166 


J, N 
J, N 
J, N 
J, N 


7-212 
7-212 
7-217 
7-217 


SERIAL-IN, 
SERIAL-OUT 


4 


10 MHz 


D 


High 


X 




X 




175 mW 


SN5494 


J,W 


SN7494 


J, N 


7-86 


8 


25 MHz 

10 MHz 

3 MHz 


Gated D 
Gated D 
Gated D 


None 
None 
None 


X 
X 








60 mW 
175 mW 
17.5 mW 


SN54LS91 
SN5491A 
SN54L91 


J,W 
J,W 
J.T 


SN74LS91 
SN7491A 
SN74L91 


J, N 
J, N 
J.N 


7-81 



*S-R =shift right, S-L = shift.left 



OTHER REGISTERS 



DESCRIPTION 


FREQ 


ASYNC 
CLEAR 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70°C 


QUADRUPLE MULTIPLEXERS 
WITH STORAGE 


30 MHz 
30 MHz 


None 
None 


36.5 mW 
36.5 mW 


SN54LS398 
SN54LS399 


J 
J,W 


SN74LS398 
SN74LS399 


J, N 
J, N 


7-499 
7-499 


25 MHz 

25 MHz 

3 MHz 


None 
None 
None 


65 mW 
195 mW 
25 mW 


SN54LS298 

SN54298 

SN54L98 


J,W 

J,W 

J 


SN74LS298 

SN74298 

SN74L98 


J, N 
J,N 
J, N 


7^32 
7-432 
7-107 


8-BIT UNIVERSAL SHIFT/STORAGE 
REGISTERS 


35 MHz 
50 MHz 


Low 
Low 


175 mW 
750 mW 


SN54LS299 
SN54S299 


J 
J,W 


SN74LS299 
SN74S299 


J, N 
J, N 


7-437 


QUADRUPLE BUS-BUFFER REGISTERS 


25 MHz 
50 MHz 


High 
High 


250 mW 
85 mW 


SN54173 
SN54LS173A 


J,W 
J,W 


SN74173 
SN74LS173A 


J, N 
J,N 


7-249 
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DESCRIPTION 


NO. 
OF 
BITS 


CLEAR 


OUTPUTS 


TYPICAL 

DELAY 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55° C to 125°C 


0°Cto70°C 


MULTI-MODE BUFFERED 


8 


Low 


Q 


11 ns 


410 mW 


SN54S412 


J 


SN74S412 


J, N 


7-502 


ADDRESSABLE 


8 


Low 
Low 


Q 
Q 


12 ns 
17 ns 


300 mW 
110 mW 


SN 54259 
SN54LS259 


J,W 
J,W 


SN 74259 
SN74LS259 


J, N 
J, N 


7-376 


TRANSPARENT 


8 


None 
None 


Q 
Q 


19 ns 
7 ns 


120 mW 
525 mW 


SN54LS373 
SN54S373 


J 
J 


SN74LS373 
SN74S373 


J, N 
J, N 


7-471 
7^71 


DUAL 4-BIT WITH 
INDEPENDENT ENABLE 


8 


Low 
None 


Q 
Q 


11 ns 
15 ns 


250 mW 
320 mW 


SN54116 
SN54100 


J,W 
J,W 


SN74116 
SN74100 


J, N 
J,N 


7-115 
7-113 


DUAL 2-BIT WITH 
INDEPENDENT ENABLE 


4 


None 
None 
None 
None 
None 
None 
None 


Q,Q 
Q,Q 
Q,Q 

Q 

Q 

Q 
Q,Q 


15 ns 
30 ns 

11 ns 
15 ns 
30 ns 
10 ns 

12 ns 


160 mW 
80 mW 
32 mW 

160 mW 
80 mW 
35 mW 
32 mW 


SN5475 

SN54L75 

SN54LS75 

SN5477 

SN54L77 

SN54LS77 

SN54LS375 


J,W 

J 
J,W 

W 

T 

W 
J,W 


SN7475 

SN74L75 

SN74LS75 

SN74LS375 


J, N 
J,N 
J, N 

J, N 


7-35 
7-35 
7-35 
7-35 
7-35 
7-35 
7-478 


QUADS-R (SSI) 


4 


None 
None 


Q 
O 


12 ns 
12 ns 


90 mW 
19 mW 


SN54279 
SN54LS279 


J,W 
J,W 


SN74279 
SN74LS279 


J, N 
J, N 


6-60 



VOLTAGE-CONTROLLED OSCILLATORS 
CLOCK GENERATOR CIRCUITS 



DESCRIPTION 


ENABLE 
INPUT 


COMPLEMENTARY 
OUTPUTS 


FREQUENCY 
RANGE 


TYPICAL 

POWER 

DISSIPATION 


DEVICE TYPE AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70°C 


SINGLE VCO 


YES 
YES 


YES 
YES 


1 Hz to 20 MHz 
1 Hz to 20 MHz 


100 mW 
100 mW 


SN54LS624 
SN54LS628 


J,W 
J,W 


SN74I S6?4 
SN74LS628 


J,N 
J,N 


7^0 
7-460 


DUAL VCO 


YES 

NO 

YES 

NO 

YES 


NO 

YES 

YES 

NO 

NO 


1 Hz to 60 MHz 
1 Hz to 20 MHz 
1 Hz to 20 MHz 
1 Hz to 20 MHz 
1 Hz to 20 MHz 


525 mW 
175 mW 
175 mW 
175 mW 
175 mW 


SN54S124 

SN54LS625 

SN54LS626 

SN54LS627 

SN54LS629 


J,W 
J,W 
J,W 
J,W 
J,W 


SN74S124 

SN74LS625 

SN74LS626 

SN74LS627 

SN74LS629 


J.N 
J,N 
J,N 
J,N 
J,N 


7-123 
7-460 
7-460 
7-460 
7-460 


DUAL PULSE 
SYNCHRONIZER 


YES 


YES 


DC to 30 MHz 


255 mW 


SN54120 


J,W 


SN74120 


J.N 


7-118 



CODE CONVERTERS 



DESCRIPTION 


TYPICAL 
DELAY TIME 
PER PACKAGE 
LEVEL 


TYPICAL 
TOTAL POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto 125°C 


0°C to 70° C 


6-LINE-BCD TO 6-LINE 
BINARY, OR 4-LINE TO 4-LINE 
BCD 9's/BCD 1 0-s CONVERTERS 


25 ns 


280 mW 


SN54184 


J,W 


SN74184 


J, N 


7-290 


6-BIT-BI NARY TO 6-BIT-BCD CONVERTERS 


25 ns 


280 mW 


SN54185A 


J,W 


SN74185A 


J.N 


7-290 
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PRIORITY ENCODERS/REGISTERS 



DESCRIPTION 


TYPICAL 

DELAY 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°Cto70°C 


FULL BCD PRIORITY ENCODERS 


10 ns 
15 ns 


225 mW 
60 mW 


SN54147 
SN54LS147 


J,W 
J,W 


SN74147 
SN74LS147 


J, N 
J, N 


7-151 


CASCADABLE OCTAL PRIORITY ENCODERS 


12 ns 
15 ns 


190 mW 
60 mW 


SN54148 
SN54LS148 


J,W 
J,W 


SN74148 
SN74LS148 


J, N 
J, N 


7-151 


CASCADABLE OCTAL PRIORITY ENCODERS 
WITH 3-STATE OUTPUTS 


16 ns 


63 mW 


SN54LS348 


J,W 


SN74LS348 


J, N 


7-448 


4-BIT CASCADABLE PRIORITY REGISTERS 


35 ns 


275 mW 


SN54278 


J,W 


SN74278 


J, N 


7-403 



DATA SELECTORS/MULTIPLEXERS 



DESCRIPTION 


TYPE 

OF 

OUTPUT 


TYPICAL DELAY TIMES 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


DATA TO 

INV 
OUTPUT 


DATA TO 
NON-INV 
OUTPUT 


FROM 
ENABLE 


-55°Cto125°C 


0°C to 70° C 


16-LINE-T0-1-LINE 


2-State 


11 ns 




18 ns 


200 mW 


SN54150 


J,W 


SN74150 


J, N 


7-157 


DUAL 
8-LINE-T0-1-LINE 


3-State 


10 ns 




17 ns 


220 mW 






SN74351 


N 


7-451 




3-State 


4.5 ns 


8 ns 


14 ns 


275 mW 


SN54S251 


J,W 


SN74S251 


J, N 


7-362 




3-State 


17 ns 


21 ns 


21 ns 


250 mW 


SN54251 


J,W 


SN74251 


J, N 


7-362 




3-State 


17 ns 


21 ns 


21 ns 


35 mW 


SN54LS251 


J,W 


SN74LS251 


J, N 


7-362 


8-LINE-T0-1-LINE 


2-State 
2-State 


4.5 ns 
8 ns 


8 ns 
16 ns 


9 ns 
22 ns 


225 mW 
145 mW 


SN54S151 
SN54151A 


J,W 
J,W 


SN74S151 
SN74151A 


J, N 
J, N 


7-157 
7-157 




2-State 


8 ns 






130 mW 


SN54152A 


W 






7-157 




2-State 


11 ns 


18 ns 


27 ns 


30 mW 


SN54LS151 


J,W 


SN74LS151 


J, N 


7-157 




2-State 


11 ns 




18 ns 


28 mW 


SN54LS152 


W 






7-157 




3-State 




12 ns 


16 ns 


35 mW 


SN54LS253 


J,W 


SN74LS253 


J, N 


7-369 




2-State 


15 ns 


' 


22 ns 


31 mW 


SN54LS352 


J,W 


SN74LS352 


J, N 


7-454 


DUAL 
4-LINE-T0-1-LINE 


3-State 


12 ns 




21 ns 


43 mW 


SN54LS353 


J,W 


SN74LS353 


J, N, 


7-457 


2-State 
2-State 




6 ns 
14 ns 


9.5 ns 
17 ns 


225 mW 
180mW 


SN54S153 
SN54153 


J,W 
J,W 


SN74S153 
SN74153, 


J,N 
J, N 


7-165 
7.-165 




2-State 




14 ns 


17 ns 


31 mW 


SN54LS153 


J,W 


SN74LS153 


J, N 


7-165 




2-State 




27 ns 


34 ns 


90 mW 


SN54L153 


J 


SN74L153 


J.N 


7-165 




2-State 




20 ns^ 




65 mW 


SN54LS298 


J,W 


SN74LS298 


J, N 


7^32 


QUADRUPLE 


2-State 




20nst 




195 mW 


SN 54298 


J,W 


SN74298 


J, N 


7-432 


2-LINE-T0-1-LINE 


2-State 


20 ns^ 


20 ns'f 




32 mW 


SN54LS398 


J 


SN74LS398 


J, N 


7-499 


WITH STORAGE 


2-State 




, 20ns+ 




37 mW 


SN54LS399 


J,W 


SN74LS399 


J,N 


7-499 




2-State 




120ns+ 




25 mW 


SN54L98 


J 


SN74L98 


J.N 


7-107 




3-State 


4 ns 




14 ns. 


280 mW 


SN54S258 


J,W 


SN74S258 


J,N 


7-372 




3-State 




5 ns 


14 ns 


320 mW 


SN54S257 


J,W 


SN74S257 


J,N 


7-372 




2-State 


4 ns 




7 ns 


195 mW 


SN54S158 


J,W 


SN74S158 


J, N 


7-181 




2-State 




5 ns 


8 ns 


250 mW 


SN54S157 


J,W 


SN74S157 


J, N 


7-181 


QUADRUPLE 


3-State 


12 ns 




20 ns 


60 mW 


SN54LS258A 


J,W 


SN74LS258A 


J,N 


7-372 


2-LINE-T0-1-LINE 


3-State 




12 ns 


20 ns 


60 mW 


SN54LS257A 


J,W 


SN74LS257A 


J, N 


7-372 




2-State 


7 ns 




12 ns 


24 mW 


SN54LS158 


J,W 


SN74LS158 


J, N 


7-181 




2-State 




9 ns 


14 ns 


49 mW 


SN54LS157 


J,W 


SN74LS157 


J, N 


7-181 




2-State 




9 ns 


14 ns 


150mW 


SN54157 


J,W 


SN74157 


J, N 


7-181 




2-State 




18 ns 


27 ns 


75 mW 


SN54L157 


J 


SN74L157 


J, N 


7-181 



^From clock. 
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DECODERS/DEMULTIPLEXERS 



DESCRIPTION 


TYPE OF 
OUTPUT 


TYPICAL 

SELECT 

TIME 


TYPICAL 

ENABLE 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°C to 125°C 


0°Cto70°C 


4- LINE-TO- 16- LINE 


Totem-Pole 

Totem-Pole 

Open-Collector 


23 ns 
46 ns 

24 ns 


19 ns 
38 ns 
19 ns 


170 mW 
85 mW 
170mW 


SN54154 

SN54L154 

SN54159 


J,W 

J 
J,W 


SN741 54 

SN74L154 

SN74159 


J, N 
J, N 
J, N 


7-171 
7-171 
7-188 


4-LINE-TO-10-LINE, 
BCD-TaDECIMAL 


Totem-Pole 
Totem-Pole 
Totem-Pole 


17 ns 
17 ns 
34 ns 




35 mW 

140 mW 

70 mW 


SN54LS42 

SN5442A 

SN54L42 


J,W 

J,W 

J 


SN54LS42 
SN7442A 
SN74L42 


J, N 
J, N 
J, N 


7-15 


4- LINE-TO- 10- LINE, 
EXCESS- 3-TaDECIMAL 


Totem-Pole 
Totem-Pole 


17ns 
34 ns 




140 mW 
70 mW 


SN5443A 
SN54L43 


J,W- 
J 


SN7443A 
SN74L43 


J, N 
J, N 


7-15 


4-LINE-TO-1C-LINE 
EXCESS- 3-GRAY- 
TO-DECIMAL 


Totem-Pole 
Totem-Pole 


17ns 
34 ns 




140 mW 
70 mW 


SN5444A 
SN54L44 


J,W 
J 


SN7444A 
SN74L44 


J, N 
J, N 


7-15 


3-LINE-Ta8-LINE 


Totem-Pole 
Totem-Pole 


8 ns 
22 ns 


7 ns 
21 ns 


245 mW 
31 mW 


SN54S138 
SN54LS138 


J,W 
J,W 


SN74S138 
SN74LS138 


J,N 
J, N 


7-134 
7-134 


DUAL2-LINE-T0-4-LINE 


Totem-Pole 
Totem-Pole 
Totem-Pole 
Totem-Pole 
Open-Colleinor 
Open-Colleertor 


7.5 ns 

22 ns 
18 ns 
21 ns 

23 ns 
33 ns 


6 ns 
19ns 
15ns 
16ns 
18 ns 
26 ns 


300 mW 
34 mW 

30 mW 
125 mW 
125 mW 

31 mV7 


SN54S139 

SN54LS139 

SN54LS155 

SN54155 

SN54156 

SN54LS156 


J,W 
J,W 
J,W 
J,W 
J,W 
J,W 


SN74S139 

SN74LS139 

SN74LS155 

SN74155 

SN74156 

SN74LS156 


J, N 
J, N 
J, N 
J,N 
J,N 
J, N 


7-134 
7-134 
7-175 
7-175 
7-175 
7-175 



OPEN-COLLECTOR DISPLAY DECODERS/DRIVERS WITH COUNTERS/LATCHES 



DESCRIPTION 


OUTPUT 

SINK 
CURRENT 


OFF-STATE 
OUTPUT 
VOLTAGE 


TYP TOTAL 

POWER 
DISSIPATION 


BLANKING 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°Cto70°C 


BCD COUNTER/ 
4-BlT LATCH/ 
BCD-TO-DECIMAL 
DECODER/DRIVER 


7 mA 


55 V 


340 mW 








SN74142 


J, N 


7-140 


BCD COUNTER/ 
4-BIT LATCH/ 
BCD-TO-SEVEN- 
SEGMENT DECODER/ 
LED DRIVER 


Constant 
Current 
15 mA 


7V 


280 mW 


Ripple 


SN54143 


J,W 


SN74143 


J, N 


7-143 


BCD COUNTER/ 
4-BIT LATCH/ 
BCD-TaSEVEN- 
SEGMENT DECODER/ 
LAMP DRIVER 


20 mA 
25 mA 


15V 
15V 


280 mW 
280 mW 


Ripple 
Ripple 


SN54144 


J,W 


SN74144 


J, N 


7-143 



RESULTANT DISPLAYS USING '143, '144 



I"! 1 
1^1 1 


ZI 

1. 


"1 

Zl 


1^1 

1 


IZ 
.1 


IZ 
1^1 


■"1 

f 


IZI 


IZI 
-.1 
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OPEN-COLLECTOR DISPLAY DECODERS/DRIVERS 





OUTPUT 


OFF-STATE 


TYP TOTAL 






DEVICE TYPE 




PAGE 
NO. 


DESCRIPTION 


SINK 
CURRENT 


OUTPUT 
VOLTAGE 


POWER 
DISSIPATION 


BLANKING 


AND PACKAGE 




-55°Cto125°C 


0°Cto70°C 




80 mA 


30 V 


215mW 


Invalid Codes 


SN5445 


J,W 


SN7445 


J, N 


7-20 


BCD-TO-DECIMAL 
DECODERS/DRIVERS 


80 mA 
12 mA 
80 mA 


15V 
15V 
15V 


35 mW 

35 mW 

215mW 


Invalid Codes 
Invalid Codes 
Invlaid Codes 


SN54LS145 
SN54145 


J,W 
J,W 


SN74LS145 
SN74145 


J,N 
J, N 


7-148 
7-148 
7-148 




7 mA 


60 V 


80 mW 


Invalid Codes 






SN74141 


J, N 


7-138 




40 mA 


30 V 


320 mW 


Ripple 


SN5446A 


J,W 


SN7446A 


J,N 


7-22 




40 mA 


30 V 


320 mW 


Ripple 


SN54246 


J,W 


SN74246 


J, N 


7-22 




40 mA 


15V 


320 mW 


Ripple 


SN5447A 


J,W 


SN7447A 


J, N 


7-22 




40 mA 


15V 


320 mW 


Ripple 


SN54247 


J,W 


SN74247 


J,N 


7-351 




24 mA 


15 V 


35 mW 


Ripple 






SN74LS47 


J, N 


7-22 




24 mA 


15V 


35 mW 


Ripple 






SN74LS247 


J, N 


7-351 




12 mA 


15V 


35 mW 


Ripple 


SN54LS47 


J,W 


, 




7-22 




12 mA 


15V 


35 mW 


Ripple 


SN54LS247 


J,W 






7-351 




20 mA 


30V 


133 mW 


Ripple 


SN54L46 


J 


SN74L46 


J, N 


7-22 


BCD-TO- 


20 mA 


15V 


133mW 


Ripple 


SN54L47 


J 


SN74L47 


J, N 


7-22 


SEVEN-SEGMENT 


6.4 mA 


5.5 V 


265 mW 


Ripple 


SN5448 


J,W 


SN7448 


J, N 


7-22 


DECODERS/DRIVERS 


6.4 mA 


5.5 V 


265 mW 


Ripple 


SN54248 


J,W 


SN 74248 


J, N 


7-351 




6 mA 


5.5 V 


125 mW 


Ripple 






SN74LS48 


J, N 


7-22 




6 mA 


5.5 V 


125 mW 


Ripple 






SN74LS248 


J, N 


7-351 




2 mA 


5.5 V 


125 mW 


Ripple 


SN54LS48 


J,W 






7-22 




2 mA 


5.5 V 


125 mW 


Ripple 


SN54LS248 


J,W 






7-351 




10 mA 


5.5 V 


165mW 


Direct 


SN5449 


w 






7-22 




10 mA 


5.5 V 


265 mW 


Direct 


SN54249 


J,W 


SN 74249 


J, N 


7-351 




8 mA 


5.5 V 


40 mW 


Direct 






SN74LS249 


J, N 


7-351 




8 mA 


5.5 V 


40 mW 


Direct 






SN74LS49 


J, N 


7-22 




4 mA 


5.5 V 


40 mW 


Direct 


SN54LS49 


J,W 






7-22 




4 mA 


.5.5 V 


40 mW 


Direct 


SN54LS249 


J,W 






7-351 



RESULTANT DISPLAYS USING '46A, '47 A, '48, '49, 'L46, •L47, 'LS47, 'LS48, 'LS49 



1 1 
1 ^1 


1 
1 




_l 


1 1 
1 


|— 
HI 


1 
IZII 


1 


IZI 


1 


IZ 


Z] 


l_l 


1— 


l_ 
l_ 





10 11 12 13 14 15 



RESULTANT DISPLAYS USING '246, '247, '248, '249, 'LS247, 'LS248, 'LS249 



~i I zi Zi i_i in i~ ~i r I IZI ,_ _, I ^1 1_ i_ 

II ii_ _i I _l IZI I izi _i I- _i _ i_ 



10 11 12 13 14 15 
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BUS TRANSCEIVERS AND DRIVERS 



DESCRIPTION 


TYPICAL 
PROPAGATION 
DELAY TIMES 


MAXIMUM 
SOURCE 
CURRENT 


MAXIMUM 

SINK 
CURRENT 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70°C 


CONTROLLER AND BUS DRIVER 
FOR 8080A SYSTEMS 




-1 mA 
-1 mA 


10 mA 
10 mA 






SN74S428 
SN74S438 


N 
N 


7-514 


OCTAL BUS TRANSCEIVERS 


8 ns 


-12 mA 


12 mA 


SN54LS245 


J 


SN74LS245 


J, N 


7-349 


4-BIT BUS TRANSCEIVERS 
WITH STORAGE 


10 ns 


-6.5 mA 


20 mA 


SN54S226 


J,W 


SN74S226 


J, N 


7-345 



ASYNCHRONOUS COUNTERS (RIPPLE CLOCK)-NEGATIVE-EDGE TRIGGERED 



DESCRIPTION 


COUNT 
FRED 


PARALLEL 
LOAD 


CLEAR 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70° C 


DECADE 


50 MHz 
100 MHz 
35 MHz 
32 MHz 
32 MHz 
32 MHz 
32 MHz 
30 MHz 
3 MHz 


Yes 

Yes 

Yes 
Set-to-9 
Set-to-9 
Set-to-9 
Set-to-9 

Yes 
Set-to-9 


Low 
Low 
Low 
High 
High 
High 
High 
Low 
High 


240 mW 

375 mW 

150mW 

40 mW 

40 mW 

160 mW 

160mW 

60 mW 

20 mW 


SN54196 

SN54S196 

SN54176 

SN54LS90 

SN54LS290 

SN5490A 

SN54290 

SN54LS196 

SN54L90 


J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,T 


SN74196 

SN74S196 

SN74176 

SN74LS90 

SN74LS290 

SN7490A 

SN74290 

SN74LS196 

SN74L90 


J, N 
J, N 
J, N 
J.N 
J, N 
J, N 
J, N 
J, N 
J, N 


7-331 
7-331 
7-259 

7-72 
7-423 

7-72 
7-423 
7-331 

7-72 


4-BIT BINARY 


50 MHz 
100 MHz 
35 MHz 
32 MHz 
32 MHz 
32 MHz 
32 MHz 
30 MHz 
3 MHz 


Yes 
Yes 
Yes 
None 
None 
None 
None 
Yes 
None 


Low 
Low 
Low 
High 
High 
High 
High 
Low 
High 


240 mW 

375 mW 

150mW 

39 mW 

39 mW 

160 mW 

160 mW 

60 mW 

20 mW 


SN54197 

SN54S197 

SN54177 

SN54LS93 

SN54LS293 

SN5493A 

SN54293 

SN54LS197 

SN54L93 


J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,T 


SN74197 

SN74S197 

SN74177 

SN74LS93 

SN74LS293 

SN7493A 

SN74293 

SN74LS197 

SN74L93 


J, N 
J,N 
J,N 
J, N 
J, N 
J, N 
J, N 
J, N 
J, N 


7-331 
7-331 
7-259 

7-72 
7-423 

7-72 
7-423 
7-331 

7-72 


DIVIDE-BY-12 


32 MHz 
32 MHz 


None 
None 


High 
High 


39 mW 
160 mW 


SN54LS92 
SN5492A 


J,W 
J,W 


SN74LS92 
SN7492A 


J, N 
J, N 


7-72 


DUAL DECADE 


25 MHz 
35 MHz 
25 MHz 
35 MHz 


None 

None 

Set-to-9 

Set-to-9 


High 
High 
High 
High 


210 mW 
75 mW 

225 mW 
75 mW 


SN54390 
SN54LS390 
SN54490 
SN54LS490 


J,W 
J,W 
J,W 
J,W 


SN74390 
SN74LS390 
SN74490 
SN74LS490 


J, N 
J, N 
J, N 
J, N 


7-489 
7-489 
7-520 
7-520 


DUAL 4-BIT BINARY 


25 MHz 
35 MHz 


None 
None 


High 
High 


190mW 
75 mW 


SN54393 
SN54LS393 


J,W 
J,W 


SN74393 
SN74LS393 


J, N 
J, N 


7-489 
7^89 
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SYNCHRONOUS COUNTERS-POSITIVE-EDGE TRIGGERED 



DESCRIPTION 


COUNT 
FREG 


PARALLEL 
LOAD 


CLEAR 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70° C 




40 MHz 


Sync 


Sync-L 


475 mW 


SN54S162 


J,W 


SN74S162 


J, N 






25 MHz 


Sync 


Sync-L 


93 mW 


SN54LS162A 


J,W 


SN74LS162A 


J, N 




DECADE 


25 MHz 


Sync 


Async-L 


93 mW 


SN54LS160A 


J,W 


SN74LS160A 


J, N 


7-190 




25 MHz 


Sync 


Sync-L 


305 mW 


SN54162 


J,W 


SN74162 


J, N 






25 MHz 


Sync 


Async-L 


305 mW 


SN54160 


J,W 


SN74160 


J, N 






40 MHz 


Sync 


None 


500 mW 


SN54S168 


J,W 


SN74S168 


J, N 


7-226 




25 MHz 


Async 


Async-H 


85 mW 


SN54LS192 


J,W 


SN74LS192 


J, N 


7-306 


DECADE 


25 MHz 


Async 


Async-H 


325 mW 


SN54192 


J,W 


SN74192 


J, N 


7-306 


UP/DOWN 


20 MHz 


Async 


None 


lOOmW 


SN54LS190 


J,W 


SN74LS190 


J, N 


7-296 




20 MHz 


Async 


None 


325 mW 


SN54190 


J,W 


SN74190 


J, N 


7-296 




3 MHz 


Async 


Async-H 


42 mW 


SN54L192 


J 


SN74L192 


J,N 


7-306 


DECADE 1 
RATE MULTIPLIER, Nio 


25 MHz 


Set-to-9 


Async-H 


270 mW 


SN54167 


J,W 


SN74167 


J, N 


7-222 




40 MHz 


Sync 


Sync-L 


475 mW 


SN54S163 


J,W 


SN74S163 


J, N 






25 MHz 


Sync 


Sync-L 


93 mW 


SN54LS163A 


J,W 


SN74LS163A 


J, N 




4-BIT BINARY 


25 MHz 


Sync 


Async-L 


93 mW 


SN54LS1G1A 


J,W 


SN74LS161A 


J, N 


7-190 




25 MHz 


Sync 


Sync-L 


305 mW 


SN54163 


J,W 


SN74163 


J,N 






25 MHz 


Sync 


Async-L 


305 mW 


SN54161 


J,W 


SN74161 


J,N 






40 MHz 


Sync 


None 


500 mW 


SN54S169 


J,W 


SN74S169 


J, N 


7-226 




25 MHz 


Sync 


None 


100 mW 


SN54LS169A 


J,W 


SN74LS169A 


J, N 


7-226 


4-BIT BINARY 


25 MHz 


Async 


Async-H 


85 mW 


SN54LS193 


J,W 


SN74LS193 


J, N 


7-306 


UP/DOWN 


25 MHz 


Async 


Async-H 


325 mW 


SN54193 


J,W 


SN74193 


J, N 


7-30e 


20 MHz 


Async 


None 


90 mW 


SN54LS191 


J,W 


SN74LS191 


J, N 


7-296 




20 MHz 


Async 


None 


325 mW 


SN54191 


J,W 


SN74191 


J, N 


7-296 




3 MHz 


Async 


Async-H 


42 mW 


SN54L193 


J 


SN74L193 


J,N 


7-306 


6-BIT BINARY i 
RATE MULTIPLIER, n7 


25 MHz 




Async-H 


345 mW 


SN5497 


J,W 


SN7497 


J, N 


7-102 



BIPOLAR BIT-SLICE PROCESSOR ELEMENTSt 



DESCRIPTION 


CASCADABLE 

TO 

N-BITS 


TYPICAL 

M-OPERATION 

TIME 


TECHNOLOGY 


DEVICE TYPE 
AND PACKAGE 


-55°Cto125°C 


0°C to 70°C 1 


4-BIT SLICE 


Yes 
Yes 


100 ns 
120 ns 


STTL 
STTL 






SN74S481 
SN74LS481 


J, N 1 
J, N 1 



FIRST-IN FIRST-OUT MEMORIES (FIFO'S)^ 



DESCRIPTION 


TYPE 

OF 

OUTPUT 


DELAY TIME 
FROM 
CLOCK 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


-55°Cto125°C 


0°C to TCC 


ASYNCHRONOUS 16X5 


3-State 


50 ns 


400 mW 






SN74S225 


J 



'''See Bipolar Microcomputer Components Data Booi<, LCC4440. 
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RANDOM-ACCESS READ-WRITE MEMORIES (RAM'S) 


DESCRIPTION 


ORGANI- 
ZATION 


TYPE 

OF 

OUTPUT 


TYPICAL 

ADDRESS 

TIME 


TYPICAL 

ENABLE 

TIME 


TYP POWER 

DISSIPATION 

PER BIT 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°Cto70°C 


256-BIT ARRAYS 


256 X 1 
256 X 1 


3-State 
0-C 


42 ns 
42 ns 


17 ns 
13 ns 


1.9 mW 
1.9 mW 


SN54S201 
SN54S301 


J,W 
J,W 


SN74S201 
SN74S301 


J, N 
J,N 




64-BIT ARRAYS 


16X4 
16X4 
16X4 


3-State 
0-C 
0-C 


25 ns 
25 ns 
32 ns 


12 ns 
12 ns 
30 ns 


5.9 mW 
5.9 mW 
5.9 mW 


SN54S189 
SN54S289 


J,W 
J,W 


SN74S189 
SN74S289 
SN7489 


J, N 
J, N 
J,N 




16-BIT ARRAYS 


16 X 1 
16X 1 


O-C 
O-C 


15 ns 
15 ns 


15 ns 
15 ns 


14 mW 
14 mW 


SN5481A 
SN5484A 


J,W 
J,W 


SN7481A 
SN7484A 


J, N 
J.N 




16-BIT MULTIPLE-PORT 
REGISTER FILE 


8X2 


3-State 


33 ns 


15 ns 


35 mW 






SN74172 


J, N 


7-245 


16-BIT REGISTER FILE 


4X4 
4X4 
4X4 


O-C 
O-C 

3-State 


27 ns 
30 ns 
24 ns 


15 ns 
15 ns 
19 ns 


7.8 mW 
40 mW 
9.3 mW 


SN54LS170 

SN54170 

SN54LS670 


J,W 
J,W 
J,W 


SN74LS170 

SN74170 

SN74LS670 


J, N 
J, N 
J, N 


7-237 
7-237 
7-526 



READ-ONLY MEMORIES (ROM'S)^ 



DESCRIPTION 


ORGANI- 
ZATION 


TYPE 

OF 

OUTPUT 


TYPICAL 

ADDRESS 

TIME 


TYPICAL 

ENABLE 

TIME 


TYP POWER 

DISSIPATION 

PER BIT 


DEVICE TYPE 
AND PACKAGE 


-55°Cto125°C 


0°C to 70°C 1 


2048-BIT ARRAYS 


512X4 
256X8 
512X4 
256X8 


O-C 

O-C 

3-State 

3-State 


45 ns 
45 ns 
45 ns 
45 ns 


15 ns 
15 ns 
15 ns 
15 ns 


0.26 mW 
0.26 mW 
0.26 nnW 
0.26 mW 


SN54S270 
SN54S271 
SN54S370 
SN54S371 


J 
J 
J 
J 


SN74S270 
SN74S271 
SN74S370 
SN74S371 


J, N 
J, N 
J,N 
J, N 


1024-BIT ARRAYS 


256X4 


0-C 


40 ns 


20 ns 


0.46 mW 


SN54187 


J,W 


SN74187 


J, N 


256-BIT ARRAYS 


32X8 


0-C 


26 ns 


22 ns 


1.1 mW 


SN5488A 


J,W 


SN7488A 


J, N 



^For more information contact the factory. 
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PROGRAMMABLE READ-ONLY MEMORIES (PROM'S)^^ 



DESCRIPTION 


ORGANI- 
ZATION 


TYPE 

OF 

OUTPUT 


TYPICAL 

ADDRESS 

TIME 


TYPICAL 

ENABLE 

TIME 


TYP POWER 

DISSIPATION 

PER BIT 


DEVICE TYPE 
AND PACKAGE 


-55°Cto125°C 


0°C to 70°C 1 


4096-BIT ARRAYS 


512X8 
512X8 
512X8 
512X8 


3-State 
O-C 

3-State 
0-0 


55 ns 
55 ns 
55 ns 
55 ns 


20 ns 
20 ns 
20 ns 
20 ns 


0.14 mW 
0.14 mW 
0.14 mW 
0.14 mW 


SN54S472 
SN54S473 
SN54S474 
SN54S475 


J 

J 
J,W 
J,W 


SN74S472 
SN74S473 
SN74S474 
SN74S475 


J.N 
J.N 
J.N 
J.N 


2048-BIT ARRAYS 


256X8 
256X8 


O-C 

3-State 


50 ns 
50 ns 


20 ns 
20 ns 


0.24 mW 
0.27 mW 


SN 548470 
SN54S471 


J 
J 


SN74S470 
SN74S471 


J,N 
J.N 


1024-BIT ARRAYS 


256X4 
256X4 


3-State 
O-C 


40 ns 
40 ns 


15 ns 
15 ns 


0.49 mW 
0.49 mW 


SN54S287 
SN54S387 


J,W 
J,W 


SN74S287 
SN74S387 


J.N 
J.N 


512-BIT ARRAYS 


64X8 


O-C 


50 ns 


47 ns 


0.6 mW 


SN54186 


J,W 


SN74186 


J.N 


256-BIT ARRAYS 


32X8 
32X8 
32X8 


O-C 

O-C 

3-State 


29 ns 
25 ns 
25 ns 


23 ns 
12 ns 
12 ns 


1.3 mW 
1.56 mW 
1.56 mW 


SN54188A 
SN54S188 
SN54S288 


J,W 
J,W 
J,W 


SN74188A 
SN74S188 
SN74S288 


J.N 
J.N 
J.N 



MICROPROCESSOR CONTROLLERS AND SUPPORT FUNCTIONS 



DESCRIPTION 


SYSTEM 
APPLICATION 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70°C 




8080A 


700 mW 






SN74S428 (TIM8228) 


N 


7-514 


SYSTEM CONTROLLERS 


8080A 


700 mW 






SN74S438 (TIM8238) 


N 


7-514 


Universal 


450 mW 


SN54S482 


J 


SN74S482 


J.N 


t 


REGISTERS 


TMS 9900 


110 mW 


SN54LS259 


J,W 


SN74LS259 (TIM9906) 


J.N 


7-376 


MULTI-MODE LATCHES 


8080A 


410 mW 


SN54S412 


J,W 


SN74S412 (TIM8212) 


J.N 


7-502 


TRANSCEIVERS AND 




625 mW 


SN54S226 


J,W 


SN74S226 


J.N 


7-345 


BUS DRIVERS 




207 mW 


SN54LS245 




SN74LS245 


J.N 


7-349 






98 mW 


SN54LS240 




SN74LS240 


J.N 


6-83 






450 mW 


SN54S240 




SN74S240 


J, N 


6-83 


TRANSCEIVERS AND 
BUS DRIVERS (SSI) 




M u o 
00 00 o 

III 


SN54LS241 

SN54S241 

SN54LS242 


J,W 


SN74LS241 

SN74S241 

SN74LS242 


J.N 
J.N 
J.N 


6-83 
6-83 
6-87 






128 mW 


SN54LS243 


J,W 


SN74LS243 


J.N 


6-87 






lOOmW 


SN54LS244 


J 


SN74LS244 


J.N 


6-83 




TMS 9900 


190 mW 


SN54148 


J,W 


SN74148 (TIM9907) 


J.N 


7-151 


LOGIC ELEMENTS 


TMS 9900 


35 mW 


SN54LS251 


J,W 


SN74LS251 (TIM9905) 


J.N 


7-362 




TMS 9900 


63 mW 


SN54LS348 


J,W 


SN74LS348 (TIM9908) 


J.N 


7-448 



ERROR DETECTION AND CORRECTION CIRCUITS 



DESCRIPTION 


TYPE 

OF 

OUTPUTS 


MEMORY 
OVERHEAD 


ERRORS 
FLAGGED 


ERRORS 
CORRECTED 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°C to 125°C 


0°Cto70°C 


16-BIT PARALLEL 


3-STATE 


6 BITS 


2-BlT 


1-BIT 


SN54LS630 


J 


SN74LS630 


NJ 


7-465 


16-BIT PARALLEL 


O-C 


6 BITS 


2-BlT 


1-BIT 


SN54LS631 


J 


SN74LS631 


N.J 


7-465 



'^See Bipolar Microcomputer Components Data Book, LCC4440. 
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TTL INTERCHANGEABILITY GUIDE 

Direct Replacements were selected as pin-for-pin equivalent circuits based on similarity of electrical and mechanical 
characteristics as shown in currently published data. Interchangability in any particular application is not necessarily 
guaranteed. Before using a substitute, the user should compare the specifications of the substitute device with the 
detailed specifications of the original device. 

Tl makes no warranty as to the information furnished and buyer assumes all risk in the use thereof. No liability is 
assumed for damages resulting from the use of the information contained in this list. 

Recommendation for New Designs lists devices performing a similar (sometimes identical) function. Most are 
pin-for-pin equivalents for the competitor's part. However, the recommended part may have different pin-outs or 
organizations, as later technologies are listed in some cases to ensure that current high-performance components are 
recommended. 

Only the basic circuit numbers are cross referenced. As the pin-out sometirnes varies between a flat-package part and 
the equivalent DIP part, it is recommended that the manufacturer's specifications be consulted prior to specifying a 
direct replacement. Other than parts offered only in a flat package, the dual-in-line pin-outs were used as a guide in 
preparing the following cross references. 

This list is intended to give Tl replacements for competitors' parts not using the 54/74 numbering system. For a 
complete listing of parts in the 54 and 74 families, see the functional index, pages 1-9 through 1-28. 



ADVANCED MICRO DEVICES 



Example of AMD ordering code: 





~r -r 






t 






t 




[ 


'refix 1 1 Type Nurr 


ber| 


Temperature Range 




Package 






51 = -55°Cto 125°C 


A, B, 


C = Plastic DIP 






Tl DIRECT 




59 = 0° 


C to 75° C 




E, F, 


= C-DIP 




AMD 


RECOMMEN 


DED 


AMD 


Tl DIREC 


T 


RECOMM 


ENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGN 


TYPE 


REPLACEMENT 


FOR NEW DESIGN 


2501 




SN54192/SN74191 


27S09 ^ 


N54S288/SN74S288 


SN54S288/SN74S288 


2505 




SN54284/SN74284 


27S10 S 


N54S387/SN74S387 


SN54S387/SN74S387 




SN54285/SN74285 


27S11 S 


N54S287/SN74S287 


SN54S287/SN74S287 


2506 




SN54S181/SN74S181 


3101 S 


N7489 


SN7489 


25LS07 


SN54LS378/SN74LS378 


SN54LS378/SN74LS378 


3101A S 


N54S289/SN74S289 


SN54S289/SN74S289 


25LS08 


SN54LS379/SN74LS379 


SN54LS379/SN74LS379 


9300 S 


N54195/SN74195 


SN54195/SN74195 


25LS09 


SN54LS399/SN74LS399 


SN54LS399/SN74LS399 


9301 S 


N29301/SN39301 


SN5442A/SN7442A 


25LS22 


SN54LS322/SN74LS322 


SN54LS322/SN74LS322 


9308 S 


N29308/SN39303 


StM54116/SN74116 


25LS23 


SN54LS323/SN74LS323 


SN54LS323/SN74LS323 


9309 S 


N29309/SN39309 


SN54153/SN74153 


2600 




SN54121/SN74121 


9310 S 


N54160/SN74160 


SN54160/SN74160 


2602 




SN54123/SN74123 


9311 S 


N54154/SN74154 


SN54154/SN74154 


26123 


SN54123/SN74123 


SN54123/SN74123 


, 9312 S 


N29312/SN39312 


SN54151A/SN74151A 


2700 


SN54S200A/SN74S200A 


SN54S200A/SN74S200A 


9316 S 


N54161/SN74161 


SN54161/SN74161 


SN54S201/SN74S201 


SN54S201/SN74S201 


9318 S 


N54148/SN74148 


SN54148/SN74148 


27LS00 


S N54 LS200 A/S N 74 LS200A 


SN54LS200A/SN74LS200A 9322 S 


N54157/SN74157 


SN54157/SN74167 


2701 


SN54S300A/SN74S300A 


SN54S300A/SN74S300A 


9334 S 


N54259/SN 74259 


SN54259/SN74259 


SN54S301/SN74S301 


SN54S301/SN74S301 


9341 S 


N54181/SN74181 


SN54181/SN74181 


27S02 


SN54S289/SN74S289 


SN54S289/SN74S289 


9342 S 


N54182/SN74182 


SN54182/SN74182 


27S03 


SN54S189/SN74S189 


SN54S189/SN74S189 


9601 S 


N29601 




27S08 


SN54S188/SN74S188 


SN54S188/SN74 


S188 


93415 S 


N54S314/SN7 


1S314 


SN54S314/S 


N74S314 



22 



Example of order code: 



FAIRCHILD 



t 


t 




~r 


1 Device Type | 


Package 




Temperature Range 




D = C-DIP 
F = Flat Pack 
P = Plastic DIP 


C = 0°C to 70°C or 75°C 
IVI = -55°Cto125°C 









FSC 


Tl DIRECT 


TYPE 


REPLACEMENT 


9000 


SN29000 


9HO0 


SN54H00/SN74H00 


9 LOO 


SN54LS00/SN74LS00 


9NO0 


SN5400/SN7400 


9S00 


SN54S00/SN74S00 


9001 


SN29001 


9H01 


SN54H01/SN74H01 


9N01 


SN5401/SN7401 


9002 


SN29002/SN7400, SN5400 


9N02 


SN5402/SN7402 


9S02 


SN54S02/SN74S02 


9003 


SN29003/SN7410, SN5410 


9N03 


SN5403/SN7403 


9S03 


SN54S03/SN74S03 


9004 


SN29004/SN7420, SN5420 


9H04 


SN54H04/SN74H04 


9L04 


SN54LS04/SN74LS04 


9N04 


SN5404/SN7404 


9S04 


SN54S04/SN74S04 


9005 


SN29005/SN7450, SN5450 


9H05 


SN54S05/SN74S05 


9S05 


SN54S05/SN74S05 


9006 


SN5460/SN7460 


9N06 


SN5406/SN7406 


9007 


SN29007 


9N07 


SIM5407/SN7407 


9008 


SN29008 


9N08 


SN5408/SN7408 


9S08 


SN54S08/SN74S08 


9009 


SN29009/SN7440, SN5440 


9N09 


SN5409/SN7409 


9S09 


SN54S09/SN74S09 


9H10 


SN54H10/SN74H10 


9N10 


SN5410/SN7410 


9S10 


SN54S10/SN74S10 


9H11 


SN54H11/SN74H11 


9S11 


SN54S11/SN74S11 


9012 


SN2901/SN7403, SN5403 


9N12 


SN5412/SN7412 


9N13 


SN5413/SN7413 



RECOIVIIVIENDED 
FOR NEW DESIGN 
SN54276/SN74276 
SN54S00/SN74S00 
SN54LS00/SN74LS00 
SN5400/SN7400 
SN54S00/SN74SOO 
SN54276/SN74276 
SN54376/SN74376 
SN54S03/SN74S03 
SN5403/SN7403 
SN5400/SN7400 
SN5402/SN7402 
SN54S02/SN74S02 
SN5410/SN7410 
SN5403/SI\I7403 
SN54S03/SN74S03 
SN5420/SN7420 
SN54S04/SN74S04 
SN54LS04/SN74LS04 
SN5404/SN7404 
SN54S04/SN74S04 
SN5450/SN7450 
SN54S05/SN74S05 
SN54S05/SN74S05 
SN5460/SN7460 
SN5406/SIM7406 
SN54S133/SN74S133 
SN5407/SN7407 
SN54S65/SN74S65 
SN5408/SN7408 
SN54S08/SN74S08 
SN54S140/SN74S140 
SN5409/SN7409 
SN54S09/SN74S09 
SN54S10/SN74S10 
SN5410/SN7410 
SN54S10/SN74S10 
SN54S11/SN74S11 
SN54S11/SN74S11 
SN5403/SN7403 
S1M5412/SN7412 
SN5413/SN7413 



FSC 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGN 


9014 




SN54S135/SN74S135 


9N14 


SN5414/SN7414 


8N5414/SN7414 


9015 




8N5402/SN7402 1 


9815 


8N54S15/8N74815 


8I\I54S15/SN74S15 | 


9016 


SN29016/SN7404, SN5404 


SN54S240/SN74S240 


9N16 


SN5416/SN7416 


SIM5416/SN7416 


9017 


SN5405/SN7405 


8IM548241/8N74S241 


9N17 


SN5417/8N7417 


SN5417/SN7417 


9020 




8N74276 


9H20 


SN54H20/8N74H20 


Sr\l54S20/SN74S20 


9N20 


SN5420/SN7420 


SN5420/SN7420 


9820 


SN54S20/SN74820 


8N54S20/SN74S20 


9H21 


SN54H21/SN74H21 


SN54S15/SN74S15 


9022 




SN74376 


9H22 


SN54H22/SN74H22 


SN54822/8N74S22 


9822 


SN54S22/SN74822 


SN54822/SN74S22 


9N23 


SN5423/8N7423 


8N5423/SN7423 


9024 


SN29024/SN74109, SN54109 


SN54276/SN74276 
8N54376/SN74376 


9L24 


SN54LS109A/SN 74 LSI 09A 


8N54LS1 09A/SN74LS1 09A 


9N25 


SN5425/SN7425 


SN5425/SN7425 


9N26 


8N5426/8N7426 


8N5426/SN7426 


9N27 


SN5427/8N7427 


SN5427/SN7427 


9H30 


SN54H30/SN74H30 


SN54S30/SN74S30 


9N30 


SN5430/8N7430 


8N5430/SN7430 


9S30 


SN54S30/SN74S30 


SN54S30/SN74S30 


9N32 


SN5432/8N7432 


8N5432/SN7432 


9832 


SN54S32/SN74832 


8N54S32/SN74S32 


9033 


SN83433, 8N93433 


8N548189/SN748189 


9034 


SN5488A/SN7488A 


8N54S371/SN74S371 


9N37 


SN5437/SN7437 


SN5437/SN7437 


9N38 


SN5438/8N7438 


8N5438/SN7438 


9H40 


8N54H40/8N74H40 


8N54S40/SN74S40 


9N40 


SIM5440/8N7440 


8N5440/SN7440 


9840 


SN54S40/SN 74840 


SN54S40/SN74840 


9H50 


SN54H50/SN74H50 


SN54S51/SN74S51 


9N50 


SN5450/8N7450 


8N5450/SN7450 


9H51 


8N54H51/SN74H51 


8N54851/8N74S51 


9N51 


SN5451/SN7451 


SN5451/SN7451 


9851 


SN54851/SN74851 


SN54S51/SN74S51 


9H52 


SN54H52/SIM74H52 


SN54S51/SN74851 
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FAIRCHILD 



FSC 


Tl DIRECT 


TYPE 


REPLACEMENT 


9H53 


SN54H53/SN74H53 


9N53 


SN5453/SN7453 


9H54 


SN54H54/SN74H54 


9L54 


SN54L54/SN74L54 


9N54 


SN5454/SN7454 


9H55 


SN54H55/SN74H55 


9H60 


SN54H60/SN74H60 


9N60 


SN5460/SN7460 


9H61 


SN54H61/SN74H61 


9H62 


SN54H62/SN74H62 


9S64 


SN54S64/SN74S64 


9S65 


SN54S65/SN74S65 


9N70 


SN5470/SN7470 


9H71 


SN54H71/SN74H71 


9H72 


SN54H72/SN74H72 


9N72 


SN5472/SN7472 


9H73 


SN54H73/SN74H73 


9N73 


SN5473/SN7473 


9H74 


SN54H74/SN74H74 


9N74 


SN5474/SN7474 


9S74 


SN54S74/SN74S74 


9N75 


SN5475/SN7475 


9H76 


SN54H76/SN74H76 


9N76 


SN5476/SN7476 


9H78 


SN54H78/SN74H78 


9L86 


SN54L86/SN74L86 


9N86 


SN5486/SN7486 


9S86 


SN54S86/SN74S86 


9H101 


SN54H101/SN74H101 


9H102 


SN54H102/SN74H102 


9H103 


SN54H103/SN74H103 


9H106 


SN54H106/SN76H106 


9H107 


SN54107/SN74107 


9N107 


SN54107/SN74107 


9H108 


SN54H108/SN74H108 


9S112 


SN54S112/SN74S112 


9S113 


SN54S113/SN74S113 


9S114 


SN54S114/SN74S114 


9N122 


SN54122/SN74122 


9N123 


SN54123/SN74123 


9N132 


SN54132/SN74132 


9S132 


SN54S132/SN74S132 


9S133 


SN54S133/SN74S133 


9S134 


SN54S134/SN74S134 


9S135 


SN54S135/SN74S135 


9S140 


SN54S140/SN74S140 


9N279 


SN54279/SN74279 


9300 


SN39300/SN54195 


SN29300/SN74195 


93H00 


SN54S195/SN74S195 



RECOMMENDED 
FOR NEW DESIGN 

SN54H53/SN74H53 

SN5453/SN7453 

SN54H54/SN74H54 

SN54LS54/SN74LS54 

SN5454/SN7454 

SN54S65/SN74S65 

SN54S11/SN74S11 

SN5460/SN7460 

SN54S11/SN74S11 

SN54H62/SN74H62 

SN54S64/SN74S64 

SN54S65/SN74S65 

SN5470/SN7470 

SN54S112/SN74S112 

SN54S112/SN74S112 

SN5472/SN7472 

SN54S113/SN74S113 

SN5473/SN7473 

SN54S74/SN74S74 

SN5474/SN7474 

SN54S74/SN74S74 

SN5475/SN7475 

SN54S112/SN74S112 

SN5476/SN7476 

SN54S114/SN74S114 

SN54LS86/SN74LS86 

SN5486/SN7486 

SN54S86/SN74S86 

SN54S112/SN74S112 

SN54S112/SN74S112 

SN54S113/SN74S113 

SN54S112/SN74S112 

SN54107/SN74107 

SN54107/SN74107 

SN54S114/SN74S114 

SN54S112/SN74S112 

SN54S113/SN74S113 

SN54S114/SN74S114 

SN54122/SN74122 

SN54123/SN74123 

SN54132/SN74132 

SN54S132/SN74S132 

SN94S133/SN74S133 

SN54S134/SN74S134 

SN54S135/SN74S135 

SN54S140/SN74S140 

SN54279/SN74279 

SN54S299/SN74S299 

SN54S195/SN74S195 



FSC 
TYPE 

93L00 

93S00 

9301 

93L01 

9302 

9304 

9305 

93S05 

9307 

9308 

9309 
93L09 



9311 

93L11 

9312 

93S12 

9313 

9314 

93L14 

9315 

9316 

93S1'6 
931 7 B 
931 7C 

9318 

93L21 
9321 

9322 

93L22 

93S22 

9324 

93L24 

9325 

9328 

93L28 

9334 

9338 

9340 

93L40 

9341 

93S41 

9342 



Tl DIRECT 
REPLACEMENT 
SN54LS195A/SN74LS195A 
SN54S195/SN74S195 
SN39301/SN29301 



SN5448A/SN7448A 
SN39308/SN54116 
SN29308/SN74116 
SN39309/SN29309 

SN39310/SN54160 
SN29310/SN74160 

SN39311/SN54154 
SN29311/SN74154 
SN54L154/SN74L154 
SN39312/SN29312 



SN54141 

SN39316/SN54161 

SN29316/SN74161 

SN5446A/SN7446A 

SN5446A/SN7446A 

SN39318/SN54148 

SN29318/SN74148 

SN54LS139/SN74LS139 

SN54S139/SN74S139 

SN39322/SN54157 

SN29322/SN74157 

SN54L157/SN74L157 

SN54S157/SN74S157 



SN54259/SN74259 



SN54181/SN74181 

SN54S181/SN74S181 

SN54182/SN74182 



RECOMMENDED 
FOR NEW DESIGN 

SN54LS195A/SN74LS195A 

SN54S195/SN74S195 

SN5442A/SN7442A 

SN54L42/SN74L42 

SN5442A/SN7442A 

SN54H183/SN74H183 

SN54S169/SN74S169 

SN54S169/SN74S169 

SN5448A/SN7448A 

SIM54116/SN74116 

SN54153/SN74153 
SN54L153/SN74L153 

SN54S162/SN74S162 

SN54S162/SN74S162 

SN54154/SN74154 

SN54L154/SN74L154 

SN54151A/SN74151A 

SN54S151/SN74S151 

SN54251/SN74251 

SN54273/SN74273 

SN54L75/SN74L75 

SN74141 

SN54S163/SN74S163 

SN54S163/SN74S163 

SN5446A/SN7446A 

SN5446A/SN7446A 

SN54148/SN74148 

SN54LS139/SN74LS139 
SN54S139/SN74S139 

SN54157/SN74157 

SN54L157/SN74L157 

SN54S157/SN74S157 

SN54S85/SN74S85 

SN54L85/SN74L85 

S,N74141 

SN5491A/SN7491A 

SN54L91/SN74L91 

SN54259/SN74259 

SN74172 

SN54S281/SN74S281 

SN54LS181/SN74LS181 

SN54S181/SN74S181 

SN54S181/SN74S181 

SN54S182/SN74S182 
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FAIRCHILD 






FSC 


Tl DIRECT 


RECOMMENDED 


FSC 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGN 


TYPE 


REPLACEMENT 


FOR NEW DESIGN 


93S42 


SN54S182/SN74S182 


SN54S182/SN74S182 


93155 


SN54155/SN74155 


SN54155/SN74155 


93S43 




SN74S274 


93156 


SN54156/SN74156 


SIM54156/SN74156 


9344 




SN74S274 


93157 


SN54157/SN74157 


SN54157/SN74157 


9345 


SN5445/SN7445 


SN5445/SN7445 


933 157 


SN54S157/SN74S157 


SN54S157/SN74S157 


93S46 




SN54S85/SN74S85 


933158 


SN54S158/SN74S158 


SN54S158/SN74S158 


93S47 




SN54S85/SN74S85 


93160 


SN54160/SN74160 


SN54160/SN74160 


9348 




SN54S280/SN74S280 


93161 


SN54161/SN74161 


SN54161/SN74161 


9349 


SN54180/SN74180 


SN54180/SN74180 


93162 


SN54162/SN74162 


SN54162/SN74162 


9350 


SN54290/SN74290 


SN54290/SN74290 


93163 


SN54163/SN74163 


SN54163/SN74163 


9352 


SN5442A/SN7442A 


SN5442A/SN7442A 


93164 


SN54164/SN74164 


SN54164/SN74164 


9353 


SN5443A/SN7443A 


SN5443A/SN7443A 


93165 


SN54165/SN74165 


SN54165/SN74165 


9354 


SN5444A/SN7444A 


SN5444A/SN7444A 


93166 


SN54166/SN74166 


SN54166/SN74166 


9356 


SN54293/SN74293 


SN54293/SN74293 


93170 


SN54170/SN74170 


SN54170/SN74170 


9357A 


SN5446A/SN7446A 


SN5446A/SN7446A 


93174 


SN54174/SN74174 


SN54174/SN74174 


9357 B 


SN5447A/SN7447A 


SN5447A/SN7447A 


93175 


SN54175/SN74175 


SN54175/SN74175 


9358 


SN5448/SN7448 


SN5448/SN7448 


933175 


SN54S175/SN74S175 


SN54S175/SN74S175 


9359 


SN5449/SN7449 


SN5449/SN7449 


93176 


SN54176/SN74176 


SN54176/SN74176 


9360 


SN54192/SN74192 


SN54192/SN74192 


93177 


SN54177/SN74177 


SN54177/SN74177 


93S62 




SN54S280/SN74S280 


93178 


SN54178/SN74178 


SN54178/SN74178 


9366 


SN54193/SN74193 


SN54193/SN74193 


93179 


SN54179/SN74179 


SN54179/SN74179 


9368C 




SN54143/SN74143 


93180 


SN54180/SN74180 


SN54180/SN74180 


9370C 




SN54144/SN74144 


93H183 


SN54H183/SN74H183 


SN54H183/SN74H183 


93H72 




SN54S194/SN74S194 


93190 


SN54190/SN74190 


SN54190/SN74190 


9374C 




SN54143/SN74143 


93191 


SN54191/SN74191 


SN54191/SN74191 


9375 


SN5475/SN7475 


SN54175/SN74175 


93194 


SN54194/SN74194 


SN54194/SN74194 


9377 


SN5477/SN7477 


SN54175/SN74175 


933 194 


SN54S194/SN74S194 


SN54S194/SN74S194 


9380 


SN5480/SN7480 


SN5480/SN7480 


93195 


SN54195/SN74195 


SN54195/SN74195 


9382 


SN5482/SN7482 


SN5482/SN7482 


93196 


SN54196/SN74196 


SN54196/SN74196 


9383 


SN5483A/SN7483A 


SN54283/SN74283 


93197 


SN54197/SN74197 


SN54197/SN74197 


9386 


SN54LS266/SN74LS266 


SN54LS266/SN74LS266 


93198 


SN54198/SN74198 


SN54198/SN74198 


93H87 


SN54H87/SN74H87 


SN54H87/SN74H87 


93199 


SN54199/SN74199 


SN54199/SN74199 


9390 


SN5490A/SN7490A 


SN54290/SN74290 


93S251 


SN54S251/SN74S251 


SN54S251/SN74S251 


9391 


SN5491A/SN7491A 


SN5491A/SN7491A 


93S257 


SN54S257/SN74S257 


SN54S257/SN74S257 


9392 


SN5492A/SN7492A 


SN5492A/SN7492A 


938258 


SN54S258/SN74S258 


SN54S258/SN74S258 


9393 


SN5493A/SN7493A 


SN54293/SN74293 


93400 




SN54S201/SN74S201 


9394 


SN5494/SN7494 


SN5494/SN7494 


93403 


SN54S289/SN74S289 


SN54S289/SN74S289 


9395 


SN5495A/SN7495A 


SN5495A/SN7495A 


93404 




SN54S289/SN74S289 


9396 


SN5496/SN7496 


SN5496/SN7496 


93405 




SN54S189/SN74S189 


93S137 




SN54S138/SN74S138 


93406 


SN54187/SN74187 


SN54187/SN74187 


93S138 


SN54S138/SN74S138 


SN54S138/SN74S138 


93407 


SN5481A/SN7481A 


SN5481A/SN7481A 


93S139 


SN54S139/SN74S139 


SN54S139/SN74S139 


93410 


SN54S300A/SN74S300A 


SN54S300A/SN74S300A 


93141C 


SN74141 


SN74141 


SN54S301/SN74S301 


SN54S301/SN74S301 


93145 


SN54145/SN74145 


SN54145/SN74145 


93411 


SN54S200A/SN74S200A 


SN54S200A/SN74S200A 


93150 


SN54150/SN74150 


SN54150/SN74150 


SN54S201/SN74S201 


SN54S201/SN74S201 


93151 


SN54151/SN74151 


SN54151A/SN74151A 


93412 


SN54S214/SN74S214 


SN54S214/SN74S214 


93S151 


SN54S139/SN74S139 


SN54S139/SN74S139 


9341 5A 


SN54S314/SN74S314 


SN54S314/SN74S314 


93152 


SN54152/SN74152 


SN54151A/SN74151A 


93415 


SN54S314/SN74S314 


SN54S314/SN74S314 


93153 


SN54153/SN74153 


SN54153/SN74153 


93416 


SN54$387/SN74S387 


SN54S387/SN74S387 


93S153 


SN54S153/SN74S153 


SN54S153/SN74S153 


93417 


SN54S387/SN74S387 


SN54S387/SN74S378 
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FAIRCHILD 






FSC 


Tl DIRECT 


RECOMMENDED 


FSC 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGN 


TYPE 


REPLACEMENT 


FOR NEW DESIGN 


93421 


SN54S200A/SN74S200A 


SN54S200A/SN74S200A 


93436 


SN54S270/SN74S270 


SN54S270/SN74S270 


SN54S201/SN74S201 


SN54S201/SN74S201 


93438 


SN54S475/SN74S475 


SN54S475/SN74S475 


93425A 


SN54S214/SN74S214 


SN54S214/SN74S214 


93446 




SN54S472/SN74S472 


93425 


SN54S214/SN74S214 


SN54S214/SN74S214 


93448 


SN54S474/SN74S474 


SN54S474/SN74S474 


93426 


SN54S287/SN74S287 


SN54S287/SN74S287 


9600 




SN54221/SN74221 


93427 


SN54S287/SN74S287 


SN54S287/SN74S287 


9601 


SN29601 


SN54122/SKl74122 


93433 


SN83433, SN93433 


SN5481A/SN7481A 


9602 




SN54123/SN74123 


93434 


SN5488A/SN7488A 


SN5488A/SN7488A 


9603 


SN54121/SN74121 


SN54221/SN74221 


93435 


SN7489 


SN7489 









Example of Harris order code: 
H RAM 



Prefix 



HARRIS 



0064 



Type of 




Package 




Type 
Number 




Temperature Range 


Memory 


1 = DIP 

9 = Flat Pack 


2 = -55°C to 125°C 












5 = 0°C to 75°C 



Technology 



B = Bipolar 



HARRIS 


Tl DIRECT 


TYPE 


REPLACEMENT 


M7602 


SN54S188/SN74S188 


M7603 


SN54S288/SN74S288 


M7610 


SN54S387/SN74S387 


M7611 


SN54S287/SN74S287 



RECOMMENDED 
FOR NEW DESIGNS 

SN54S188/SN74S188 
SN54S288/SN74S288 
SN54S387/SN74S387 
SN54S287/SN74S287 
SN54S470/SN74S470 
SN54S473/SN74S473 
SN54S471/SN74S471 
SN54S472/SN74S472 



HARRIS 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 


M7640 


SN54S475/SN74S475 


SN54S475/SN74S475 


M7641 


SN54S474/SN74S474 


SN54S474/SN74S474 


RAM 1-0064 


SN7489 


SN7489 


PROM 1-0512 


SN54186/SN74186 


SN54S470/SN74S470 


PROM 1-1024 


SN54S287/SIM74S287 


SN54S287/SN74S287 


PROM 1-1024A 


SN54S387/SN74S387 


SN54S387/SN74S387 


ROM 1-1024 


SN54187/SN74187 


SN54187/SN74187 


PROM 1-8256 


SN54S188/SN74S188 


SN54S188/SN74S188 
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Texas Instruments 



INCORPORATED 



POST OFFICE BOX 5012 



DALLAS. TEXAS 75222 



INTEL 



Example of Intel order code: 







t 




[ 


t 






Package 




Type Number | 






C = C-DIP 








P = Plastic DIP 










INTEL 


Tl DIRECT 


RECOMMENDED 


INTEL 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 


3101 


SN54S289/SN74S289 


SN54S289/SN74S289 


3301 A 


SN54187/SN74187 


SN54187/SN74187 


3101A 


SN54S289/SN74S289 


SN54S289/SN74S289 


3304 




SN54S473/SN74S473 


3102 




SN54S200A/SN74S200A 


3404A 




SN54S373/SN74S373 


3106A 


SN54S200A/SN74S200A 


SN54S200A/SN74S200A 


3601 


SN54S387/SN74S387 


SN54S387/SN74S387 


SN54S201/SN74S201 


SN54S201/SI\I74S201 


3604 


SN54S475/SN74S475 


SN54S475/SN74S475 


3107A 


SN54S300A/SN74S300A 


S N 548300 A/S N 74S300 A 


3621 


SN54S287/SN74S287 


SN54S237/SN74S287 


SN54S301/SN74S301 


SN54S301/SN74S301 


3624 


SN54S474/SN74S474 


SN54S474/SN74S474 


3110 


SN74S214,SN74S314 


SN74S214/SN74S314 


8212 


SN54S412/SN74S412 


SN54S412/SN74S412 


3205 




SN54S138/SI\I74S138 


8224 


SN74LS424 (TIM8224) 


SN74LS424 (TIM8224) 


3212 


SN54S412/SN74S412 


SN54S412/SN74S412 


8228 


SN74S428 (TIM8228) 


SN74S428 (TIM8228) 








8338 


SN74S438 (TIM8238) 


SN74S438 (TIM8238) 








INTER 


SIL 







Example of Intersil ordering code: 



5600 



Type Number 



Temperature Range 



C = DC to 75 C 
M = -55°Cto 125°C 



DE 



Package 



DE = C-DIP 

PE = Plastic DIP 



INTERSI 
TYPE 



L Tl DIRECT 

REPLACEMENT 



5501 
5502 



5508 

55S08 

5512 

55S18 

5523 
5533 



SN54S289/SN74S289 

SN5481A/SN7481A 

SN54S300A/SN74S300A 

SN54S301/SN74S301 

SN54S214/SN74S214 

SN54S314/SN74S314 

SN54S314/SN74S314 

SN5481A/SN7481A 

SN54S214/SN74S214 

SN54S200A/SN74S200A 

SN54S201/SN74S201 

SN 54S300A/S N 74S300 A 

SN54S301/SN74S301 



RECOMMENDED 
FOR NEW DESIGNS 

SN54S289/SN74S289 

SN5481A/SN7481A 

SN54S300A/SN74S300A 

SN54S301/SN74S301 

SN54S214/SN74S214 

SN54S314/SN74S314 

SN54S314/SN74S314 

SN5481A/SN7481A 

SN54S214/SN74S214 

SN54S200A/SN74S200A 

SN54S201/SN74S201 

SN54S300A/SN74S300A 

SN54S301/SN74S301 



INTERSIL 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 


5543 


SN54S300A/SN74S300A 


SN54S300A/SN74S300A 


SN54S301/SN74S301 


SN54S301/SN74S301 


5553 


SN54S200A/SN74S200A 


SN54S200A/SN74S200A 


5600 


SN54S188/SN74S188 


SN54S188/SN74S188 


5602 


SN54S475/SN74S475 


SN54S475/SN74S475 


5603 


SN54S387/SN74S387 


SN54S387/SN74S387 


5604 




SN54S470/SN74S470 


5610 


SN54S288/SN74S288 


SN54S288/SN74S288 


5623 


SN54S287/SN74S287 


SN54S287/SN74S287 


5624 


SN54S370/SN74S370 


SN54S370/SN74S37O 


5625 


SN54S474/SN74S474 


SN54S474/SN74S474 



2-7 



MONOLITHIC MEMORIES 



Example of Monolithic Memories ordering code: 



Prefix 



6300 

IT 



Type Number 
Standard Package is C-DIP 



Suffix N = 
Plastic Package 



MONOLITHIC 






MONOLITHIC 






MEMORIES 


Tl DIRECT 


RECOMMENDED 


MEMORIES 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 

SN54S473/SN74S473 


TYPE 


REPLACEIVIENT 


FOR NEW DESIGNS 


A5200 


5335 


SN54S470/SN74S470 


A5240 




SN54S473/SN74S473 


5340 


SN54S475/SN74S475 


SN54S475/SN74S475 


A5241 




SN54S472/SN74S472 


5341 


SN54S474/SN74S474 


SN54S474/SN74S474 


A5280 




SN54S473/SN74S473 


5348 


SN54S473/SN74S473 


SN54S473/SN74S473 


A5281 




SN54S472/SN74S472 


5349 


SN54S472/SN74S472 


SN54S472/SN74S472 


A6240 




SN54S473/SN74S473 


5530 


SN54S301/SN74S301 


SN54S301/SN74S301 


A6241 




SN54S472/SN74S472 


5531 


SN54S201/SN74S201 


SN54S201/SN74S201 


A6280 




SN54S473/SN74S473 


5560 


SN54S289/SN74S289 


SN54S289/SN74S289 


A6281 




SN54S472/SN74S472 


5561 


SN54S189/SN74S189 


SN54S189/SN74S189 


H5200 


SN54187/SN74187 


SN54187/SN74187 


6200 


SN54187/SN74187 


SN54187/SN74187 


H5201 


SN54S287/SN74S287 


SN54S287/SN74S287 


6201 


SN54S387/SN74S387 


SN54S387/SN74S387 


H5240 




SN54S473/SN74S473 


6205 


SN54S270/SN74S270 


SN54S270/SN74S270 


H5241 




SN54S472/SN74S472 


6206 


SN54S370/SN74S370 


SN54S370/SN74S370 


H6200 




SN54S473/SN74S473 


6210 




SN54S470/SN74S470 


H6201 


SN54S287/SN74S287 


SN54S287/SN74S287 


6225 




SN54S473/SN74S473 


H6240 




SN54S473/SN74S473 


6230 


SN5488A/SN7488A 


SN5488A/SN7488A 


H6241 




SN54S472/SN74S472 


6231 




SN54S473/SN74S473 


5200 


SN54187/SN74187 


SN54187/SN74187 


6235 




SN54S470/SN74S470 


5201 


SN54S387/SN74S387 


SN54S387/SN74S387 


6260 




SN54S473/SN74S473 


5205 


SN54S270/SN74S270 


SN54S270/SN74S270 


6300 


SN54S387/SN74S387 


SN54S387/SN74S387 


5206 


SN54S370/SN74S370 


SN54S370/SN74S370 


6301 


SN54S287/SN74S287 


SN54S287/SN74S287 


5210 




SN54S470/SN74S470 


6305 




SN54S470/SN74S470 


5225 




SN54S470/SN74S470 


6306 




SN54S471/SN74S471 


5230 


SN5488A/SN7488A 


SN5488A/SN7488A 


6308 


SN54S470/SN74S470 


SN54S470/SN74S470 


5231 


SN54S188A/SN74S188A 


SN54S1 88A/SN74S1 88A 


6309 


SN54S471/SN74S471 


SN54S471/SN74S471 


5235 




SN54S470/SN74S470 


6330 


SN54S188A/SN74S188A 


SN54S188A/SN74S188A 


5255 




SN54S473/SN74S473 


6331 


SN54S288/SN74S288 


SN54S288/SN74S288 


5260 




SN54S473/SN74S473 


6335 




SN54S470/SN74S470 


5300 


SN54S387/SN74S387 


SN54S387/SN74S387 


6340 


SN54S475/SN74S475 


SN54S475/SN74S475 


5301 


SN54S287/SN74S287 


SN54S287/SN74S287 


6341 


SN54S474/SN74S474 


SN54S474/SN74S474 


5305 


SN54S270/SN74S270 


SN54S270/SN74S270 


6348 


SN54S473/SN74S473 


SN54S473/SN74S473 


5306 


SN54S370/SN74S370 


SN54S370/SN74S370 


6349 


SN54S472/SN74S472 


SN54S472/SN74S472 


5308 


SN54S470/SN74S470 


SN54S470/SN74S470 


6530 


SN54S301/SN74S301 


SN54S301 /SN74S301 


5309 


SN54S471/SN74S471 


SN54S471/SN74S471 


6531 


SN54S201/SN74S201 


SN54S201/SN74S201 


5330 


SN54S188A/SN74S188A 


SN54S188A/SN74S188A 


6560 


SN54S289/SN74S289 


SN54S289/SN74S289 


5331 


SN54S288/SN74S288 


SN54S288/SN74S288 


6561 


SN54S189/SN74S189 


SN54S189/SN74S189 
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MOTOROLA 



Example of Motorola order code: 

MC 3 



TTL Prefix 
is IVIC 



Complexity 

3 = SSI 

4 = MSI 



001 



Type Number 



Different numbers 
are used for variations 
in operating temperature 



Package 



F = Flat Package 

L = C-DIP 

P = Plastic DIP 



MOTOROLA 


Tl DIRECT 


RECOMMENDED 


MOTOROLA 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 

SN74H00 


FOR NEW DESIGNS 

SN74S00 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 


MC3000 


MC3107 


SN54S15 


MC3001 


SN7408 


SN74S11 




MC3108 


SN54H04 


SN54S04 


MC3002 




SN74S02 




MC3109 


SN54H05 


SN54S05 


MC3003 


SN7432 


SN7432 




MC3110 


SN54H20 


SN54S20 


MC3004 


SN74H01 


SN74S03 




MC3111 


SN54H21 


SN54S11 


MC3005 


SN74H10 


SN74S10 




MC3112 


SN54H22 


SN54S22 


MC3006 


SN74H11 


SN74S11 




MC3115 




SN54S133,SN54S134 


MC3007 




SN74S15 




MC3116 


SN54H30 


SN54S133 


MC3008 


SN74H04 


SN74S04 




MC3118 


SN54H62 


SN54S11 


MC3009 


SN74H05 


SN74S05 




MC3119 


SN54H61 


SN54S11 


MC3010 


SN74H20 


SN74S20 




MC3120 


SN54H50 


SN54S51 


MC3011 


SN74H21 


SN74S11 




MC3121 


SN54S86 


SN54S86 


MC3012 


SN74H22 


SN74S22 




MC3122 




SN54S135 


MC3015 




SN74S133, 


SN74S134 


MC3123 


SN54H51 


SN54S51 


MC3016 


SN74H30 


SN74S133 




MC3124 


SN54H40 


SN54S40 


MC3018 


SN74H62 


SN74S11 




MC31 25 


SN54H40 


SN54S40 


MC3019 


SN74H61 


SN74S1 1 




MC3126 




SN54S37, SN54S38 


MC3020 


SN74H50 


SN74S51 




MC3128 




SN54S37, SN54S38 


MC3021 


SN74S86 


SN74S86 




MC31 29 




SN54S37, SN54S38 


MC3022 




SN74S135 




MC3130 


SN54H60 


SN54S11 


MC3023 


SN74H51 


SN74S51 




MC3131 


SN54H52 


SN54S64 


MC3024 


SN74H40 


SN74S40 




MC3132 


SN54H53 


SN54S64 


MC3025 


SN74H40 


SN74S40 




MC3133 


SN54H54 


SN54S64 


MC3026 




SN74S140 




MC3134 


SN54H55 


SN54S64 


MC3028 




SN74S240, 


SN74S241 


MC3150 




SN54S373,SN54S374 


MC3029 




SN74S240, 


SN74S241 


MC3151 




SN54S373,SN54S374 


MC3030 


SN74H60 


SN74S11 




MC3152 




SN54S373,SN54S374 


MC3031 


SN74H52 


SN74S64 




MC3154 


SN54H71 


SN54S112 


MC3032 


SN74H53 


SN74S64 




MC3155 


SN54H72 


SN54S112 


MC3033 


SN74H54 


SN74S64 




MC3160 


SN54H74 


SN 54374 


MC3034 


SN74H55 


SN74S64 




MC3161 


SN54S114 


SN54S1 14 


MC3050 




SN74S373, 


SN74S374 


MC31 62 


SN54S113 


SN54S113 


MC3051 




SN74S373, 


SN74S374 


MC3163 


SN54H73 


SN54S112 


MC3052 




SN74S373, 


SN74S374 


MC4000 




SN74S139 


MC3053 




SN74S374 




MC4001 




SN74184/SN74185A 


MC3054 


SN74H71 


SN74S112 




MC4002 




SN74S139 


MC3055 


SN74H72 


SN74S112 




MC4004 


SN7481A 


SN7481A 


MC3060 


SN74H74 


SN74S74 




MC4005 


SN7481A 


SN7481A 


MC3061 


SN74S114 


SN74S114 




MC4006 




SN74S133 


MC3062 


SN74S113 


SN74S113 




MC4007 




SN74S139 


MC3063 


SN74H73 


SN74S112 




MC4008 




SN74S280 
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MOTOROLA 



MOTOROLA 


Tl DIRECT 


RECOMMENDED 


MOTOROLA 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 

SN54H00 


FOR NEW DESIGNS 

Slsr54S00 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 


MC3100 


MC4010 


SN74S135 


MC3101 


SN5408 


SN54S11 




MC401 2 




SN74S299 


MC3102 




SN54S02 




MC4015 




SN74S195 


MC3103 


SN5432 


SN5432 




MC4016 




SN74S1 68 


MC3104 


SN54H01 


SN54S03 




MC4017 




SN74S168 


MC3105 


SN54H10 


SN54S10 




MC4018 




SN74S169 


MC3106 


SN54H11 


SN54S11 




MC4019 




SN74S169 


MC4021 




SN74S85 




MC4306 




SN54S138 


MC4022 




SN74S85 




MC4307 




SN54S138, SN54S139 


MC4023 




SN74S260 




MC4308 




SN54S280 


MC4025 




SN74S124 




MC4310 




SN54S280 


MC4026 




SN74S381 




MC4316 




SN54S168 


MC4027 




SN74S381 




MC4317 




SN54S168 


MC4028 




SN74S281 




MC4318 




SN54S169 


MC4029 




SN74S281 




MC4319 




SN54S169 


MC4029 




SN74S281 




MC4324 




SN54S124 


MC4030 




SN74S281 




MC4326 




SN54S381 


MC4031 




SN74S281 




MC4327 




SN54S381 


MC4032 




SN74S182 




MC4328 




SN54S281 


IV1C4035 




SN74S373, 


SN74S374 


MC4329 




SN54S281,SN54S281 


MC4037 




SN74S373, 


SN74S374 


P,1C4330 




SN54S281,SN74S3S1 


MC4038 




SN74S138 




MC4331 




SN54S281 


IV1C4039 




SN74S143, 


SN74S144 


MC4332 




SN54S182 


IVIC4040 




SN74S139 




MC4335 




SN54S373, SN54S374 


MC4042 




SN74S240, 


SN74S241 


MC4337 




SN54S373, SN54S374 


IVIC4043 




SN74S240, 


SN74S241 


MC4350 




SN54143 


MC4048 




SN74S138 




MC9310 


SN54160 


SN54160 


MC4050 




SN74143 




MC9311 


SN54154 


SN54154 


MC4051 




SN74144 




MC9316 


SN54161 


SN54161 


MC4062 




SN74S64 




MCM4002 


SN7488A 


SN7488A 


MC4300 




SN54S139 




MCIV14004 


SN7481A 


SN7481A 


MC4304 


SN5481A 


SN5481A 




MCM4005 


SN7481A 


SN7481A 


MC4305 


SN5481A 


SN5481A 




MCM4006 


SN74S387 


SN74S387 
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NATIONAL 



Example of National order code: 



TTL 

Prefix 
is DM 



Temperature Range 



7 = -55°C to 125°C 

8 = 0°C to 70°C or 75°C 



093 

IE 



Type Number 



Package 



J = C-DIP 

N = Plastic DIP 

W = Flat Pack 



NATIONAL 


Tl DIRECT 


RECOMMENDED 


NATIONAL 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 

SN5437 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 


7091 


7553 


SN54S163 


7093 


SN54125 


SN54125 


7554 




SN54S373, SN54S374 


7094 


SN54126 


SN54126 


7555 




SN54S163 


7095 


SN54365 


SN54365 


7556 




SN54S169 


7096 


SN 54366 


SN54366 


7560 


SN54192 


SN54192 


7097 


SN54367 


SN54367 


75L60 


SN54L192 


SN54L192 


7098 


SN54368 


SN54368 


7563 


SN54193 


SN54193 


7121 


SN54251 


SN54251 


75L63 


SN54L193 


SN54L193 


71L22 


SN54L157 


SN54L157 


7570 


SN54164 


SN54164 


7123 


SN54S257 


SN54S257 


7573 


SN54S387 


SN54S387 


7130 




SN54S85 


7574 


SN54S188 


SN54S188 


7131 




SN54S85 


7577 


SN54S188 


SN54S188 


7136 




SN5485 


7578 


SN54S288 


SN54S288 


7160 




SN54S85 


7582 


SN54S301 


SN54S301 


7200 




SN54S85 


7588 


SN54S188 


SN54S188 


7210 




SN54151A,SN54351 


7590 


SN54165 


SN54165 


7211 




SN54151A,SN54351 


7594 




SN54S20OA 


7213 


SN54154 


SN54154 


7595 


SN54S473 


SN54S473 


7214 


SN54LS253 


SN54LS253 


7596 




SN54S472 


7219 




SN54150 


7597 


SN54S287, SI\I54S370 


SN54S287, SN54S370 


7220 




SN54S280 


7598 




SN54S471 


7223 




SN54S139 


7599 


SN54S189 


SN54S189 


7230 




SN54S257 


7600 




SN54194 


7280 


SN54176 


SN54176 


7613 




SN54376 


7281 


SN54177 


SN54177 


76L70 


SN54L164 


SN54L164 


7283 


SN5483A 


SN5483A 


7795 




SN54S473 


7288 




SN5492A 


7796 




SN54S472 


7290 


SN54196 


SN54196 


7810 


5426 


5426 


7291 


SN54197 


SN54197 


7811 




SN5426 


7511 




SN54376 


7812 


SN5416 


SN5416 


7512 




SN54376 


7819 




SN54S240, SN54S241 


7520 




SN5497 


7853 




SN54221 


7544 




SN54265 


7875A 




SN54284 


7551 


SN54173 


SN54173 


7875B 




SN54235 


7552 




SN54S162 


8091 




SN74S240, SN74S241 


8093 


SN74125 


SN74125 


8551 


SN74173 


SN74173 


8094 


SN74126 


SN74126 


8552 




SN74S162 


8095 


SN74365 


SN74365 


8553 




SN74S163 


8096 


SN74366 


SN74366 


8554 




SN74S373, SN74S374 


8097 


SN74367 


SN74367 


8555 




SN74S168 


8098 


SN74368 


SN74368 


8556 




SN74S169 
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NATIONAL 






NATIONAL 


Tl DIRECT 


RECOMMENDED 


NATIONAL 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 

SN74251 


FOR NEW DESIGNS 

SN74251 


TYPE 


REPLACEMENT 

SN74192 


FOR NEW DESIGNS 


8121 


8560 


SN74192 


81L22 


SN74L157 


SN74L157 




85L60 


SN74L192 


SN74LS192 


8123 


SN74S257 


SN74S257 




8563 


SN74193 


SN74193 


8130 




SN74S85 




ESL63 


SN74L193 


SN74LS193 


8131 




SN74S85 




8570 


SN74164 


SN74164 


8136 




SN7485 




8573 


SN74S387 


SN74S387 


8160 




SN74S85 




8574 


SN74S287 


SN74S287 


8200 




SN74S85 




8577 


SN74S188 


SN74S188 


8210 




SN74151A, 


SN74351 


8578 


SN74S288 


SN74S288 


8211 




SN74151A, 


SN74351 


8579 


SN74164 


SN74164 


8213 


SN74154 


SN74154 




8580 


SN7495A 


SN7495A 


8214 


SN74LS253 


SN74LS253 




8582 


SN74S301 


SN74S301 


8219 




SN74150 




8588 


SN7488A 


SN7488A 


8220 




SN74S280 




8590 


SN74165 


SN74165 


8223 




SN74S139 




8597 


SN74S287,SN74S370 


SN74S287, SN74S370 


8230 




SN74S257 




8598 




SN7488A 


8280 


SN74176 


SN74176 




8599 


SN74S189 


SN74S189 


8281 


SN74177 


SN74177 




8640 


SN74141 


SN74141 


8283 


SN7483A 


SN7483A 




86L70 


SN74L164 


SN74L164 


8288 




SN7492A 




8810 


SN7426 


SN7426 


8290 


SN74196 


SN74196 




8811 




SN7426 


8291 


SN74197 


SN74197 




8812 




SN7416 


8296 


SN74196 


SN74196 




8819 




SN7426 


8500 


SN7476 


SN7476 




8842 


SN7442A 


SN7442A 


8501 


SN7473 


SN7473 




8846 


SN7446A 


SN7446A 


8510 


SN7474 


SN7474 




8847 


SN7447A 


SN7447A 


8511 




SN74276 




8848 


SN7448 


SN7448 


8512 




SN74276 




8853 




SN74221 


8520 




SN7497 




8875A 




SN74S274 


8530 


SN7490A 


SN7490A 




8875B 




SN74S274 


8532 


SN7492A 


SN7492A 










8533 


SN7493A 


SN7493A 










8544 




SN74265 


SIGNE 


:tics 







Example of Signetics order code: 
N 



Temperature Range 



N = 0°C to 70°C to 75°C 
S = -55°C to 125°C 



8290 

Type Number I 



Package 



E, F, Y = C-DIP 

A, B, N = Plastic DIP 

J, Q, P, R = Flat Pack 



SIGNETICS 


Tl DIRECT 


RECOMMENDED 


SIGNETICS 


Tl DIRECT 


TYPE 


REPLACEMENT 


FOR NEW DESIGNS 

SN54S20/SN74S20 


TYPE 


REPLACEMENT 


8H16 


8201 




8H20 




SN54S112/SN74S112 


8202 




8H21 




SN54S112/SN74S112 


8203 




8H22 




SN54S112/SN74S112 


8204 




8H70 


SN54H11/SN74H11 


SN54S11/SN74S11 


8205 





RECOMMENDED 
FOR NEW DESIGNS 

SN54174/SN74174 

SN54174/SN74174 

SN54174/SN74174 

SN54S471/SN74S471 

SN54S472/SN74S472 
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SIGNETICS 



SIGNETICS 


Tl DIRECT 


RECOMMENDED 


TYPE 


REPLACEMENT 

SN54H00/SN74H00 


FOR NEW DESIGNS 


8H80 


SN54S00/SN74S00 


8H90 


SN54H04/SN74H04 


SN54S04/SN74S04 


8T01 




SN74141 


8T04 




SN547A/SN7447A 


8T05 




SN5448/SN7448 


8T06 




SN54143/SN74143 


8T09 




SN54128/SN74128 


8T10 


SN54173/SN74173 


SN74173 


8T13 




SN54128/SN74128 


8T18 




SN5426/SN5426 


8T20 




SN54121/SN74121 


8T22 


SN54122/SN74122 


SN54122/SN74122 


8T23 




SN54128/SN74128 


8T24 






8T26 




SN54125/SN74125 



8T54 
8T59 
8T71 
8T74 
8T75 

8T79 

8T80 
8T90 

8T93 

8T94 

8T95 
8T96 
8T97 
8T98 
8162 
8200 

8260 

8261 

8262 

82S63 

8263 

8264 

8266 

82S66 



SN54S240/SN74S240 

SN54S241/SI\I74S241 

SN54143/SN74143 

SN54144/SN74144 

SN54143/SN74143 

SN54144/SN74144 

SN54143/SN74143 

SN54144/SN74144 

SN54143/SN74143 

SN54144/SN74144 

SN54143/SN74143 

SN54K4/SN74144 

SN54143/SN74143 

SN54144/SN74144 

SN54143/SN74143 

SN54144/SN74144 

SN5426/SN7426 

SN5406/SN7406 

SN54125/SN74125 

SN54425/SN74425 

SN54125/SN74125 

SN54425/SN74425 

SN54365/SN74365 

SN54366/SN74366 

SN54387/SN74367 

SN54368/SN74368 

SN54121/SN74121 

SN54174/SN74174 

SN54S281/SN74S281 

SN54S182/SN74S182 

SN54180/SN74180 

SN54S280/SN74S280 

SN54153/SN74153 

SN54153/SN74153 

SN54157/SN74157 

SN54S157/SN74S157 



SIGNETICS 
TYPE 



82S07 

82S08 
82S10 
82S11 

82316 

82S17 

8223 

8224 

8225 

82S25 

82826 

8228 

82S29 

8230 

82830 

8231 

82S31 

8232 

82S32 

8233 

82833 

8234 

82834 

8235 

8241 

82841 

8242 

82S42 

8243 

8250 

82S50 

8252 

82852 

8255 

82147 

82148 

8415 

8416 

8417 

8424 

8425 

8440 



Tl DIRECT 
REPLACEMENT 

SN548200A/SN74S200A 

SN54S201/8N74S201 

SN54S200A/8N748200A 

SN548201/8N74S201 

SN548300A/8N74S300A 

SN54S301/SN74S301 

SN54S300A/SN748300A 

8N54S301/SN748301 

SN548314/8N74S314 

SN548314/SN74S314 

8N54S214/SN74S214 

8N548200A/SN74S200A 

SN54S201/8N74S201 

SN54S300A/SN74S300A 

SN548301/SN74S301 

SN54S188/SN74S188 

SN5488A/SN7488A 

SN548289/SN74S289 

SN548289/SN74S289 

SN548387/SN748387 

8N548287/SN748287 
SN39312/SN29312 



8N54LS266/SN74LS266 



8N39301/8N29301 

SN54S289/SN74S289 

8N54147/SN74147 

8N54148/SN74148 



RECOMMENDED 
FOR NEW DESIGNS 

S N 54S200A/S N74S200 A 

SN54S201/SN74S201 

SN548200A/8N74S200A 

SN548201/SN748201 

SN548300A/SN74S300A 

SN54S301/SN74S301 

8N54S300A/SN748300A 

SN54S301/SN74S301 

SN54S314/SN74S314 

SN548314/SN748314 

SN54S214/SN748214 

SN548200A/8N748200/> 

8N54S201/SN74S201 

SN54S300A/8N74S300A 

SN54S301/SN74S301 

SN54S188/SN74S188 

SN5488A/SN7488A 

SN54S289/SN74S289 

SN54S289/SN74S289 

8N54S387/8N748387 

SN54S471/SN74S471 

SN54S287/SN74S287 

SN54151A/SN74151A 

SN548151A/SN74S151A 

8N54S251/SN74S251 

SN54S151/SN74S151 

SN54151A/8N74151A 

SN54S151/SN74S151 

8N54157/SN74157 

SN548157/SN74S157 

8N54S258/SN74S258 

SN54S258/SN74S258 

8N4H87/SN74H87 

8N5486/SM7486 

8N54S86/SN74S86 

SN54LS266/8N74LS266 

SN54S135/SN748135 

SN54198/SN74198 

SN5442A/SN7442A 

SN54138/SN74138 

SN5442A/SN7442A 

SN54S280/SN748280 

SN54S289/SN748289 

8N54147/SN74147 

SN54148/SN74148 

SN5420/SM7420 

8N5420/SN7420 

SN5410/SM7410 

SN54111/SN74111 

SN54111/SN74111 

SN5450/Sril7450 
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SIGNETICS 



SIGNETICS 


Tl DIRECT 


TYPE 


REPLACEMENT 


8267 




8268 


SN5480/SN7480 


8269 




8270 


SN54178/SN74178 


82S70 




8271 


SN54179/SN74179 


82S71 




8273 




8274 




8275 




8276 




8277 




8280 


SN54176/SN74176 


8281 


SN54177/SN74177 


8283 




8284 




8285 




8288 




8290 


SN54196/SN74196 


82S90 


SN54S196/SN74S196 


8291 


SN54197/SN74197 


82S91 


SN54S197/SN74S197 


8292 


SN54LS196/SN74S196 


8293 


SN54LS197/SN74LS197 


82S110 


SN54S314/SN74S314 


82S1 1 1 


SN54S214/SN74S214 


82S116 


SN 54S200 A/S N74S200A 


SN54S201/SN74S201 


82S117 


SN54S300A/SN74S300A 


SN54S301/SN74S301 


82S123 


SN54S288/SN74S288 


82S124 


SN54S387/SN74S387 


82S1 26 


SN54S387/SI\I74S387 


82S1 29 


SN54S287/SN74S287 


82S130 


SN54170/SN74170 



RECOMMENDED 
FOR NEW DESIGNS 

SN54157/SN74157 

SN54181/SN74181 

SN5485/SN7485 

SN54194/SN74194 

SN54S299/SN74S299 

SN54194/SN74194 

SN54S299/SN74S299 

SN54198/SN74198 

SN54198/SN74198 

SN54174/SN74174 

SN5491A/SN7491A 

SN5491A/SN7491A 

SN54176/SN74176 

SN54177/SN74177 

SN54S169/SN74S169 

SN54S169/SN74S169 

SN54S168/SN74S169 

SN54163/SN74163 

SN54196/SN74196 

SN54S196/SN74S196 

SN5'1LS197/SN74LS197 

SN54S197/SN74S197 

SN54LS196/SN74LS196 

SN54LS197/SN74LS197 

SN54S314/SN74S314 

SN54S214/SN74S214 

SN54S200A/SN74S200A 

SN54S201/SN74S201 

SN54S300A/SN74S300A 

SN54S301/SN74S301 

SN54S288/SN74S288 

SN54S387/SN74S387 

SN54S387/SN74S387 

SN54S287/SN74S287 

SN54170/SN74170 



SIGNETICS 
TYPE 

8455 
8470 
8471 
8480 
8481 
8490 
8706 
8731 
8806 
8808 
8815 
8816 
8821 
8822 
8824 
8825 
8826 
8827 
8828 
8829 
8340 
8848 
8855 
8859 
8870 
8875 
8879 
8880 
8881 
8885 
8889 
8890 
8891 



Tl DIRECT 
REPLACEMENT 

SN5440/SN7440 
SN5410/SN7410 
SN5412/SN7412 
SN5400/SN7400 
SN5403/SN7403 
SN5404/SN7404 



SN5460/SN7460 
SN5430/SN7430 
SN5425/SN7425 



SN5474/SN7474 
SN54110/SN74110 
SN5450/SN7450 
SN54H54/SN74H74 

SN5450/SN7450 

SN5427/SN7427 
SN5410/SN7410 

SN5401/SN7401 



SN5404/SN7404 
SN5405/SN7405 



RECOMMENDED 
FOR NEW DESIGNS 

SN5440/SN7440 

SN5410/SN7410 

SN5412/SN7412 

SN5400/SN7400 

SN5403/SN7403 

SN5404/SN7404 

SN5460/SN7460 

SN5460/SN7460 

SN5460/SN7460 

SN5430/SN7430 

SN5425/SN7425 

SN5420/SN7420 

SN5476/SN7476 

SN54107/SN74107 

SN5476/SN7476 

SN5470/SN7470 

SN54107/SN74107 

SN5476/SN7476 

SN5474/SN7474 

SN54110/SN74110 

SN5450/SN7450 

SN54S64/SN74S64 

SN5440/SN7440 

SN5450/SN7450 

SN5410/SN7410 

SN5427/SN7427 

SN5410/SN7410 

SN5400/SN7400 

SN5401/SN7401 

SN5402/SN7402 

SN5401/SN7401 

SN5404/SN7404 

SN5405/SN7405 
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GLOSSARY 
TTL TERMS AND DEFINITIONS 



INTRODUCTION 

These symbols, terms, and definitions are in accordance with those currently agreed upon by the JEDEC Council of the 
Electronic Industries Association (EIA) for use in the USA and by the International Electrotechnical Commission (lEC) 
for international use. 

PART I - OPERATING CONDITIONS AND CHARACTERISTICS (INCLUDING LETTER SYMBOLS) 

Clock Frequency 

Maximum clock frequency, fmax 

The highest rate at which the clock input of a bistable circuit can be driven through its required sequence while 
maintaining stable transistions of logic level at the output with input conditions established that should cause changes 
of output logic level in accordance with the specification. 



Current 



High-level input current, l||-| 

The current into* an input when a high-level voltage is applied to that input. 

High-level output current, IqH 

The current into* an output with input conditions applied that according to the product specification will establish a 
high level at the output. 

Low-level input current, I |l 

The current into* an input when a low-level voltage is applied to that input. 

Low-level output current, IqL 

The current into* an output with input conditions applied that according to the product specification will establish a 
low level at the output. 

Off-state output current, lo(off ) 

The current flowing into an output with input conditions applied that according to the product specification will cause 
the output switching element to be in the off state. 

Note: This parameter is usually specified for open-collector outputs intended to drive devices other than logic circuits. 

Off-state (high-impedance-state) output current (of a three-state output), Iqz 

The current into* an output having three-state capability with input conditions applied that according to the product 
specification will establish the high-impedance state at the output. 

Short-circuit output current, Iqs 

The current into* an output when that output is short-circuited to ground (or other specified potential) with input 
conditions applied to establish the output logic level farthest from ground potential (or other specified potential). 

Supply current, Icc 

The current into* the Vcc supply terminal of an integrated circuit. 



•Current out of a terminal is given as a negative value. 
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Hold Time 

Hold time, th 

The interval during which a signal is retained at a specified input terminal after an active transition occurs at another 

specified input terminal. 

NOTES: 1. The hold time is the actual time between two events and may be insufficient to accomplish the intended 

result. A minimum value is specified that is the shortest interval for which correct operation of the logic 

element is guaranteed. 
2. The hold time may have a negative value in which case the minimum limit defines the longest interval 

(between the release of data and the active transition) for which correct operation of the logic element is 

guaranteed. 

Output Enable and Disable Time 

Output enable time (of a three-state output) to high level, tpzH (of 'ow level, tpzL^^ 

The propagation delay time between the specified reference points on the input and output voltage waveforms with the 
three-state output changing from a high-impedance (off) state to the defined high (or low) level. 

Output enable time (of a three-state output) to high or low level, tpzx^ 

The propagation delay time between the specified reference points on the input and output voltage waveforms with the 
three-state output changing from a high-impedance (off) state to either of the defined active levels (high or low). 

Output disable time (of a three-state output) from high level, tpHZ (of 'ow level, tpLzJ^" 

The propagation delay time between the specified reference points on the input and output voltage waveforms with the 
three-state output changing from the defined high (or low) level to a high-impedance (off) state. 

Output disable time (of a three-state output) from high or low level, tpxz^ 

The propagation delay time between the specified reference points on the input and output voltage waveforms with the 

three-state output changing from either of the defined active levels (high or low) to a high-impedance (off) state. 

Propagation Time 

Propagation delay time, tpo 

The time between the specified reference points on the input and output voltage waveforms with the output changing 
from one defined level (high or low) to the other defined level. 

Propagation delay time, low-to-high-level output, tp|_H 

The time between the specified reference points on the input and output voltage waveforms with the output changing 
from the defined low level to the defined high level. 

Propagation delay time, high-to-low-level output, tpHL 

The time between the specified reference points on the input and output voltage waveforms v,/ith the output changing 
from the defined high level to the defined low level. 



ton older data sheets, similar symbols without the P subscript were used; i.e. t2H. ^ZL- *HZ' ^""^ *LZ- 
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Pulse Width 

Pulse width, tw 

The time interval between specified reference points on the leading and trailing edges of the pulse waveform. 

Recovery Time 

Sense recovery time, tSR 

The time interval needed to switch a memory from a write mode to a read mode and to obtain valid data signals at the 
output. 

Release Time 

Release time, tfejease 

The time interval between the release from a specified input terminal of data intended to be recognized and the 

occurrence of an active transition at another specified input terminal. 

Note: When specified, the interval designated "release time" falls within the setup interval and constitutes, in effect, a 
negative hold time. 

Setup Time 

Setup time, tju 

The time interval between the application of a signal that is maintained at a specified input terminal and a consecutive 

active transition at another specified input terminal. 

NOTES: 1. The setup time is the actual time between two events and may be insufficient to accomplish the setup. A 

minimum value is specified that is the shortest interval for which correct operation of the logic element is 

guaranteed. 
2. The setup time may have a negative value in which case the minimum limit defines the longest interval 

{between the active transition and the application of the other signal) for which correct operation of the 

logic element is guaranteed. 

Transition Time 

Transition time, low-to-high-level, tyLH 

The time between a specified low-level voltage and a specified high-level voltage on a waveform that is changing from 
the defined low level to the defined high level. 

Transition time, high-to-low-level, tjHL 

The time between a specified high-level voltage and a specified low-level voltage on a waveform that is changing from 
the defined high level to the defined low level. 
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Voltage 



High-level input voltage, Vih 

An input voltage within the more positive (less negative) of the two ranges of values used to represent the binary 
variables. 

NOTE: A minimum is specified that is the least positive value of high-level input voltage for which operation of the 
logic element within specification limits is guaranteed. 

High-level output voltage, Vqh 

The voltage at an output terminal with input conditions applied that according to the product specification will 
establish a high level at the output. 

Input clamp voltage, V|k 

An input voltage in a region of relatively low differential resistance that serves to limit the input voltage swing. 

Low-level input voltage, V|l 

An input voltage level within the less positive (more negative) of the two ranges of values used to represent the binary 
variables. 

NOTE: A maximum is specified that is the most positive value of low-level input voltage for which operation of the 
logic element within specification limits is guaranteed. 

Low-level output voltage, Vql 

The voltage at an output terminal with input conditions applied that according to the product specification will 
establish a low level at the output. 

Negative-going threshold voltage, Vt_ 

The voltage level ataniinput that causes operation of the logic element according to specification as the input voltage 

falls from a level above the positive-going threshold voltage, Vj^.. 

Off-state output voltage, Vo(off ) 

The voltage at an output terminal with input conditions applied that according to the product specification will cause 
the output switching element to be in the off state. 

Note: This characteristic is usually specified only for outputs not having internal pull-up elements. 

On-state output voltage, Vo{on) 

The voltage at an output terminal with input conditions applied that according to the product specification will cause 
the output switching element to be in the on state. 

Note: This characteristic is usually specified only for outputs not having internal pull-up elements. 

Positive-going threshold voltage, Vj+ 

The voltage level ataninput that causes operation of the logic element according to specification as the input voltage 

rises from a level below the negative-going threshold voltage, V-p_. 
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PART II - CLASSIFICATION OF CIRCUIT COMPLEXITY 
Gate Equivalent Circuit 

A basic unit-of-measure of relative digital-circuit complexity. The number of gate equivalent circuits is that number of 
individual logic gates that would have to be interconnected to perform the same function. 

Large-Scale Integration, LSI 

A concept whereby a complete major subsystem or system function is fabricated as a single microcircuit. In this 
context a major subsystem or system, whether digital or linear, is considered to be one that contains 100 or more 
equivalent gates or circuitry of similar complexity. 

Medium-Scale Integration, MSI 

A concept whereby a complete subsystem or system function is fabricated as a single microcircuit. The subsystem or 
system is smaller than for LSI, but whether digital or linear, is considered to be one that contains 12 or more equivalent 
gates or circuitry of similar complexity. 

Small-Scale Integration, SSI 

Integrated circuits of less complexity than medium-scale integration (MSI). 

Very-Large-Scale Integration, VLSI 

A concept whereby a complete system function is fabricated as a single microcircuit. In this context, a system, whether 
digital or linear, is considered to be one that contains 1000 or more gates or circuitry of similar complexity. 
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EXPLANATION OF FUNCTION TABLES 

The following symbols are now being used in function tables on Tl data sheets: 

H = high level (steady state) 

L = low level (steady state) 

t = transition from low to high level 

4- = transition from high to low level 

X = irrelevant (any input, including transitions) 

Z = off (high-impedance) state of a 3-state output 

a . . h = the level of steady-state inputs at inputs A through H respectively 

Qq = level of Q before the indicated steady-state input conditions were establsihed 

Qq = complement of Qq or level of Q before the indicated steady-state input conditions were established 

Qn = level of Q before the most recent active transition indicated by i or t 

J L ~ one high-level pulse 

I f~ = one low-level pulse 

TOGG LE = each output changes to the complement of its previous level on each active transition indicated by •!• or t. 

If, in the input columns, a row contains only the symbols H, L, and/or X, this means the indicated output is valid 
whenever the input configuration is achieved and regardless of the sequence in which it is achieved. The output persists 
so long as the input configuration is maintained. 

If, in the input columns, a row contains H, L, and/or X together with t and/or I, this means the output is valid 
whenever the input configuration is achieved but the transition(s) must occur following the achievement of the 
steady-state levels. If the output is shown as a level (H, L, Qq, or Qq). 't persists so long as the steady-state input levels 
and the levels that terminate indicated transitions are maintained. Unless otherwise indicated, input transitions in the 
opposite direction to those shown have no effect at the output. (If the output is shown as a pulse, J~l_ or XJ", the 
pulse follows the indicated input transition and persists for an interval dependent on the circuit.) 
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Among the most complex function tables in this book are those of the shift registers. These embody most of the 
symbols used in any of the function tables, plus more. Below is the function table of a 4-bit bidirectional universal 
shift register, e.g., type SN74194. 



FUNCTION TABLE 



INPUTS 


OUTPUTS 1 


CLEAR 


MODE 


CLOCK 


SERIAL 


PARALLEL 


Qa 


Qb Oc Qd 


SI SO 


LEFT RIGHT 


A 


B C 


D 


L 


X X 


X 


X X 


X 


X X 


X 


L 


L L L 


H 


X X 


L 


X X 


X 


X X 


X 


Qao 


obo Qco Qdo 


H 


H H 




X X 


a 


b c 


d 


a 


bed 


H 


L H 




X H 


X 


X X 


X 


H 


QAn QBn QCn 


H 


L H 




X L 


X 


X X 


X 


L 


QAn QBn QCn 


H 


H L 




H X 


X 


X X 


X 


QBn 


QCn QDn H 


H 


H L 




L X 


X 


X X 


X 


QBn 


QCn QDn L 


H 


L L 


X 


X X 


X 


X X 


X 


Qao 


Qbo Qco Qdo 



The first line of the table represents a synchronous clearing of the register and says that if clear is low, all four outputs 
will be reset low regardless of the other inputs. In the following lines, clear is inactive (high) and so has no effect. 

The second line shows that so long as the clock input remains low (while clear is high), no other input has any effect 
and the outputs maintain the levels they assumed before the steady-state combination of clear high and clock low was 
established. Since on other lines of the table only the rising transition of the clock is shown to be active, the second line 
implicitly shows that no further change in the outputs will occur while the clock remains high or on the high-to-low 
transition of the clock. 

The third line of the table represents synchronous parallel loading of the register and says that if SI and SO are both 
high then, without regard to the serial input, the data entered at A will be at output Qa, data entered at B will be at 
Qb, and so forth, following a low-to-high clock transition. 

The fourth and fifth lines represent the loading of high- and low-level data, respectively, from the shift-right serial input 
and the shifting of previously entered data one bit; data previously at Qa is now at Qb, the previous levels of Qg and 
QC are now at Qc and Qp respectively, and the data previously at Qq is no longer in the register. This entry of serial 
data and shift takes place on the low-to-high transition of the clock when SI is low and SO is high and the levels at 
inputs A through D have no effect. 

The sixth and seventh lines represent the loading of high- and low-level data, respectively, from the shift-left serial input 
and the shifting of previously entered data one bit; data previously at Qb is now at Qa, the previous levels of Qc and 
Qd are now at Qb and Qc, respectively, and the data previously at Qa is no longer in the register. This entry of serial 
data and shift takes place on the low-to-high transition of the clock when SI is high and SO is low and the levels at 
inputs A through D have no effect.; 

The last line shows that as long as both mode inputs are low, no other input has any effect and, as in the second line, 
the outputs maintain the levels they assumed before the steady-state combination of clear high and both mode inputs 
low was established. 
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SERIES 54/74, 54H/74H, 54S/74S. AND SPECIFIED^ SERIES 54L/74L DEVICES 



PARAMETER MEASUREMENT INFORMATION 



TEST 

POINT Vcc 



FROM OUTPUT 
UNDER TEST 



Cl 
(See Note A) 



H4- 



Rl 

(See Note B| 



LOAD CIRCUIT FOR 

BI-STATE 

TOTEM-POLE OUTPUTS 



Vcc 



FROM OUTPUT_ 
UNDER TEST 



Rl 



,TEST 
POINT 



;cl 

(See Note A) 



LOAD CIRCUIT FOR 
OPEN-COLLECTOR OUTPUTS 



TEST 
POINT 



FROM OUTPUT 
UNDER TEST 



Cl 
(See Note A) 



-M- 



7 



LOAD CIRCUIT FOR 
THREE-STATE OUTPUTS 



NOTES. A. Cl Includes probe and jig capacitance. 
B. All diodes are 1N916 or 1N3064. 



TIMING 
INPUT 



DATA 
INPUT 



jlV'^ 



.3 V 
-0 V 



l»-tsetup-J*"'*iold-n 



VOLTAGE WAVEFORMS 
SETUP AND HOLD TIMES 




OUTOF-PHASE 
OUTPUT 

(See Note F) 



VOLTAGE WAVEFORMS 
PROPAGATION DELAY TIMES 




VOLTAGE WAVEFORMS 
PULSE WIDTHS 



OUTPUT 
CONTRO 
(Low-level 
enabling) i 



WAVEFORM 1 j SI closed 

(See Note C) i s2 open 



WAVEFORM 2 
(See Note C) 




VOLTAGE WAVEFORMS 
ENABLE AND DISABLE TIMES, THREE-STATE OUTPUTS 



NOTES: C. Waveform 1 is for an output with internal conditions such that the output Is low except when disabled by the output control. 
Waveform 2 is for an output with internal conditions such that the output is high except when disabled by the output control. 

D. In the examples above, the phase relationships between inputs and outputs have been chosen arbitrarily. 

E. All input pulses are supplied by generators having the following characteristics: PRR < 1 IVIHz, Zq^^ °» 50 n and: 

For Serjes 54/74 and 54H/74H, t^ < 7 ns, tf < 7 ns; 

For Specified^ Series 54L/74L devices: tf < 10 ns, tf < 10 ns; 

For Series 54S/74S, t^ < 2.5 ns, tf < 2.5 ns. 

F. When measuring propagation delay times of 3-state outputs, switches SI and S2 are closed. 
■f'L42, ^43, *L44, ■L46, 'L47, •L75, 'L77, 'Lge, ■L121, 'L122, 'L123, 'L153, 'L154, 'L157, 'L164 
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SERIES 54LS/74LS AND MOST^ SERIES 54L/74L DEVICES 



PARAMETER MEASUREMENT INFORMATION 



TEST 




POI 


NT 


vcc 

o 


FROM OUTPUT- 
UNDER TEST ~~' 


-K 


l-f 1 

(See Note B) 1 


Cl ^ 

(See Note A) 


^ 


2 ci;t 

^ (See Note C)j 



LOAD CIRCUIT FOR 

BI-STATE 

TOTEM-POLE OUTPUTS 



Vcc 



FROM OUTPUT_ 
UNDER TEST 



jTEST 
POINT 



•Cl 
(See Note A) 



LOAD CIRCUIT FOR 
OPEN-COLLECTOR OUTPUTS 



TEST 
POINT 



FROM OUTPUT 
UNDER TEST 



Cl 

(See Note A) 



Vcc 



: 5 kn J [ 



|Rl 
/si 



/s: 



LOAD CIRCUIT FOR 
THREE-STATE OUTPUTS 



NOTES A. C|_ includes probe and jig capacitance. 

B. All diodes are 1N916 or 1N3064. 

C. Cl (30 pF)' is used for testing Series 54L/74L devices only. 



TIMING 
INPUT 



DATA 
INPUT 



J^. 



l«-'setup-J*''^'old-n 



VOLTAGE WAVEFORMS 
SETUP AND HOLD TIMES 



HIGH LEVEL 




LOW-LEVEL Xl.3V 1-3 V; 

PULSE 



VOLTAGE WAVEFORMS 
PULSE WIDTHS 



OUT-OF-PHASE 
OUTPUT 




OUTPUT 
CONTROL 
(Low-level 
enabling) . 



(See Note D) 



WAVEFORIVl 2 
(See Note D) 




WAVEFORM 1 I SI closed, \[., 3 y 



I SI and 
I 82 closed 

yrrt — ""^-^^ 

jr.Z . Vni 



r^PHZ-^ 0.5 V 0-5 V 

<^Jl. VoH 

XL ==1.. 



81 and 

82 closed 



VOLTAGE WAVEFORMS 
PROPAGATION DELAY TIMES 



VOLTAGE WAVEFORMS 



ENABLE AND DISABLE TIMES, THREE-STATE OUTPUTS 



NOTES: D. Waveform 1 is for an output with internal conditions such that the output is low except when disabled by the output control. 
Waveform 2 is for an output with internal conditions such that the output is high except when disabled by the output control. 

E. In the examples above, the phase relationships between inputs and outputs have been chosen arbitrarily. 

F. All input pulses are supplied by generators having the following characteristics: PRR < 1 MHz, Zgut '^ 50 r^ and: 

For Series 54L/74L gates and inverters, t^ = 60 ns, tf = 60 ns; 
For Series 54L/74L flip-flops and MSI, t^ < 25 ns, tf < 25 ns; 
For Series 54LS/74LS, t^ < 15 ns, tf < 6 ns. 

G. When measuring propagation delay times of 3-state outputs, switches 81 and S2 are closed. 

f Except 'U42. 'L43, 'L44, 'L46, 'L47, 'L75, 'L77, 'L96, 'L121, 'L122, 'L123, 'L153, 'L154, 'L157, 'L164 
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ni INTEGRATED CIRCUITS MECHANICAL DATA 



ORDERING INSTRUCTIONS 



Electrical characteristics presented in this data book, unless otherwise noted, apply for circuit type(s) listed in the page 
heading regardless of package. The availability of a circuit function in a particular package is denoted by an alphabetical 
reference above the pin-connection diagram(s). These alphabetical references refer to mechanical outline drawings 
shown in this section. 



Factory orders for circuits described in this catalog 
following example. 

EXAMPLE: SN 



should include a four-part type number as explained in the 
54LS75 J -00 



(l. Prefix > 



MUST CONTAIN TWO OR THREE LETTERS 
(From Individual Data Sheet) 

RSN Radiation-Hardened Circuit 

SN Standard Prefix 

SNM Mach IV, Level I 

SNC Mach IV, Level III 

SNH Mach IV, Level IV 

SNJ JAN Processed 

( 2. Unique Circuit Description 
MUST CONTAIN FOUR TO EIGHT CHARACTERS 
(From Individual Data Sheet) 

Examples: 5410 
74H10 
54S112 
54L78 
74LS295A 
74 188 A 



( 37 Package^ 

MUST CONTAIN ONE OR TWO LETTERS 

J,JD.N,T.W 

(From Pin-Connection Diagram on Individual Data Sheet) 




' (4. Instructions (Dash No.)^ 

MUST CONTAIN TWO NUMBERS 
(From Dash No. Column of Following Table) 



PACKAGES 


FORMED 
LEADS 


SOLDER- 
DIPPED 
LEADS 


INSULATOR 


CARRIER 


ORDER 
DASH 

NO. 


METAL FLAT PACKAGES 


T 


No 


No 


No 


t 


00 


T 


Yes 


No 


Yes 


t 


01 


T 


No 


No 


No 


Mech-Pak 


02 


T 


No 


No 


Yes 


Mech-Pak 


03 


T 


Yes 


No 


No 


Mech-Pak 


04 


T 


Yes 


No 


Yes 


Mech-Pak 


05 


T 


No 


No 


Yes 


t 


06 


T 


Yes 


No 


No 


t 


07 


T 


No 


Yes 


No 


t 


10 


T 


Yes 


Yes 


Yes 


t 


11 


T 


No 


Yes 


No 


Mech-Pak 


12 


T 


No 


Yes 


Yes 


Mech-Pak 


13 


T 


Yes 


Yes 


No 


Mech-Pak 


14 


T 


Yes 


Yes 


Yes 


Mech-Pak 


15 


T 


No 


Yes 


Yes 


t 


16 


T 


Yes 


Yes 


No 


t 


17 


CERAMIC FLAT PACKAGES 


W 


No 


No 


N/A 


t 


00 


W 


No 


Yes 


N/A 


t 


10 


DUAL-IN-LINE PACKAGES 


J, JD, N 


No 


No 


N/A 


t 


00 


N 


No 


Yes 


N/A 


t 


10 



'These circuits are shipped in one of the carriers shown below. Unless a specific method of shipment is specified by the customer (with pos- 
sible additional posts), circuits will be shipped In the most practical carrier. Please contact your Tl sales representative for the method that 
will best suit your particular needs. 



Flat (T, W) 
-Barnes Carrier 
-Milton Ross Carrier 



Dual-in-line ((J, JD,N) 

—Slide Magazines 
-A-Channel Plastic Tubing 
—Barnes Carrier (N only) 
—Sectioned Cardboard Box 
—Individual Plastic Box 
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TTL INTEGRATED CIRCUITS MECHANICAL DATA 



J ceramic dual-in-line package 

These hermetically sealed dual-in-line packages consist of a ceramic base, ceramic cap, and a 14-, 16-, 20-, or 24-lead 
frame. Hermetic sealing is accomplished with glass. The packages are intended for insertion in mounting-hole rows on 
0.300 (7,62) or 0.600 (15,24) centers. Once the leads are compressed and inserted, sufficient tension is provided to 
secure the package in the board during soldering. Tin-plated ("bright-dipped") leads (-00) require 
no additional cleaning or processing when used in soldered assembly. 



14-PIN J CERAMIC 



0.02S (0,631 R NOM ■ 



®®(®®®©(D 

A A A A /\ A A 



^U 0.0 
(i; 



"WVWW 
O®©®®®0 



0.020 (0,611 M IN- 




SEATING PLANE 



—I 

0.200 (5,08) 
MAX 
1 



— »| U- 0.070 (1 



78) MAX 14 PLACES 




\d 



0.030 (0,76) MIN 

14 PLACES 
0.023(0,584) ,.. 



r 

"nr 0.015(0,381) 



0.100 ('2.54) l"l I 

0.070(1,77) flN SPACING 0.100 (2,54) T.P. 
4 PLACES (S«o Not» b) 



Falls within JEDEC TO-116 and MO-OOIAA dimensions 




16-PIN J CERAMIC 



0.756(19,1) 
®®®® ® ® ®® 



0.026 (0,63) R NOM 



ir" vv w 4^ sy 4J 
®®®® ®® ®® 

,781 MAX 16 PLACES 




^ 0.023(0,684) ,6 PLACES 



*For memories of 64 bits and up and a few MSI/LSI products in Series 54/74 and Series 54S/74S that 
are derived from memory circuit bars, this maximum is 0.300 (7,62). All other dimensions apply 
without modification. 
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TTL INTEGRATED CIRCUITS MECHANICAL DATA 



J ceramic dual-in-line pacl<ages (continued) 



20-PIN J CERAMIC 



0.025 (0,631 R NOM 



-»| U 0.050(1 



0.290 (7,361 
0.300 (7.621 






0©®®0®©®®® 




— »j |« — 0.070(1 



,78) MAX 20 PLACES 



-SEATING PLANE 



0.130 (3,301 ♦ 
IVIIN ' 



JW-I 



.014 (0,3561 
.003 (0,2031 
20 PLACES 



T O.O 



IIN-W 




HH 



H 




24-PIN J CERAMIC 



@@@@@®®®©@®(13) 



1 1 

_0.60Ol 0.010 
(15,24 ±0.261 



-\ 



0.560(14,22) 



®®©©©©®®©®®® 

0.615(13,09) 0.075(1,911 

0.060 (1,27) NOM {"0.050(1,27) 0.070 (1,78) MAX 24 PLACES-f~j 

GLASS SEALANT I i f 

SEATING PLANE. \ i' 



0.010 10.002 
(0,254 t 0,051) 
24 PLACES 




0.020 10,51) 
0.018 t 0.002 -^ |«- 
(0,457 ± 0,051) 



Falls within JEDEC MO-015AA dimensions 




NOTES: a. All dimensions are shown in inches (and parenthetically In millimeters for reference only). Inch dimensions govern, 
b. Each pin centerline is located within 0.010 (0,26) of its true longitudinal position. 
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TTL INTEGRATED CIRCUITS MECHANICAL DATA 



N plastic dual-in-line packages 

These dual-in-line packages consist of a circuit mounted on a 14-, 16-, 20-, or 28-lead frame and encapsulated within an 
electrically nonconductive plastic compound. The compound will withstand soldering temperature with no deforma- 
tion and circuit performance characteristics remain stable when operated in high-humidity conditions. The packages are 
intended for insertion in mounting hole rows on 0.300 (7,62) or 0.600 (15,24) centers. Once the leads are compressed 
and inserted, sufficient tension is provided to secure the package in the board during soldering. Leads require no addi- 
tional cleaning or processing when used in soldered assembly. 



14-PIN N PLASTIC 



i h- 



T 



■0.300 ±0.010 
(7,62 t 0.261 

-0.2B0t 0.010 
(6.35 1 0.261 

).080 (2.031 NOM 



0.093 (2,36) R NOM - 
0.110(2.791 NOM- 



0.710 (18,0) 



®®®®®®© 



-•J U- 0.070 (1,78) MAX 14 PLACES 



."T. 



.010 (0,25) NOM 



SEATING PLANE 
105* 
-, "96» 
14 PLACES Ji\.»- 0.01 1 ± 0.003 
(0,279 1 0,076) 
14 PLACES 
(See Notes c and d) 



i 0.020(0,51) 
' MIN 

0.200 (5,08) MAX 

t 




0.125 (3,17) MIN 
0.075 1 0.020 ^ 
(1,90 ±0,51) 
4 PLACES 



PIN SPACING 0.100 (2,54) T.P, 
(See Note b) 



-♦I [«- 0.018 ± 0.003 
(0,457 ± 0,076) 
14 PLACES 
(See Notes c and d) 



Falls Within JEDECTO-1 16 and MO-001AA Dimensions 




16-PIN N PLASTIC 




0.250 ± 0.010 
(6,35 ± 0,26) 
.080 (2,03) NOM 



0.010 (0,25) NOM ^ 
SEATING PLANE- 



16 PLACES 11^ 0.011 ± 0.003 
^' (0,279 ± 0,076) 
16 PLACES 
(See Notes c and d) 



Package configuration ( 
16-pin N package (see 
alternative skleviews) is 
at the option of Tl. 



0.093 (2,36) R NOM 
0.160 (4,06) NOM 




0.870 (22,1) MAX- 



®®®®®®®® 

r^ r^ r^ r> r^ r^ r^ r\ 



®®®®®®®® 

-H W- 0.070 (1,78) MAX 16 PLACES 




0.125 (3,17) MIN 
0.095(2,41) 



- 0.033 (0,83) MIN 
16 PLACES 
-»||«- 0.018 ±0.003 
(0.457 ± 0,076) 
16 PLACES 

Tin SPACING 0.100 (2,54) t.p. '^= ""'« ■= ""'' ■" 

(See Note b) 



LL- 



ALTERNATE SIDE VIEW 

1"^ 0.070 11,78) MAX 16 PLACES 




-»| «- 0.018 ±0.003 
(0.457 ± 0,076) 
16 PLACES 
' PIN SPACING 0.100 (2,54) T.P. (See Notes c end d) 
(See Note b) 
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TTL INTEGRATED CIRCUITS MECHANICAL DATA 



N plastic dual-in-line packages (continued) 



20-PIN N PLASTIC 



1 r 



1 



0.093 12,361 R NOM - 
0.160 14,061 NOM- 



©®©©©0®©©© 



0©©©©©0©©© 



- 0.080 12,03) NOM 



-1 \*-'>- 



.070 (1.781 MAX 20 PLACES 



- 0.010 10,251 NOM 



-SEATING PLANE 



AV 



0.011 ±0.003 
(0.279 1 0,0761 
20 PLACES 
(See Notes i 




-»{ U- 0.033 10,831 M IN 
" 20 PLACES 

0.018 ! 0.003 

(0,457 1 0,0761 

20 PLACES 

(Se« Notes c and d) 



I 0.020 (0,611 

0.200 (5,081 MAX "!" 



ALTERNATE SIDE VIEW 
— *j [••— 0.070 (1 ,781 MAX 20 PLACES 



Package configuratio 
20-pin fa package (se 
alternative sideviews 
at the option of Tl. 



1 I 




Hf 



— 0.018* 0.003 
(0,457 £ 0,076} 
20 PLACES 
(See Notes cand d) 




24-PIN N PLASTIC 



0.093 (2.36) R NOM 
0.110 (2.79) NOM- 



0.080 (2.03) NOM 



h 



-1.310 (33.3) MAX - 



@@@(21)@(19)@@(16)@(14)(T3) 

AAAAAAAAAAAA 




©©©©©©0©©®®® 



r0.010(0.2S) NOM 



ih 



070 (1.78) MAX 24 PLACES 



105' 



SEATING PLANE- 



_^ 24 PLACES 

0.01 1 ± 0.003 -Ml^ 

(0.279 ± 0.076) 

24 PLACES 

(See Notes c and d) 




0.200 (5.08) MAX 



0.020 (0,61) MIN 



0.018 ±0.003 - 

(0.457 t 0.076) 

24 PLACES 

(See Notes c and d) 



0.033 (0,83) MIN- 
24 PLACES 

0.095 (2,42) M AX H 
4 PLACES 
PIN SPACING 0.100 (2.54) T.P. 
(See Note b) 




NOTES: a. All dimensions are shown in inches (and parentheticaiiy in n^iliimeters for reference only), inch dimensions govern. 

b. Each pin centerline is iocated within 0.010 (0,26) of its true iongitudinai position. 

c. This dimension does not apply for soider-dipped leads. 

d. When soider-dipped ieads are specified, dipped area of the lead extends from the lead tip to at least 0.020 (0,50) above the 
seating piane. 
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TTL INTEGRATED CIRCUITS MECHANICAL DATA 



N plastic dual-in-line packages (continued) 



28-PIN N PLASTIC 



EITHER 
INDEX 



-1.440 (36.6) MAX- 



©• 



r-inrnr— II— II— II— 11— ir- II— II— II— imi— I 



I_JLJL_I1_ILJLJLJLJ1_JLJI 




►® 



0.600 ±0.010 

(15,24 ±0,26) 



I 



0.020 (0,50) 
MIN 



_L 



r 

I 105 



-SEATING PLANE- 



jj^ 0.011 ±0.C 

jf (0,28 ± 0,C 



0.018 ±0.003 




-Jk 



PIN SPACING 0.100 (2,54) T.P. 
(Saa Note b) 



LItr 



0.200 (5,08) MAX 



-0.033 (0,83) MIN 

.0.050*0.020 

(1,27 ±0,51) 



-0.060 (1,52) NOM 



a. All dimensions are shown in inches (and parenthet- 
ically in millimeters for reference only). Inch dimen- 
sions govern. 

b. Each pin centeriine is located within 0.010 (0,26) of 
its true longitudinal position. 

c. This dimension does not apply for solder-dipped leads. 

d. When solder-dipped leads are specified, dipped area of 
the lead extends from the lead tip to at least 0.020 
(0,50) above the seating plane. 
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HL INTEGRATED CIRCUITS MECHANICAL DATA 



T flat package 



This hermetic package features glass-to-metal seals and welded construction. Package body and leads are gold-plated 
F-15 =7^ glass-sealing alloy. Approximate weight is 0.1 gram. 



-H 



0.018(0,461 



®®®®®©© 



T 



m 



0.010 (0.261 MAX 

GLASS 

14 PLACES 



0.015 (0.3811 
(Sm Notes 
eandf) 



0.050 (1,27) 
1^ >\ 12 PLACES 

n n n n n (s^nomm 



/ 



~T I 



lijiML ' 



\ 



0.260 (6,61) 




\ 



0.019(0,483) t 
'^0.015(0.381). 



0.250 (6,35) 

©©®®®©0 



NOTES: a. All dimensions are shown in inches (and parenthet- 
ically in millimeters for reference only). Inch dimen- 
sions govern; 

b. Lead centerlines are located within O.0O5 (0,13) of 
true position (TP) relative to body centerlines. This 
is measured along lines located within 0.030 (0,76) 
from (and parallel to) the sides of the package. 

c. Not applicable in Mach-Pak carrier. 

d. Index tab on pin 1 denotes orientation of package. 

e. This dimension does not apply for solder-dipped leads. 

f. When solder-dipped leads are specified, dipped area of 
the lead extends from the lead tip to within 0.050 
(1,27) of the package body. 



CIRCUIT SUBSTRATE IS IN ELECTRICAL CONTACT WITH THE BODY OF THE PACKAGE. 



Falls within TO-84 dimensions 



T package leads 

Gold-plated F-15t leads require no additional clean- 
ing or processing when used in soldered or welded 
assembly. Solder-dipped leads are also available. 
Formed leads are available to facilitate planar mount- 
ing of networks on flat circuit boards. Circuits can 
be removed from Mach-Pak carriers with lead lengths 
up to 0.300 (7,62). 



0.004 (0,102 R NOIVI - 




k 



0.013 ±0.005 

(0,33 ± 0,127) 

(Note d) 

L 



M 



0.740(18,8) 
(See Note c) 

NOTES: a. Dimensions are shown in inches (and parenthet- 
ically in millimeters for reference only). Inch dimen- 
sions govern. 

b. Not applicable in Mach-Pak carrier. 

c. Measured from centerline of outside leads. 

d. Measured from center of lead to bottom of package 
where lead emerges from body. 

e. When solder-dipped leads are specified dipped area 
of lead extends from load tip to outside bend (min- 
imum). 



+ F-15 is the ASTM designation for an iron-nickei-cobalt alloy containing nominally 53% iron, 29% nickel, and 17% cobalt. 
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TTL INTEGRATED CIRCUITS MECHANICAL DATA 



W ceramic flat package 

These hermetically sealed flat packages consist of an electrically nonconductive ceramic base and cap, and a 14-, 16-, or 
24-lead frame. Hermetic sealing is accomplished with glass. Tin-plated ("bright-dipped") leads (—00) require no 
additional cleaning or processing when used in soldered assembly. 



14-PIN W CERAMIC 



0.003 (0.0761 HK 



®©®©®©© 





J15 18.001 




: oflcof 


0.1: 

'■" 0!«5 (0,731 




h 


4— t 

3151 ,00) 


vfl9} ■*! ■ 



©®®®®©© 



Falls within JEDEC MO-004AA Dimensions 




16-PIN W CERAMIC 



'z:^r 


k 


r 


®®®® 


3©®® 






_, ■_ ...... 


• •- 


Na,L.NE\ 


: S 




ISibi-- ) 

O.gW I7.7«l ' 

T" 




sSifr 


f 






00.01.,07, , 


h 


- 




10.161 *1 * 



©®®®®®©® 



Falls within JEDEC IVIO-004AG Dimensions 
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TTL INTEGRATED CIRCUITS MECHANICAL DATA 



W ceramic flat package (continued) 



24-PIN W CERAMIC 



0.006(0,152) I 
24 LEADS 



BASE AND - 
SEATING 
PLANE 



@®@©®®®®®©©© 

[»»^— 0.050 (1,271 T.F 
22 PLACES 
ISO Not. c) 



^H K 



i^ 
^p 



-■ - 24 LEADS 



o®®®®©©®©©®© 



Falls within JEDEC IVIO-019AA Dimensions 





NOTES; a. All dimensions are shown in inches (and parenthetically in millimeters for reference only). Inch dimensions govern. 

b. Index point Is provided on cap for terminal identification only. 

c. Leads are within 0.005 (0,13) radius of true position (T.P.) at maximum material condition. 

d. This dimension determines a zone within which all body and lead irregularities lie. 

e. End configuration of 24-pin package is at the option of Tl. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



OCTOBER 1976 



description 

Texas Instruments transistor-transistor-logic (TTL) 
family of high-performance bipolar digital integrated 
circuits comprises five distinct series of compatible 
product lines. These product lines offer the digital 
systems designer a full spectrum of performance 
ranges in order to optimize system cost and perfor- 
mance. The available choices range from the very high 
performance of the Schottky-clamped'^ functions for 
systems operating typically up to 125 megahertz to 
lov\/-power functions with power consumption of 
only one milliwatt per gate. 

Typical characteristics of the five TTL series offered 
are shown in Table I and their respective speed/power 
relationships are illustrated in Figure A. 



SPEED-POWER RELATIONSHIPS 
OF DIGITAL IC FAMILIES^ 



1 
0.1 
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100 



0.4 1 4 10 40 

Typical Power Dissipation— mW 
■i-Typical saturated logic gate from the indicated families, 

FIGURE A 
TABLE 1-54/74 FAMILY TYPICAL SSI PERFORMANCE CHARACTERISTICS 



SERIES 


GATES 


FLIP-FLOPS 


Speed-Power 
Product 


Propagation 
Delay Time 


Power 
Dissipation 


Clock Input 

Frequency 

Range 


54LS/74LS 


19 pJ 


9.5 ns 


2mW 


dc to 45 MHz 


54L/74L 


33 pJ 


33 ns 


1 mW 


do to 3 MHz 


54S/74S 


57 pJ 


3 ns 


19mW 


dcto 125 MHz 


54/74 


100 pJ 


10ns 


lOmW 


dc to 35 MHz 


54H/74H 


132pJ 


6 ns 


22 mW 


dc to 50 MHz 



features 



EASE OF SYSTEM DESIGN 

• Full compatibility provides choice from five distinct performance ranges 
A Broad range of functions are offered In each series 

• DIode-clamped Inputs are provided on all high-performance functions 

• Termlnated.controlled-impedance lines are not normally required with TTL 
o Low output Impedance: 

Provides low a-c noise susceptibility 
Drives high-capacity loads 



FULL COMPATIBILITY IS DESIGNED INTO Tl TTL 

• All series are designed for single 5-volt power supply 

• All series provide one-volt or greater typical d-c noise margins 
■ Power dissipation relatively Insensitive to operating frequency 

• Switching times are guaranteed at full d-c loading 

• Compatible with most logic families such as DTL, MOS, CMOS 



^Integrated Scl-|Ottl<y-Barrier diode-clamped 
transistor is patented by Texas Instruments. 
U.S. Patent Number 3,463,975. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 





54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 54H 

SERIES 74 
SERIES 74H 


SERIES 54L 
SERIES 74L 


SERIES 54LS 

SERIES 74LS 

WITH 
DIODE 
INPUTS 


SERIES 54LS 

SERIES 74LS 

WITH 

EMITTER 

INPUTS 


SERIES 54S 
SERIES 74S 


UNIT 






Supply voltage, Vqc (see Note 1) 


7 


8 


7 


7 


7 


V 


Input voltage 


5.5 


5.5 


7 


5.5 


5.5 


V 


Irvteremitter voltage (see Note 2) 


5.5 


5.5 




5.5 


5.5 


V 


Off-state (high-level) voltage applied 
to open-collector outputs of SSI 
circuits (see Note 3) 


'06, '07 


30 










V 


'16, '17, '26 


15 










Others 




8 


7 


7 


7 


High-level voltage applied to a disabled 3-state output 


5.5 




5.5 


5.5 


5.5 


V 


Operating free-air temperature range 


54 Family 


-55 to 125 


"c 


74 Family 


Oto70 


Storage temperature range 


-65 to 150 


°c 



NOTES; 1 . Voltage values, unless otherwise noted, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. This rating applies between inputs that go directly into 
the same |aND or NAND gate in the functional block diagram, 

3. Ratings for MSI parts are given on the individual date sheets. 

unused inputs of positive-AND/l\!AIMD gates 

For optimum switching times and minimum noise susceptibility, unused inputs of AND or NAND gates sliould be 
maintained at a voltage greater than VoH iti'" (see tables of electrical characteristics), but not to exceed the absolute 
maximum rating. This eliminates the distributed capacitance associated with the floating input, bond wire, and package 
lead, and ensures that no degradation will occur in the propagation delay times. Some possible ways of handling unused 
inputs are: 

a. Connect unused inputs to an independent supply voltage. Preferably, this voltage should be between Vqh '^^^ snd 
4.5 v. Series 54LS/74LS devices with diode inputs may be connected directly to VqC- 

b. Connect unused inputs to a used input if maximum drive capability of the driving output will not be exceeded. 
Each additional input presents a full load to the driving output at a high-level voltage but adds no loading at a 
low-level voltage. 

c. Connect unused inputs to Vcc through a 1-kJ2 resistor so that if a transient that exceeds the input maximum 
rating should occur, the impedance will be high enough to protect the input. One to 25 unused inputs may be 
connected to each 1 -kfi resistor. Series 54LS/74LS devices with diode inputs may be connected directly to VqC- 

d. Connect unused inputs to any fixed-high-level compatible output such as the output of an inverter or NAND gate 
that has its input(s) grounded. Maximum high-level drive capability of the output should not be exceeded. 
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input-current requirements 

Input-current requirements reflect worst-case conditions over the specified recommended operating free-air temperature 
and Vcc ranges. The table below shows maximum input current requirements and nominal base resistor values for 
standard loads in each TTL series. A standard load is defined as an input connected to a single emitter or diode that is 
associated with a pull-up resistor having the value indicated in the table. However, some inputs are tied to more than 
one input transistor (or diode), or the base-resistor values of some inputs have been changed either to reduce 
input-current requirements or to improve performance. Therefore, the input-current requirements may vary. Consult 
the electrical characteristics table for the particular device type to determine the input-current requirements of each 
input. 

STANDARD INPUTS (ONE LOAD) 



SERIES 


NOMINAL VALUE OF 
INPUT PULL-UP RESISTOR 


MAXIMUM HIGH-LEVEL 
INPUT CURRENT 


MAXIMUM LOW-LEVEL 
INPUT CURRENT 


54/74 


4i<n 


40 mA 


-1.6 mA 


54H/74H 


2.8 kn 


50 mA 


-2 mA 


54L/74Lt 


40 kn 


IOmA 


-0.18 mA 


8kn 


20 mA 


-0.8 mA 


54LS/74LS 


iskn 


20 mA 


-0.4 mA 


.54S/74S 


2.8 kn 


50 (jA 


-2 mA 



+Series 54L/74L has two different types of standard inputs as shown. 

Since low-level input current is primarily a function of the input base resistor, two or more inputs of the same NAND 
or AND gate may be tied together and still be considered one load at a low logic level, but at a high logic level, each 
input is an additional load. 

Currents into input terminals are specified as positive values. Arrows on the d-c test circuits indicate the actual direction 
of current flow. 

drive capability 

The maximum value of Iql Qiven under "recommended operating conditions" reflects the ability of an output to sink 
current from a number of loads at a low voltage level and maximum loH reflects the ability to supply current at a high 
voltage level. Each standard output at a low level is capable of sinking current from 10 standard loads of its own series 
(20 standard loads for Series 74L and 74LS), and at a high level is capable of supplying current to either 10 or 20 loads; 
of its own series. The fan-out of 20 at a high logic level makes it possible to tie as many as 10 unused inputs of NAND or 
AND gates to used inputs of the same gates (as mentioned under inputrcurrent requirements)'without exceeding the fan- 
out capability of the output driving 10 used inputs. Certain outputs are designed for special applications and have 
greater or lesser drive capability. See the recommended operating conditions for each type. 

The loads may be intermixed in any desired combination so long as the load totals for l||-| and l||_ are less than the 
maximum recommended values of IqH arid IqL' respectively, for the driving circuit. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



QUADRUPLE 2-INPUT 
POSITIVE-NAND GATES 



VCC *B 4A 4Y 38 3A 3Y 



00 



On. 



positive logic: 
Y= AB 



See page 6-2 



Ens 



4Y 4B 4A GND 3B 3A 3Y 



iiHiJiiJiAniJiiriir 



^ r^ 



2A 2B 2Y GND 

■SN^7400>J, N) 
SN74H00 (J, N) 
SN74L00 (J, N) 



SN5400 (J) 

SN54H00 (J) 

SN54L00 (J) 

SN54LS00 (J, W) SN74LS00 (J, N) 

SN54S00 (J, W) SN74S00 (J, N) 



LiJijJiin±riLniriir 

1A 1B lY VcC ^f 2A 2B 

SN5400 (W) 
SN54H00 (W) 
SN54L00 (T) 



QUADRUPLE 2-INPUT 

POSITIVE-NAND GATES 

WITH OPEN-COLLECTOR OUTPUTS 



VCC 4Y 4B 4A 3Y 3B 3A 4Y 48 4A GND 3B 3A 3Y 



01 



positive logic: 
Y = AB 



See page 6-4 




iijiiTiiriininirLir 



^ r^ 



2Y 2A 28 GND 



SN5401 (J) SN7401 (J, N) 

SN54LS01 (J, W) SN74LS01 (J, N) 



ycc 4B 4A 4Y 3B 3A 3Y 



uJiirLinirLLjiinir 

1A 18 1Y VcC Jlf 2A 28 

SN5401 (W) 
SN54H01 (W) 
SN54L01 (T) 



p?irr^ 



^ijijjijjiiriinjjiir 

lA 18 1Y 2A 28 2Y GND 

SN54H01 (J) SN74H01 (J, N) 



QUADRUPLE 2-INPUT 
POSITIVE-NOR GATES 



02 



b 



positive logic: 
Y = A+B 



See page 6-8 



ycc 4Y 4B 4A 3Y 38 3A 




4Y 48 4A GND 3B 3A 3Y 






SN5402 (J) gN7402j J. N) 

SN54L02 (J) SN74L02 (J, N) 

SN54LS02 (J, W) SN74LS02 (J, N) 

SN54S02 (J, W) SN74S02 (J, N) 



niiliJ-LiJ-liJ-uniilir 

lA IB 1Y VcC 2Y 2A 28 

SN5402 (W) 
SN54L02 (T) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIIM ASSIGNMENTS (TOP VIEWS) 



4Y 3B 3A 3Y 



QUADRUPLE 2-INPUT 

POSITIVE-NAND GATES 

WITH OPEN-COLLECTOR OUTPUTS 



j^^u^^u^Tijiai^i^uTUTi 



03 



positive logic: 
Y = AB 



See page 6-4 



nijiiJiirLinininir 

1A IB lY 2A 26 2Y GND 

SN5403 (J) SN7403 (J, N) 

SN54L03 (J) SN74L03 (J, IM) 

SN54LS03 (J, W) SN74LS03 (J, N) 

SN54S03 (J, W) SN74S03 (J, N) 



HEX INVERTERS 



VCC 6A 6Y 5A 5Y 4A 4Y 



04 



o 



positive logic: 
Y = A 



See page 6-2 



t>i bJ bJ 
f>i ^ ^ 



1Y 6A 6Y GND 5V 5A 4Y 



njJiiJiin±riirL?Jiir 

lA 1Y 2A 2Y 3A 3Y GND 



SN5404 (J) V SN7404 (j; N) 

SN54H04 (J) ^§N74H04 (J, N) 

SN54L04 (J) SN74L04 (J, N) 

SN54LS04 (J, W) SN74LS04 (J, N) 
SN54S04 (J, W) SN74S04 (J, N) 




LiJiiJiirunirLinir 

lA 2Y 2A VcC 3A 3Y 4A 

SN5404 (W) 
SN54H04 (W) 
SN54L04 (T) 



HEX INVERTERS 

WITH OPEN-COLLECTOR OUTPUTS 



VCC 6A. 6Y 5A BY 4A 4Y 



05 



positive logic: 
Y = A 



See page 6-4 



bJ bJ bJ 
f>i f>i f^ 



1Y 6A 6Y GND 5Y 5A 4Y 



^iniTLinirLLTLirLir 

lA lY 2A 2Y 3A 3Y GND 

SN5405 (J) SN7405 (J, N) 

SN54H05(J) SN74H05{J,N) 

SN54LS05 (J, W) SN74LS05 (J, N) 

SN54S05 {J. W) SN74S05 (J. N) 




iiniriJiiLiiiJiiJiir 

1A 2Y 2A Vcc 3A 3Y 4A 

SN5405 (W) 
SN54H05 (W) 



HEX INVERTER BUFFERS/DRIVERS 
WITH OPEN-COLLECTOR 
HIGH-VOLTAGE OUTPUTS 



Vcc 6A 6Y 5A 5Y 4A 4Y 



06 



positive logic: 
Y = A 

See page 6-24 



b>J bJ b>^ 
^ ^ ^ 



^ijiinjjiAriijiiriir 

lA 1Y 2A 2Y 3A 3Y GND 

SN5406 (J, W) SN7406 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



HEX BUFFERS/DRIVERS 
WITH OPEN-COLLECTOR 
HIGH-VOLTAGE OUTPUTS 



07 



positive logic: 
Y = A 



See page 6-24 



VCC 6A 6Y 6A 5Y 4A 4Y 



f>\ h P^ 



[iT\iTiir\jT\ir[ir\ir 

lA 1Y 2A 2Y 3A 3Y GND 

SN5407 (J, W) SN7407 (J, N) 



QUADRUPLE 2-INPUT 
POSITIVE-AND GATES 



08 



positive logic: 
Y = AB 



See page 6-10 



VCC 4B 4A 4Y 3B 3A 3Y 




LiJiinirLLTLLriirLLr 



1Y 2A 2B 2Y GND 



SN5408 (J, W) SN7408 (J, N) 

SN54LS0S (J, W) SN74LS08 (J, N) 
SN54S03 (J, W) SN74S08 (J, N) 



QUADRUPLE 2-INPUT 
POSITIVE-AND GATES 
WITH OPEN-COLLECTOR OUTPUTS 



09 



positive logic: 
Y = AB 



See page 6-12 



VCC 4B 4A 4Y 3B 3A 3Y 




LiilinjilATLLilirLir 

1A IB 1Y 2A 2B 2Y GND 

SN5409 (J, W) SN740g (J, N) 

SN54LS09 (J, W) SN74LS09 (J, N) 
SN54S09 (J, W) SN74S09 (J, N) 



TRIPLE 3-INPUT 
POSITIVE-NAND GATES 



VCC 1C 1Y 3C 3B 3A 3Y 



10 ^ 

positive logic: 
Y = ABC 



See page 6-2 




1C 3Y 3C GND 3B 3A 2C 



^iTijJijJiirijJiiJiir 

1A IB 2A 28 2C 2Y GND 

SN5410(J) SN7410(J,N) 

SN54HtO(J) SN74H10(J, N) 

SN54L10 (J) SN74L10 (J, N) 

SN54LS10(J,W) SN74LS10 (J. N) 

SN54S1 (J, W) SN74S1 ( J, N) 




T!jiinjri±niniruj 

1A IB 1Y VcC 2Y 2A 2B 

SN5410 (W) 
SN54H10(W) 
SN54L10 (T) 
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54/74 FAMILIES' OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



3C 3B 3A 3Y 






.-^ 



^ 



Vcc 1C 



IC 3Y 3C GND 



D' 






r^^^u^^u^^u^nj^i-rHjTi 



•V 



^ee page 6-10 



iiTiiJiin^riLrLLriir 

1A IB 2A 2B 2C 2Y GND 

SN54H11 (J) SN74H11(J,N) 

SN54LS11(J,W) SN74LS11 (J,N) 
SN54S1 1 (J, W) SN74S1 1 ( J, N) 




Linijiinirijjiinir 

1A IB lY Vcc 2Y 2A 2B 

SN54H11 (W) 



TRIPLE 3-INPUT 

POSITIVE-NAND GATES 

WITH OPEN-COLLECTOR OUTPUTS 



12 



positive logic: 
Y = ABC 



See page 6-4 



Vcc IC 1Y 3C 3a 3A 3Y 



bP 



g3 



^iji?ri±n±fijJiirLLr 

1A IB 2A 2B 2C 2Y GND 

SN5412(J,W) SN7412(J,N) 

SN54LS12 (J, W) SN74LS12 (J, N) 



DUAL 4-INPUT 
POSITIVE-NAND 
SCHIVIITT TRIGGERS 



13 



positive logic: 
Y = ABCD ,' 



See page 6-1 4 



Vcc 20 2C NC 2B 2A 2Y 



ijjiiniJiiriiniriir 



1A IB NC IC ID 



SN5413(J,W) SN7413(J, N) 

SN54LS13 (J, W) SN74LS13 (J, N) 



NC— No internal connection 



HEX SCHMITT-TRIGGER 
INVERTERS 



14 



positive logic: 
Y = A 



See page 6-14 



Vcc 6A 6Y 5A 5V 4A 4Y 



rniiii^riATiirLiJiir 

lA 1Y 2A 2Y 3A 3Y GND 

SN5414 (J, W) SI\I7414 (J, N) 

SN54LS14 (J, W) SN74LS14 (J. N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIIM ASSIGNMENTS (TOP VIEWS) 



TRIPLE 3-INPUT 

POSITIVE-AND GATES 

WITH OPEN-COLLECTOR OUTPUTS 



15 



positive logic: 
Y = ABC 



See page 6-12 



VCC JC 1Y 3C 3B 3A 3Y 



tJ 



a 



iiThTiininiriiriir 

1A 1B 2A 2B 2C 2Y GND 

SN54H15(J,W) SN74H15(J, N) 

SN54LS15 (J,W) SN74LS15(J, N) 

SN54S15(J,W) SN74S15(J,N) 



HEX INVERTER BUFFERS/DRIVERS 
WITH OPEN-COLLECTOR 
HIGH-VOLTAGE OUTPUTS 



16 



positive logic: 
Y = A 



See page 6-24 



Vcc 6A 6Y BA 5Y 4A 4 



bJ t>J t>^ 
l>i Pi Pn 



iiTiiJiinjiJiiniJiir 

1A lY 2A 2Y 3A 3Y GND 

SN5416(J,W) SN7416(J, N) 



HEX BUFFERS/DRIVERS 
WITH OPEN-COLLECTOR 
HIGH-VOLTAGE OUTPUTS 



17 



positive logic: 
Y = A 



See page 6-24 



Vcc 6A 6Y 5A 5Y 4A 4Y 



y y y 
^ ^ ^ 



^iJiiJiiiiinjjiiriJLr 

1A 1Y 2A 2Y 3A 3Y GND 

SN5417(J,W) SN7417(J, N) 



DUAL4-INPUT 
POSITIVE-NAND GATES 



20 



^ 



positive logic: 
Y = ABCD 



See page 6-2 



Vcc 2D 2C NC 2B 2A 2Y 




ID 1C IB GND 2Y 2D 2C 



"lininimninirtir 

1A IB NC 1C 1D 1Y GND 

S~N5420 (J) SN7420 (J, N) 

SN54H20 (J) SN74H20 (J, N) 

SN54L20 (J) SN74L20 (J, N) 

SN54LS20 (J, W) SN74LS20 (J, N) 

SN54S20 (J, W) SN74S20 (J, N) 




^iTiiJiinirijrLLriir 

1A 1Y NC Vcc MG 2A 2B 

SN5420 (W) 
SN54H20 (W) 
SN54L20 (T) 

NC— No internal connection 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL4-INPUT 
POSITIVE-AND GATES 



VCC 2D 2C NC 28 2A 2Y 



21 



positive logic: 
Y = ABCD 



See page 6-10 




ID IC IB GND 2Y 2D 2C 



^irLLTiiTLinjJiAJiir 

1A IB NC IC ID 1Y GND 

SN54H21 (J) SIM74H21 (J, N) 

SN54LS21 (J,W) SN74LS21 (J, N) 




LjJijJiirLiniriirm 

1A 1Y NC Vcc NC 2A 2B 

SN54H21 (W) 



NC— No internal connection 



DUAL4-INPUT 

POSITIVE-NAND GATES 

WITH OPEN-COLLECTOR OUTPUTS 



Vcc 2D 2C NC 2B 2A 2Y 



22 



positive logic: 
Y = ABCD 



See page 6-4 




ID IC IB GND 2Y 2D _2C 



hjJi^riinirLirijrLir 




1A 18 NC 



SN5422 (J, W) SN7422 (J, N) 

SN54H22 (J) SN74H22 (J, N) 

SN54LS22 (J, W) SN74LS22 (J, N) 

SN54S22 (J, W) SN74S22 (J, N) 



mliJliJlinirijJlir 

lA lY NC Vcc NC 2A 2B 

SN54H22 (W) 



NC— No internal connection 



EXPANDABLE DUAL 4-INPUT 
POSITIVE-NOR GATES 
WITH STROBE 



STROBE 
VCC IX 2D 2C 2G 28 2A 2Y 



23 



positive logic: 



1Y = 1G(1A+1B+1C+1D) +X 
2Y = 2G(2A+2B+2C+2D) 

X = output of SN5460/SN7460 



See page 6-39 




hjjiiTLiTLAiijjiiJiinir 



IX lA 1B STROBE tC 



SN5423(J,W) 



SN7423 (J, N) 



DUAL 4-INPUT 
POSITIVE-NOR GATES 
WITH STROBE 



STRC^E 
Vcc 20 2C 2« 2B 2A 2Y 



25 



positive logic: 




Y = G(A+B+C+D) 
See page 6-8 



uji^rL^riAriiriiriir 

1A IB STROBE IC ID lY GND 
1G 

SN5425 (J, W) SN7425 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



QUADRUPLE 2-INPUT 
HIGH-VOLTAGE INTERFACE 
POSITIVE-NAND GATES 



26 



positive logic: 
Y = AB 



See pages 6-24 and 6-26 



Vcc <B 4A 4Y 3B 3A 3Y 



^iTLlTLlJllJlillirLir 

lA IB lY 2A 2B 2Y GND 

SN5426 (J) SN7426 (J, N) 

SN54LS26 (J, W) SN74LS26 (J, N) 



TRIPLE 3-INPUT 
POSlTIVE-NOR GATES 




positive logic: 



Y = A+B+C 



See page 6-8 



Vcc JC 1Y 3C 38 3A 3Y 




ijjijjiiniTijrLinir 



SN5427 (J, W) SN7427 (J, N) 

SN54LS27 (J, W) SN74LS27 (J, N) 



QUADRUPLE 2-INPUT 
POSITIVE-NQR BUFFERS 



28 



positive logic: 
Y = A+B 



See page 6-20 



Vcc 4Y JB 4A 3Y 3B 3A 




HjJiiJiinirLLnirm 

1Y 1A IB 2Y 2A 2B GND 

SN5428 (J, W) SN7428 (J, N) 

SN54LS28 (J, W) SN74LS28 (J, N) 



8-INPUT 
POSITIVE-NAND GATES 



30 



positive logic: 



Y = ABCDEFGH 



See page 6-2 



Vcc NC H G NC IMC Y 



NC NC Y GND H 



J3J»LMMJ3iIUIL 



iiJiiJiirLiriAriLfiir 

A B C D E F GNO 

SN5430 (J) SN7430 (J, N) 

SN54H30 (J) SN74H30 ( J, N ) 

SN54L30 (J) SN74L30 (J, N) 

SN54LS30 (J, W) SN74LS30 (J, N) 

SN54S30 (J, W) SN74S30 (J, N) 




LiJiiiiinirLLrLLriir 

NC A B Vcc ODE 

SN5430 (W) 
SN54H30 (W) 
SN54L30 (T) 

NC— No internal connection 



512 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



QUADRUPLE 2-INPUT 
POSITIVEOR GATES 



32 



positive logic: 
Y = A+B 



See page 6-28 



Vcc *5_ <A 4Y 3B 3A 3^ 




mTininimnirizr 



lA IB 1Y 2A 



SN5432 (J, W) SN7432 (J, N) 

SN54LS32 (J, W) SN74LS32 (J, N) 
SN54S32 (J, W) SN74S32 (J, N) 



QUADRUPLE 2-INPUT 

POSITIVE-NOR BUFFERS 

WITH OPEN-COLLECTOR OUTPUTS 



33 



positive logic: 
Y = A+B 



See pages 6-24 and 6-26 



Vcc 4Y 48 4A 3Y 38 3A 




miiTiiJiiJiinirLir 



2Y 2A 2B GND 



SN5433 (J, W) SN7433 (J, N) 

SIM54LS33 (J, W) SN74LS33 (J, N) 



QUADRUPLE 2-INPUT 
POSITIVE-NAND BUFFERS 



37 



positive logic: 
Y = AB 



See page 6-20 



Vcc 48 4A 4Y 38 3A 



\kyi 



TiiiiniiiiiijJiinir 

lA IB lY 2A 28 2Y GND 

SN5437 (J, W) SN7437 (J, N) 

SN54LS37 (J, W) SN74LS37 (J, N) 
SN54S37 (J, W) SN74S37 (J, N) 



QUADRUPLE 2-INPUT 

POSITIVE-NAND BUFFERS 

WITH OPEN-COLLECTOR OUTPUTS 



38 



positive logic: 
Y = AB 



See pages 6-24 and 6-26 



4Y 38 3A 3Y 



r J^U^^iMJ^qj^^UTUTI 



©re 



niiiininijiininir 

1A IB 1Y 2A 28 2Y GND 

SN5438 (J, W) SN7438 (J, N) 

SN54LS38 (J, W) SN74LS38 (J, Nl 
SN54S38 (J, W) SN74S38 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL4-INPUT 
POSITIVE-NAND BUFFERS 



Vcc 2D 2C NC 2B 2A 2Y 



40 



positive logic: 
Y = ABCD 



See page 6-20 




ID IC IB GND 2Y 2D 2C 



1A IB NC IC ID 1Y GND 

SN5440 (J) SN7440 (J, N) 

SN54H40(J) SN74H40(J, N) 

SN54LS40 (J,W) SN74LS40 (J, N) 

SN54S40 (J, W) SN74S40 (J, N) 




niTI^TlATlArLiniriir 

1A 1Y NC Vcc NC 2A 28 

SIM5440 (W) 
SN54H40 (W) 

NC— No internal connection 



4 LI NE-TO-1 0-LINE DECODERS 

42 BCD-TO-DECIMAL 

43 EXCESS-3-TO-DECIMAL 

44 EXCESS-3-GRAY-TO-DECIMAL 



See page 7-15 



j^TrnmRmmmfTL 



□rFT 



1 2 3 4 5 



Jims 



7 8 9 



yO 1 2 3 4 5 6/ GND 

OUTPUTS 

SM5442A (J, \N) SN7442A ( J, N) 



SN54L42 (J) 
SN54LS42 (J, W) 
SN5443A (J,W) 
SN54L43 (J) 
SN5444A (J,W) 
SN54L44 (J) 



SN74L42 (J, N) 
SN74LS42 (J, N) 
SN7443A (J, N) 
SN74L43 (J, N) 
SN7444A (J, N) 
SN74L44 (J, N) 



BCD-TO-DECIMAL DECODER/DRIVER 

45 LAMP, RELAY, OR MOS DRIVER 
80-mA CURRENT SINK 
OUTPUTS OFF FOR INVALID CODES 



See page 7-20 



Vcc "A B C d' • 9 8 7 



1-ro 



BCD-TO-DECIMAL 
2 3 4 5 6 7 8 



m 



n 



ijALfijJMjALfiiiiir 

1 2 3 4 5 6. GND 



SN5445 (J,W) 



SN7445 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 

46 ACTIVE-LOW, OPEN-COLLECTOR, 30-V OUTPUTS 



47 



ACTIVE-LOW, OPEN-COLLECTOR, 15-V OUTPUTS 



See page 7-22 




^iriiJiiJi±riLrLiJiiriir 



SN5446A (J, W) SN7446A (J, N) 

SN54L46 (J) SN74L46 (J, N) 

SN5447A (J, W) SN7447A (J, N) 

SN54L47 (J) SN74L47 (J, N) 

SN54LS47 (J, W) SN74LS47 (J, N) 



BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 
48 INTERNAL PULL-UP OUTPUTS 



See page 7-22 



J^U^^lJi^l-RU^^lFTJi^UTl- ^ 



^^ 



F?1^ 



rnliTLiTLirLiJIirijJlir 



SN5448 (J, W) SN7448 (J, N) 

SN54LS48 (J, W) SN74LS48 (J, N) 



BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 
49 OPEN-COLLECTOR OUTPUTS 



See page 7-22 






^ 



r 



niiiiiiiniltLniMif 



SN544g (W) 

SN54LS49 (J, W) SN74LS49 (J, N) 



Texas Instruments 

INCORPORATED 
POST OFFICE BOX 5012 • DALLAS, TEXAS 75222 



5-15 



54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



ID 1C lY 



DUAL 2-WIDE 2-INPUT 
AND-OR-INVERT GATES 
(ONE GATE EXPANDABLE) 



j^u^u^^u^Ti_ni^uaiTL 



50 



positive logic: 



Y = AB+CD+X 




ID 1C 1Y GND 2Y 2D 2C 



■50: X = output of SN5460/SN7460 ^H;H;ii4Ti5Hili7|-' ^ 

'H50: X = output of SN54H60/SN74H60 L-J 1—1 L_l l_J l_l l_l L_l 




orSN54H62/SN74H62 



See page 6-39 



1A 2A 2B 2C 2D 2Y GND 

SN5450 (J) SN7450 (J, N) 

SN54H50 (J) SN74H50 (J, N) 



rniiiiiiiirujiinir 

X X 1A Vcc 'B 2A 28 

SN5450 (W) 
SN54H50 (W) 



AND-OR-INVERT GATES 



51 



'51,'H51,'S51 
DUAL 2-WIDE 2-INPUT 
positive logic: 
Y - AB+CD 



'L51,'LS51 
2-WIDE 3-1 NPUT, 
2-WIDE 2-INPUT 
positive logic: 



1Y = (1A-1B-1C>+(1D' 1E-1F) 
2Y= (2A'2B)+(2C'2D) 



See page 6-30 



MAKE NO EXTERNAL CONNECTION 
Vcc 1B 1D IC 1Y 




ID IC lY GND 2Y 2D 2C 




HijiijiininjrLLrLLr 



MAKE NO EXTERNAL CONNECTION 



SN5451 (J) SN7451 (J, N) 

SN54H51 (J) SN74H51 (J, N) 

SN54S51(J,W) SN74S51(J,N) 

Vcc IC 1B IF IE ID 1 



Vcc IC 1B IF IE ID 1Y 

>lJ^U^nARJTlJTT- , 




SN5451 (W) 
SN54H51 (W) 



IC IB 1Y GND 2Y 2D 2C 



niTLLiiiJiinirLirLLr 

lA 2A 2B 2C 2D 2Y GND 

SN54L51 (J) SN74L51(J,N) 

SN54LS51 (J,W) SN74LS51 (J, N) 




^ijiiri±riiJiiJiirLir 

1A ID IE Vcc IF 2A 2B 

SN54L51 (T) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



EXPANDABLE 4-WIDE 
AND-OR GATES 



VCC I H G F X Y 



52 



'H52(J, N) 

positive logic: 

Y = AB+CDE+FG+HI+X 

X = output of SN54H61/SN74H61 




LiJiiriinAriiiiirtLr 



SN54H52 (J) 



E NC GND 



SN74H52 {J, N) 



GND NC I 



J^U^^U^aJ^^iRJTUTl 



'H52(W) 

positive logic: 

Y = AB+CD+EF+GHI+X 

X = output of SN54H61/SN74H61 



See page 6-39 




iijiirLLTWiirLLfiir 

A C D Vcc E F G 

SN54H52 (W) 



NC— No internal connection 



EXPANDABLE 4-WIDE 
AND-OR-INVERT GATES 



Vcc B X X H G V 



53 



'53 

positive logic: 




1 



Y = AB+CD+EF+GH-HX 

X = output of SN5460/SN7460 



A C D E F NO GND 

SN5453 (J) SN7453 (J, N) 



Vcc B X X I H Y 



H G Y GND NC F E 


n: 


— 1==^ — 1 




f^ 


<"T=[^=^ 1 


- 


V- 




ki 


ruTLirLiniri 


liiT 



SN5453 (W) 



Y GND G 



'H53 

positive logic 
Y 



AB+CD+EFG+HI+X 
X = output of SN54H60/SN74H60 
or SN54H62/SN74H62 



See page 6-39 




OT¥1 



J^^l-R-R-RU^j^U^UTk 



^iJiiJiiTiiriLriiriir 




SN54H53 (J) 



SN74H53 (J,N) 



LiTi^niTiin^riLrLLr 

X X A Vcc B C I 

SN54H53 (W) 



NC— No internal connection 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-WIDE 
AND-OR-INVERT GATES 



54 



'54 

positive logic: 



Y = AB+CD+EF+GH 



■H54 
positive logic: 



Y = AB+CD+EFG+HI 



'L54(J, N), •LS54 
positive logic: 



Y = AB+CDE+FGH+IJ 



'L54(T) 

positive logic: 

Y = ABC+DE+FG+HIJ 



See page 6-30 



MAKE NO EXTERNAL CONNECTION 




hjjiijiiriiriirtinir 



H G Y GND NC F E 


L 


— 1=^ — 1 




rTH ■ 


<30n 




^-i 1 




LiHiJiiJiiniJiirLLr 



SN5454 (J) 



SN7454 (J, N) 



SN5454 (W) 



MAKE NO EXTERNAL CONNECTION 



VCC B / ' V I H Y I H Y GND G F E 




TminirQTininir 



SN54H54 (J) SN74H54 (J, N) 




nininiJiimninir 

_^_^ A Vcc BCD 



MAKE NO EXTERNAL CONNECTION 

SN54H54 (W) 



Vcc J I H G F NC 




ijJliJlillAriiJliJlir 



SN54L54 (J) SN74L54 (J, N) 

SN54LS54 (J, W) SN74LS54 (J, N) 



C B^ NC GND Y^ J 




LiTiAJiirijJiiniriir 

A D E Vcc F G 1 

SN54L54 (T) 



NC— No internal connection 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



2-WIDE 4-INPUT 
AND-OR-INVERT GATES 



^j^^i^^u^^u^qj^igj^uTu 



Y GNO NC X 



55 



'H55 (EXPANDABLE) 

positive logic: 

Y= ABCD+EFGH+X 

X = output of SN54H60/SN74H60 
or SN54H62/SN74H62 

See page 6-39 



'L55, 'LS55 
positive logic: 




J^U^^U^^UiOJ^iajVUTU 



ijjTjjiiriinjJiiri_Lr 

ABC D X NC GND 

SN54H55 (J) SN74H55 (J, N) 



VCC H G^ F^ E NC V 




Y = ABCD+EFGH 



See page 6-30 




iiTiAHiJiirLLriirLir 

ABC VcC E F G 

SN54H55 (W) 



D NC Y GND NC NC H 



^iji^jiirLArLLrLLTLir 




D NC NC GND 



SN54L55 (J) SN74L55 (J, N) 

SN54LS55 (J, W) SN74LS55 (J, N) 



ijLjiirijJijLri?JiiJiir 

A B C VcC E F < 

SN54L55 (T) 

NC— No internal connection 



DUAL 4-INPUT EXPANDERS 



VCC ID 1X IX 2X 2!! 2D 



2D GND 2C 2B 2A 



60 



positive logic: 

X = ABCD when connected to X and X inputs 

of SN5423/SN7423, SN5450/SN7450, or 

SN5453/SN7453 
'H60 

positive logic: 
X = ABCD when connected to X and X 

inputs of SN54H50/SN74H50, 

SN54H53/SN74H53, or 

SN54H55/SN74H55 
See pages 6-43 and 6-44 




rJ^i^LHJiU^LIIUIL 



njLnjJiiTiArMijrLir 

1A 18 IC 2A 2B 2C GND 

SN5460 (J) SN7460 (J, N) 

SN54H60 (J) SN74H60 (J, N) 




LiiMiiniriijiiJiir 

IX IX 1A Vcc 1B IC ID 

SN5460 (W) 
SN54H60 (W) 



NC— No internal connection 



3A 3X IX 



TRIPLE 3-INPUT 
EXPANDERS 



Vcc 3C 



61 



positive logic: 

X = ABC when connected to X input of 
SN54H52/SN74H52 



See page 6-45 



r-— fi~L--, r--fr|— -I 



IX 2X 3X GND 3C 3B 3A 



^iTLLiiirijLnirLiiiir 

1A IB IC 2A 2B 2C GND 

SN54H61 (J) SN74H61 (J, N) 



^ 



-c^ 



LiJiiJiinArijrLiLriJLr 

lA 1B 1C Vcc 2A 2B 2C 

SN54H61 (W) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-WIDE AND-OR EXPANDERS 



62 



'H62(J, N) (2-3-3-2 INPUT) 

positive logic: 

X = AB+CDE+FGH+IJ when connected 

to X and X Inputs of SN54H50/SN74H50, 
SN54H53/SN74H53, or SN54H55/SN74H55 



'H62(W) (3-2-2-3 INPUT) 

positive logic: 

X = ABC+DE+FG+HIJ when connected to 
X and X Inputs of SN54H50/SN74H50, 
SN54H53/SN74H53, or SN54H55/SN74H55 



See page 6-44 



rAitu^utyJulutL, 




uJiiniTwijjiirLLf 

A B C D e X GND 

SN54H62 (J) SN74H62 (J, N) 



C B X CND !! J I 




A D E Vcc F G I 

SN54H62 (W) 



HEX CURRENT-SENSING INTERFACE GATES 

63 TRANSLATES LOW-LEVEL INPUT CURRENT TO LOW-LEVEL VOLTAGE 
AND 
HIGH-LEVEL CURRENTTO HIGH-LEVEL VOLTAGE 



See page 6-62 



J»«14nlJ«UnU»l-rn--R^ 



SN54LS63(J.W) SN74LS63(J,N) 



4-2-3-2 INPUT AND-OR-INVERT GATES 
64 TOTEM-POLE OUTPUT 



65 



OPEN-COLLECTOR OUTPUT 



positive logic: Y = ABCD+EF+GHI+JK 



See pages 6-30 and 6-32 



Vcc D C B K J Y 




LjJiininin±riLriir 



SN54S64 (J, W) SN74S64 (J, N) 
SN54S65 (J, W) SN74S65 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



AND-GATED J-K POSITIVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET AND CLEAR 

VCC PR CK K2 K1 K Q 



fO 


FUNCTION TABLE 




INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q Q 


L 


H L 


X 


X 


H L 


H 


L L 


X 


X 


L H 


L 


L X 


X 


X 


L* L* 


H 


H t 


L 


L 


Qo Qo 


H 


H t 


H 


L 


H L 


H 


H t 


L 


H 


L H 


H 


H t 


H 


H 


TOGGLE 


H 


H L 


X 


X 


Qq Qo 




2 R^ Q^ GND J J2 




NC CLR J1 J2 



SN5470 (J) SN7470 (J, N) 



positive logic: J = J1 •J2*J 

K = K1'I<2'K _ 
_ If inputs J and K are not used, they must be grounded. 
See page 6-46 Preset or clear function can occur only when the clock input is low. 



[iniTiininininif 

K1 CK PR Vcc CLR NC J1 

SN5470 (W) 



NC— No internal connection 



AND-OR-GATED J-K MASTER-SLAVE FLIP-FLOPS WITH PRESET 



h71 



FUNCTION TABLE 



Vcc CK K2B K2A KIB KIA Q^ K2B K2A Ol GND Q PR J2B 



INPUTS 


OUTPUTS 


PRESET 


CLOCK J 


K 


Q Q 


L 


X X 


X 


H L 


H 


J-U L 


L 


Qo Qq 


H 


XL H 


L 


H L 


H 


Jt L 


H 


L H 


H 


JT. H 


H 


TOGGLE 





LiJiiJiiJiirtjrLLtiir Li^iiJiijiArijrLLrLLr 

KIA KIB CK Vcc J1A J18 J2A 



J1A J1B J2A J2B PR Q GNO 



positive logic: J = (J1A'J1B)+(J2A'J2B) 

K = (K1A-K1B)+(K2A-K2B) 



See page 6-50 



SN54H71 (J) SN74H71 (J, N) SN54H71 (W) 



AND-GATED R-S MASTER-SLAVE FLIP-FLOPS WITH PRESET AND CLEAR 



l71 



FUNCTION TABLE 



Vcc PR CK R3 R2 R1 1^ 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


S 


R 


Q Q 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H* H* 


H 


H JT- 


L 


L 


Qo Qo 


H 


H TL 


H 


L 


H L 


H 


H XL 


L 


H 


L H 


H 


H XL 


H 


H 


INDETERMINATE 




J^UijLODJJDJSilljrL 



njjiijiiniriiriiriir 



-— ^J|F 1 



NC CLR S1 S2 S3 



LiJiiJTiJi_iJiiriAnir 

R1 CK PR Vcc CLR NC SI 



SN54L71 (J) SN74L71(J, N) SN54L71 (T) 



positive logic: R = R1«R2»R3 
S = S1.S2'S3 

See page 6-54 



NC— No internal connection 



See explanation of function tables on page 3-8. 
This configuration is nonstable; that is, it will not persist when preset and clear inputs return to their inactive (high) level. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



AND-GATED J-K MASTER-SLAVE FLIP-FLOPS WITH PRESET AND CLEAR 



72 



FUNCTION TABLE 



VCC PR CK K3 K2 K1 ( 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q Q 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H* H* 


H 


H XL 


L 


L 


Qo Qo 


H 


H Jl- 


H 


L 


H L 


H 


H JX 


L 


H 


L H 


H 


H -TL 


H 


H 


TOGGLE 




K3 K2 Q^ GND Q J3 J2 



LiTiiTiAiiiiiinirLir 




J2 J3 Q GND 



positive logic: J = J1 0203; K1 •K2-K3 
See pages 6-46, 6-50, and 6-54 



SN5472 (J) SN7472 (J, N) 

SN54H72 (J) SN74H72 (J, N) 
SN54L72 (J) SN74L72 (J, N) 



LiJiiniJiiiiLriLnir 

K1 CK PR VcC CLR NC J1 

SN5472 (W) 
SN54H72 (W| 
SN54L72 (T) 

NC— No internal connection 



DUAL J-K FLIP-FLOPS WITH CLEAR 



73 





'73, 'H73, 


'L73 






FUNCTION TABLE 


INPUTS 


OUTPUTS 


CLEAR 


CLOCK J 


K 


Q Q 


L 


X X 


X 


L H 


H 


TL L 


L 


Qo Qo 


H 


JT. H 


L 


H L 


H 


Jl. L 


H 


L H 


H 


JT_ H 


H 


TOGGLE 



'LS73A 
FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


CLOCK 


J 


K 


O Q 


L 


X 


X 


X 


L H 


H 


< 


L 


L 


Qo Qq 


H 


i 


H 


L 


H L 


H 


i 


L 


H 


L H 


H 


i 


H 


H 


TOGGLE 


H 


H 


X 


X 


Qo Qo 



1J 10 10 GND ZK 20 23 




SN5473 (J, W) SN7473 (J, N) 

SN54H73(J,W) SN74H73 (J, N) 
SN54L73 (J, T) SN74L73 (J, N) 
SN54LS73A (J, W) SN74LS73A (J, N) 



See pages 6-46, 6-50, 6-54, and 6-56 



DUAL D-TYPE POSITIVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET AND CLEAR 

lH, Vgc CLR ^D^ 2CK 2PH 20^ 20^ 

FUNCTION TABLE 



VCC CLR 2D 2CK 2 PR 2Q 20 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


D 


Q Q 


L 


H X 


X 


H L 


H 


L X 


X 


L H 


L 


L X 


X 


H' H* 


H 


H t 


H 


H L 


H 


H t 


L 


L H 


H 


H L 


X 


Qo Qo 




1PR 1Q 10 GND 20 2Q 2 PR 



See pages 6-46, 6-50, 6-54, and 6-56 



miiJiiiiinjriirLir 

1 ID 1CK 1PR 10 10 GND 

CLR 

SN5474 (J) SN7474 (J, N) 

SN54H74 (J) SN74H74 (J, N) 

SN54L74 (J) SN74L74 (J, N) 

SN54LS74A (J, W) SN74LS74A (J, N) 
SN54S74 (J, W) SN74S74 ( J, N) 




See explanation of function tables on page 3-8. 

•This configuration is nonstable; that is, it will not persist when preset or clear inputs return to their inactive (high) level. Furthermore, the 

output levels of the 'LS74A in this configuration are not guaranteed to meet the minimum levels for Vqh '^ the lows at preset and clear are 

near V|i_ maximum. 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-BIT BISTABLE LATCHES 



J^U^^U^^lJ^lJi^^^ 



75 



FUNCTION TABLE 
(Each Latch) 



INPUTS 


OUTPUTS 


D G 


Q Q 


L H 


L H 


H H 


H L 


X L 


Qo Qo 



E 



SQ 



^Q ID 2D ENABLE Vcc 3D 40 43 

SN5475 (J, W) SN7475 (J, N) 

SN54L75 (J) SN74L75 (J. N) 

SN54LS75 (J, W) SN74LS75 (J, N) 



H = high level, L = low level, X = irrelevant 

Qq = the level of Q before the high-to-low transistion of G 

See page 7-35 



DUAL J-K FLIP-FLOPS WITH PRESET AND CLEAR 



IK 10 1Q GNO 2K 20 2Q 2J 



76 



76, 'H76 
FUNCTION TABLE 



'LS76A 
FUNCTION TABLE 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q Q 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H" H" 


H 


H JT. 


L 


L 


Qq Qo 


H 


H -TL 


H 


L 


H L 


H 


H SL 


L 


H 


L H 


H 


H XL 


H 


H 


TOGGLE 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 





L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H' H- 


H 


H 4. 


L 


L 


Qq Qq 


H 


H I 


H 


L 


H L 


H 


H i 


L 


H 


L H 


H 


H l 


H 


H 


TOGGLE 


H 


H H 


X 


X 


Qo Qo 




njJiiTLiniiiiriJLrtLJiir 

1 CK 1 PR 1 1J Vcc 2 CK 2 PR 2 

CLR CLR 

SN5476 (J, W) SN7476 IJ, N) 

SN54H76 (J. W) SN74H76 (J, N) 
SN54LS76A (J,W) SN74LS76A <J.N) 



See pages 6-46, 6-50, and 6-56 



4-BIT BISTABLE LATCHES 



r i^UlIUTLRUl^UTim 



77 



FUNCTION TABLE 
(Each Latch) 



INPUTS 


OUTPUTS 


D G 


Q Q 


I H 
H H 
X L 


L H 
H L 
Qo Qo 



£ 



TiJiiJiiJiirLiriLrLLr 



H = high level, L = low level, X = irrelevant 

Qq = the level of Q before the high-to-low transistion of G 



See page 7-35 



SN5477 (W) 
SN54L77 (T) 
SN54LS77 (W) 



Sea explanation of function tables on page 3-8. 

*This configuration is nonstable; that is, it will not persist when preset and clear inputs return to their inactive (high) level. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL J-K FLIP-FLOPS WITH PRESET, COMMON CLEAR, AND COMMON CLOCK 



78 


'H78, 'L78 






FUNCTION TABLE 




INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK J K 


Q Q 


L 


H XXX 


H L 


H, 


L XXX 


L H 


L 


L XXX 


H" H" 


H 


H XL L L 


Qo Qq 


H 


H TL H L 


H L 


H 


H JT- L H 


L H 


H 


H JX H H 


TOGGLE 



See pages 6-50 and 6-54 



'LS78A 
FUNCTION TABLE 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q 5 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H' H" 


H 


H 1 


L 


L 


Qo Qo 


H 


H 1 


H 


L 


H L 


H 


H 1 


L 


H 


L H 


H 


H 1 


H 


H 


TOGGLE 


H 


H H 


X 


X 


Qq Qo 



See page 6-56 



VCC 1PR CLR 2J 2PR CK 2K 



4^ 



iijiijiijiArLiniiiir 

1K IQ 1Q 1J 2Q 2Q GND 

SN54H78(J,W) SN74H78(J,N) 



IK 10 1Q GND 2J 2Q • 20 



PR I I fl 

J Q -I L J 




CLR 

L!z3i 



LjjiijiijiirLLriinir 

CK 1PR IJ Vcc CLR 2 PR 2K 

SN54L78(J,T) SN74L78(J,N) . 
SN54LS78A(J,W) SN74LS78a'(J,N) 



GATED FULL ADDERS 



O n GATED COMPLEMENTARY INPUTS 
COMPLEMENTARY SUM OUTPUTS 



FUNCTION TABLE 
(See Notes 1,2, and 3) 



INPUTS 


OUTPUTS 1 


Cn B 


A 


Cn+1 


£ L 


L L 


L 


H 


H L 


L L 


H 


H 


L H 


L H 


L 


H 


L H 


L H 


H 


L 


H L 


H L 


L 


H 


L H 


H L 


H 


L 


H L 


H H 


L 


L 


H L 


H H 


H 


L 


L H 



H = high level, L - low level 

NOTES: 1. A= Ac+ A*+ A1-A2, B = B<. + B*+ B1'B2. 

2. When Ai> is used as an input, A1 or A2 must be low. When B-b is 
used as an input, B1 or B2 must be low, 

3. When A1 and A2 or B1 and B2 are used as inputs, A^ or B-l', 
respectively, must be open or used to perform dot-AND logic. 

See page 7-41 



r rR4?T4?U?UrUTUTk 




liTLLn^ruiiirLirLLr 



SN5480(J) SN7480(J,N) 



j3J»y«LH=a=a=C!L 




^irijJi±riiri±rLirLLr 



Vcc e* Be 



SN5480(W) 



See explanation of function tables on page 3-8. 

*ThIs configuration is nonstable; that is, it will not persist when preset and clear inputs return to their Inactive (high) level. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



16-BIT RANDOM-ACCESS MEMORIES 



81 



See page 7-44 



ADDRESS WRITE SENSE 



WRITE ADDRESS 



J^^iMMmmmm 



r 



n 



mijji±niiij_n_!Jiir 

^X3 X2 Xl^ Vcc ^<1 Y2 Y3^ 
ADDRESS ADDRESS 

SN5481A(J,W) SN7481A(J, N) 



2-BIT BINARY FULL ADDERS 



82 



See page 7-49 



J^lJjjUirLBJSilLCiL 




^inin±riirijjiirLir 



SN5482 (J, W) SN7482 (J, N) 
NC— No internal connection 



4-BIT BINARY FULL ADDERS WITH FAST CARRY 



83 



See page 7-53 



JlFIRMlTiCT^^ 



13 A3 B3 



iijiijiijiinjjiijij^^ 

A4 13 A3 B3 Vcc 22 B2 A2 

SN5483A (J, W) SIM74 83A (J, N) 

SN54LS83A (J, W) SN74LS83A (J, N) 



16-BIT RANDOM-ACCESS MEMORIES 

84 



See page 7-44 



WRITE SENSE 



RITE ADDRESS 

GND ""g(A) 0(Br V4 



jriJlFTRRJlFlJinJ¥UT1 



L 



r 



X3 X2 XI 



ijjiijiiniJiLniJiiiiLr 



, X4 X3 X2 



SN5484A (J, W) SN7484A (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-BIT MAGNITUDE COMPARATORS 



DATA INPUTS 



85 



VCC ' A3 B2 A2 A1 B1 AO BO ^ 





See page 7-57 



CASCADE INPUTS OUTPUTS 



SN5485(J,W) SN7485(J,N) 

SN54LS85 (J, W) SN74LS85 (J, IM) 
SN54S85 (J, W) SN74S85 (J, N) 



TinininiJiiiilJuJTir 



SN54L85 (J) SN74L85 (J, N) 



QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 
86 Y = A©B = AB+AB 



FUNCTION TABLE 


INPUTS 


OUTPUT 
Y 


A B 


L L 


L 


L H 


H 


H L 


H 


H H 


L 



ri^^Ul^U^UTUl^UTIJTl 



H = high level, L = low level 



See page 7-65 






LjJiiiiJiijJiirLLRir 



SN54L86 (J) SN74L86 (J, N) 



VcC 4B 4A 4Y 3B 3A 3Y 






iiRiOirLiiijjujiir 

lA IB lY 2A 2B 2Y GND 

SN5486 (J, W) SN7486 (J, N) 

SN54LS86 (J, W) SN74LS86 (J, N) 
SN54S86(J,W) SN74S86(J, N) 






iiHiJiiJijLrLininir 



SN54L86 (T) 



4-BIT TRUE/COMPLEMENT, ZERO/ONE ELEMENTS 

FUNCTION TABLE 



87 



CONTROL 
INPUTS 


OUTPUTS 


B C 


Y1 


Y2 Y3 Y4 


L L 


AT 


A2 7^ S4 


L H 


A1 


A2 A3 A4 


H L 


H 


H H H 


H H 


L 


L L L 



JZUj3UjaMij°LIiU4L 



niiiiiijLiiiiiiriirLir 



See page 7-70 



H = high level, L = low level 

A1 , A2, A3, A4 = the level of the respective A i 



SN54H87 (J, W) 

NC— No inter 



SN74H87 (J, N) 
lal connection 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



256-BIT READ-ONLY MEMORIES 



88 



32 8-BIT WORDS 
OPEN-COLLECTOR OUTPUTS 



For more information contact the factory 



64-BIT READ/WRITE MEMORIES 
O" 16 4-BIT WORDS 



For more information contact the factory 



DECADE COUNTERS 

90 DIVIDE-BY-TWO AND DIVIDE-BY FIVE 



See Page 7-72 



mrajuUnUiiLajE^ 



oLniniTijLriLiiirLinLr 



SN5488A (J, W) SN7488A (J, N) 



r J^lJ^Ui^lJ^WJ^^^ 



ME fJE Dl ' 



"iJiiiniiiAnii-iininif 



i SN7489 (J, N) 



JSJILEJjnJiliJLIiL 



^ijijjijjijLriiriirLir 

BD Ron) R0(21 NC VCC R9(1| B9(2) 

SN5490A (J, W) SN7490A (J, N) 
SN54L90(J,T) SN74L90(J,N) 
SN54LS90 (J, W) SN74LS90 (J, N) 

NC — No internal connection 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



8-BIT SHIFT REGISTERS 

"1 SERIAL-IN, SERIAL-OUT 
GATED INPUT 



FUNCTION TABLE 



See Page 7-81 



INPUTS 
ATtn 


OUTPUTS 
ATtn+8 


A B 


Qh Qh 


H H 
L X 
X L 


H L 
L H 
L H 



H = high, L = low 
X = irrelevant 

t„ = Reference bit time, clock low 
tp+s - Bit time after 8 low-to-high 
clock transitions 



J^LSJJBi^UIUILIIL 




^iitiruniTiiriiriir 



SN5491AIJ) SN7491A (J,N) 

SN54L91 (J) SN74L91(J,N) 

SN54LS91 (J) SN74LS91 (J, N) 



jtululiJLaEuiL 




uninjLTiAnjjiinir 



SN5491A(W) 
SN54L91 (T) 
SN54LS91 (W) 

NC — No internal connections 



DIVIDE-BY-TWELVE COUNTERS 

92 DIVIDE-BY-TWO AND DIVIDE-BY-SIX 



See Page 7-72 



jHjiusLaj^JiyiL 



^liijiTiLTLiniJiiJiir 



VCC Rod) R0(2| 



SN5492A (J, W) SN7492A (J, N) 
SN54LS92 (J, W) SN74LS92 (J, N) 



NC— No internal connection 



4-BIT BINARY COUNTERS 

93 DIVIDE-BY-TWO AND DIVIDE-BY-EIGHT 



, j^u^^uir]_r;n_nin_rTUTi 



J^UHi^^T-RT-W-Til-m- , 



See Page 7-72 



^iiiiJiiJiirunjLnif 



SN5493A (J, W) SN7493A (J, N) 
SN54LS93 (J, W) SN74LS93 (J, N) 



^LTiiHiJiiJiirLirLir 

RO(t) R0[2| NC Vcc NC NC NC 

SN54L93 {J, T) SN74L93 (J, N) 

NC— No internal connection 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIIM ASSIGNMENTS (TOP VIEWS) 



4-BIT SHIFT REGISTERS 

94 DUAL ASYNCHRONOUS PRESETS 



j^^u^^u^^iMJ^^u^qj^in-fvu 



See Page 7-86 




i2ji2iiiriAnjJiiJiiriir 



SN54g4 (J, W) SN7494 (J, N) 



4-BIT SHIFT REGISTERS 

95 PARALLEL IN/PARALLEL OUT 
SHIFTRIGHT, SHIFT LEFT 
SERIAL INPUT 



See Page 7-89 



VCC ^Qa Qb Qc QQ R SHIFT [LOAD l 



Qa Qb Qc Qd 



A Qa Qb gno ^Qc Op ( load ) 



^ijiLriiJi_in±rijJiir 



Qa Qb Qc Qd 



iij~iijiiJiiJi_Lninir 



SN5495A(J,W) SN7495A (J, N) SN54L95(J,T) SN74L95 (J, IM) 

SN54LS95B (J, W) SN74LS95B (J, N) 



5-BIT SHIFT REGISTERS 

96 ASYNCHRONOUS PRESET 



See Page 7-95 




ijjijjiijiiniJiiniitLr 



SN5496 (J, W) SN7496 (J, N) 

SN54L96 (J) SN74L96 (J, N) 

SN54LS96 (J, W) SN74LS96 (J. N) 



SYNCHRONOUS 6-BIT BINARY 
RATE MULTIPLIERS 



97 



See Page 7-102 




iijiijiiiuiiiiiijij_n±r 



SN5497 (J, W) SN7497 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-BIT DATA SELECTOR/STORAGE REGISTERS 

38 SELECTS 1 OF 2 4-BIT WORDS 
PARALLEL IN/OUT 



See Page 7-107 



J^^lMRJlTTOJinJl^ 



Oa °B °C ■" °0 CLOCK 
WORD 



All Bt 62 C1 C2 D2 



mi±riiJiiJijJiiJUiiir 

, A2 A1 B1 B2 CI C2 D2 ^ GND 

INPUTS 

SN54Lg8 (J) SN74L98 (J, N) 



4-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 
"" SERIAL J-K INPUTS 



See Page 7-109 



n /> - /> n CLOCK 

K °A °e GND Qc °0 °0 2 



? 



CK2' 
CK1. 



C D CONTRO 

I.. W.H 



niJiininiJUiiiiiinir 



C Vcc D M CLOCK 



SN54L99 (J) SN74L99 (J, N) 



8-BIT BISTABLE LATCHES 



100 



FUNCTION TABLE 
(Each Latch) 



f 4^^U^^U^^U^^UiiUl?U^l^^ 



INPUTS 


OUTPUTS 


D G 


Q Q 


L H 


L H 


H H 


H L 


X L 


Qo Qo 



See Page 7-113 



■ high level, X = irrelevant 
= the level of Q before the 
high-to-low transition of G 



d-h\ IqU: 



^ 



u_riiniriiJiiniJi2ri±nin^^ 



SN54100(J,W) SN74100{J,N) 

NC — No internal connection 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



AND-OR-GATED J-K NEGATIVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET 



101 



FUNCTION TABLE 



ycc CK K2B K2A MB K1A 0^ KgB K2A S GND PR J2B 



INPUTS 


OUTPUTS 


PRESET CLOCK J 


K 


O Q 


L X X 


X 


H L 


H I L 


L 


Qo Qo 


H 1 H 


L 


H L 


H 1 L 


H 


L H 


H 1 H 


H 


TOGGLE 


H H X 


X 


Qo Qo 





"lininijiininijiif Tin^nimmmf 



J1A J1B J2A J2B PR Q GND 



K1A K1B CK VCC JIA JIB J2A 



SN54H101 (J) SN74H101(J, N) SN54H101 (W) 



positive logic: J= (J1A*J1B)+(J2A*J2B) 

K = (K1A«K1B)+(K2A«K2B) 

See page 6-52 



AND-GATED J-K NEGATiVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET AND CLEAR 



102 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q Q 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H* H* 


H 


H I 


L 


L 


Qq Qq 


H 


H i 


H 


L 


H L 


H 


H i 


L 


H 


L H 


H 


H I 


H 


H 


TOGGLE 


H 


H H 


X 


X 


Qo Qq 



VcC PR CK K3 K2 K1 Q K3 K2 Q^ GMP J3 J2 



s 



>CK 

PR 



_^jtljll^_ 



^ininjjiiJTjJiLriir LiiiiiiiriAJiiJiinir 

NC CLR Jl J2 J3 Q GND K1 CK PR VcC CLR NC Jl 

SN54H102 (J) SN74H102 (J,N) SN54H102 (W) 



positive logic: J = J1 •J2* J3 

K = K1'K2«K3 



See page 6-52 



NC— No internal connection 



DUAL J-K NEGATIVE-EDGE-TRIGGERED FLIP-FLOPS WITH CLEAR 



103 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


CLOCK J 


K 


Q Q 


L 


X X 


X 


L H 


H 


I L 


L 


Qq Qq 


H 


i H 


L 


H L 


H 


i L 


H 


L H 


H 


i H 


H 


TOGGLE 


H 


H X 


X 


Qo Qo 



IJ 10 1Q GND !K 2Q 20 



lijiinijiiniriLrLir 



SN54H103 (J,W) SN74H103(J, N) 



See page 6-52 



See explanation of function tables on page 3-8. 

*This configuration is nonstable; that is, it will not persist when preset and clear inputs return to their inactive (high) level. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIIM ASSIGNMENTS (TOP VIEWS) 



DUAL J-K NEGATIVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET AND CLEAR 

106 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


O Q 


L 


H X 


X 


X 


H L 


ri 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H' H* 


H 


H i 


L 


L 


Qq Qq 


H 


H 1 


H 


L 


H L 


H 


H J 


L 


H 


L H 


H 


H J 


H 


H 


TOGGLE 


H 


H H 


X 


X 


Qo Qo 



IK 1Q lO GND 2K 2Q 2g 2J 



CLR I 
K C-J 



pj 

PR 




njjiijiijiijiirLLriirm 



SN54H106(J,W) SN74H106(J,N) 



See page 6-52 



DUAL J-K FLIP-FLOPS WITH CLEAR 
FUNCTION TABLE 



'LS107A 
FUNCTION TABLE 



VCC CLR 1CK ?K CLR 2CK 2J 



INPUTS 


OUTPUTS 


CLEAR 


CLOCK J 


K 


Q Q 


L 


X X 


X 


L H 


H 


XL L . 


L 


Qo Qo 


H 


JX H 


L 


H L 


H 


Jl. L 


H 


L H 


H 


JT_ H 


H 


TOGGLE 



INPUTS 


OUTPUTS 


CLEAR 


CLOCK 


J 


K 


Q Q 


L 


X 


X 


X 


L H 


H 


i 


L 


L 


Qo Qo 


H 


i 


H 


L 


H L 


H 


i 


L 


H 


L H 


H 


i 


H 


H 


TOGGLE 


H 


H 


X 


X 


Qo Qo 



iijiiJiiiiirL!Jiinir 

U 1Q 1Q IK 2Q 2Q GND 

SN54107 (J) SN74107 (J, N) 

SN54LS107A (J) SN74LS107A (J, N) 



See pages 6-46 and 6-56 



DUAL J-K NEGATIVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET, COMMON CLEAR, AND COMMON CLOCK 



108 



FUNCTION TABLE 



VCC 1 PR CLR 2J 2 PR CK 2K 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q Q 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H* H* 


H 


H 1 


L 


L 


Qq Qo 


H 


H I 


H 


L 


H L 


H 


H i 


L 


H 


L H 


H 


H t 


H 


H 


TOGGLE 


H 


H H 


X 


X 


Qo Qo 



CLR >*-C CLR 



^jLriiJi2rijJi±riiJiLr 

IK 10 1Q U 2Q 20 GND 

; SN54H108 (J, W) SN74H108 (J, N) 



See page 6-52 



See explanation of function tables on page 3-8. 

*Thls configuration is nonstable; that Is, It will not persist when preset and clear inputs return to their inactive (high) level. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



EDGE-TRIGGERED FLIP-FLOPS WITH PRESET AND CLEAR 
;TiON TABLE 







iTS 






OUTPUTS 




CLOCK 


J 


K 


Q Q 




X 


X 


X 


H L 






X 


X 


X 


L H 




L 


X 


X 


X 


H* H* 




H 


f 


L 


L 


L H 


H 


H 


f 


H 


L 


TOGGLE 


H 


H 


t 


L 


H 


Qo Qo 


H 


H 


f 


H 


H 


H L 


H 


H 


L 


X 


X 


Qo Qo 



See pages 6-46 and 6-56 











^ 






L 


>CK 












>CK 






CLR 








r 


J Q 
PR 


1 


V 




, 1 


~1 1 


1 


n^rtiniiiiJiiJiiniriLr 



SN54109 (J, W) SN74109 (J, N) 

SN54LS109A (J,W) SN74LS109A (J, N) 



AND-GATED J-K MASTER-SLAVE FLIP-FLOPS WITH DATA LOCKOUT 

110 

FUNCTION TABLE 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q 5 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H* H* 


H 


H JT- 


L 


L 


Qo Qo 


H 


H J-L 


H 


L 


H L 


H 


H XL 


L 


H 


L H 


H 


H J-1- 


H 


H 


TOGGLE 



positive logic: J = J1 •J2*J3 

K = K1'K2>K3 

See page 6-46 



VCC PR CK K3 K2 K1 Q^ 



^^ 




NC CLR J1 J2 J3 5 GND 

SN54110(J,W) SN74110(J, N) 



NC— No internal connection 



'Jam 



DUAL J-K MASTER-SLAVE FLIP-FLOPS WITH DATA LOCKOUT 

111 

FUNCTION TABLE 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q Q 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H* H* 


H 


H XL 


L 


L 


Qo Qo 


H 


H TL 


H 


L 


H L 


H 


H XL 


L 


H 


L H 


H 


H XL 


H 


H 


TOGGLE 



See page 6-46 



ycc 2K 2PR CLR 2J 2CK 2Q 2Q 



rS 



K Q 

rip — 



^ I 



^iTijJiirtirijJiinLriLr 

IK 1 PR 1 1J . ICK IQ 1Q GND 

CLR 

SN54111(J,W) SN74111(J,N) 



See explanation of function tables on page 3-8. 

'This configuration is nonstable; that is, it will not persist when preset and clear inputs return to their inactive (high) level. 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL J-K NEGATIVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET AND CLEAR 



112 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q O 


L 


H "X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H* H* 


H 


H 1 


L 


L 


Qq Qq 


H 


H I 


H 


L 


H L 


H 


H » 


L 


H 


L H 


H 


H t 


H 


H 


TOGGLE 


H 


H H 


X 


X 


Qo Qo 



VCC CUR CLR 2CK 2K 2J 2 PR 2Q 



K 



[jr^ 



P 



njJiiri±ritnirLLfiinir 

1CK IK U I PR 1Q 1Q 2Q GND 

SN54LS112A(J,W) SN74LS112A (J,N) 
SN54S112(J,W) SN74S112(J,N) 



See pages 6-56 and 6-58 



DUAL J-K NEGATIVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET 

113 

FUNCTION TABLE 



VCC 2CK 2K 2J 2 PR 2Q 20 



INPUTS 


OUTPUTS 


PRESET CLOCK J 


K 


Q Q 


L X X 


X 


H L 


H 1 L 


L 


Qo Qo 


H 1 H 


L 


H L 


H 1 L 


H 


L H 


H 1 H 


H 


TOGGLE 


H H X 


X 


Qo Qo 



r ■■ PR ° ~i 



iijiijiijiArijJiirLir 

ICK IK 1J 1PR IQ 1Q GND 

SN54LS113A (J,W) SN74LS113A (J, N) 
SN54S113(J,W) SN74S113(J,N) 



See pages 6-56 and 6-58 



DUAL J-K NEGATIVE-EDGE-TRIGGERED FLIP-FLOPS WITH PRESET, COMMON CLEAR, AND COMMON CLOCK 



114 


FUNCTION TABLE 




INPUTS 


OUTPUTS 


PRESET 


CLEAR CLOCK 


J 


K 


Q Q 


L 


H X 


X 


X 


H L 


H 


L X 


X 


X 


L H 


L 


L X 


X 


X 


H* H* 


H 


H i 


L 


L 


Qo Qq 


H 


H I 


H 


L 


H L 


H 


H t 


L 


H 


L H 


H 


H ^ 


H 


H 


TOGGLE 


H 


H H 


X 


X 


Qq Qq 



VCC CK 2K 21 2 PR 20 20 




jjii]i±iiAnin±riir 

CLR IK 1J 1PR 10 1Q GND 



SN54LS114A(J,W) SN74LS114A (J, N) 
SN54S1 14 (J, W) SN74S1 14 (J,N) 



See pages 6-56 and 6-58 



See explanation of function tables on page 3-8. 

*This configuration is nonstable; that is, it will not persist when preset and clear inputs return to their inactive (high) level. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL 4-BIT LATCHES 



116 



rJ^^Ul^U^nJ^^U^iiU^^U^U^^ 



FUNCTION TABLE 
(EACH LATCH) 



INPUTS 




CLEAR 


ENABLE 


DATA 


Q 


G1 G2 


H 


L L 


L 


L 


H 


L L 


H 


H 


H 


X H 


X 


Qo 


H 


H X 


X 


Qo 


L 


X X 


X 


L 



I I I I I I I 



eJ 



-<M 



H>- 



la^ 




See page 7-115 



SN54116(J,W) SN74116(J, N) 



DUAL PULSE SYNCHRONIZERS/DRIVERS 



120 



FUNCTION TABLE 



INPUTS 


FUNCTION 


R 


SI 


S2 


X 


L 


X 


Pass Output Pulses 


X 


X 


L 


Pass Output Pulses 


L 


H 


H 


Inhibit Output Pulses 


H 


t 


H 


Start Output Pulses 


H 


H 


I 


Start Output Pulses 


I 


H 


H 


Stop Output Pulses 


H 


H 


H 


Continue* 



J«U«Ll^L[»li!LBJijl^ 



A A A I 



'Operation initiated by last I transition continues. 



See page 7-118 



1M ISI 1S2 1R 1C 1Y l7 GND 



SN54120 (J, W) SN74120 (J, N) 



MONOSTABLE MULTIVIBRATORS 



121 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


A1 


A2 


B 


Q O 


L 


X 


H 


L H 


X 


L 


H 


L* H* 


X 


X 


L 


L* H* 


H 


H 


X 


L* H» 


H 


; 


H 


J-L T_r 


1 


H 


H 


-TL T_r 


1 


I 


H 


J-L i_r 


L 


X 


t 


J-L "LT 


X 


L 


t 


J-I IJ- 



NOTES: 1. An external capacitor 
may be connected 
between Cg^t (positive) 
and Rgxt^^ext- 
2. To use the internal 

timing resistor, connect 
Rfp^ to Vqq. For improved 
pulse width accuracy and 
repeatability, connect an 
external resistor between 
Rext/Cext 3nd Vcc with 
Rjp^ open-circuited. 



Vcc NC NC C*Kt Ce«t Rint NC 




See page 6-64 



Q NC A1 A2 B Q GND 

SN54121 (J, W) SN74121 (J, N) 
SN54L121 (J, T) SN74L121 (J, N) 
'121 .. . R|nt = 2 kn NOM 
•L121 ... Rint = '* kn NOM 
NC— No internal connection 



See explanation of function tables on page 3-8. 
•These lines of the function table assume that the 
complete any pulse started before the setup. 



indicated steady-state conditions at the A and B inputs have been set up long enough to 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 225012 • DALLAS, TEXAS 75265 



5-35 



54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



RETRIGGERABLE MONOSTABLE MULTIVIBRATORS WITH CLEAR 
122 FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


A1 A2 


B1 


B2 


Q Q 


L 


X X 


X 


X 


L H 


X 


H H 


X 


X 


L" H- 


X 


X X 


L 


X 


L- H- 


X 


X X 


X 


L 


L' H' 


H 


L X 


t 


H 


SI V 


H 


L X 


H 


t 


JT. U- 


H 


X L 


t 


H 


Jl If 


H 


X L 


H 


t 


JX TJ- 


H 


H t 


H 


H 


JT. TJ- 


H 


t 1 


H 


H 


fl If 


H 


I H 


H 


H 


JT. -IT 


t 


L X 


H 


H 


JI U 


t 


X L 


H 


H 


Jl XT 




See page 6-76 



1. An external timing capacitor 
may be connected between 
Cext and Rgxt/Cext (positive). 

2. For accurate repeatable pulse 
widths, connect an external 
resistor between Rext^'-ext 
and Vcc with H■,„^ 
open-circuited. 



TiTLiniiiiJiArLLriir 

Al A2 B1 B2 CLR Q GND 

SN54122 (J, W) SN74122 (J, N) 
SN54L122 (J, T) SN74L122 (J, N) 
SN54LS122(J,W) SN74LS122 (J, N) 
'122 .. . R|n, = 10 kn IMOM 
'L122.. . Rint = 20kn IMOM 
'LS122 . . .Rint= 10 kn NOM 



NC— No internal connection 



DUAL RETRIGGERABLE MONOSTABLE MULTIVIBRATORS WITH CLEAR 



123 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


A B 


G Q 


L 
X 
X 

H 
H 

t 


X X 
H X 
X L 

L t 
I H 
L H 


L H 
L- H' 
L* H* 

JT. TJ 
JT. TJ 
JL TJ 



r ^^^u^^u^j^J^^u^^j^qj^'^u^ 



^ ° 



T 



^3 



See page 6-76 



LiiiiniTiirLirijJiiriir 

lA 1B 1 IQ 20 2 2 Re,,/ GND 

CLR Ce,t Cut 

SN54123(J,W) SN74123(J, N) 
SN54L123 (J) SN74L123 (J, N) 

SN54LS123 (J, W) SN74LS123 (J, N) 



DUAL VOLTAGE-CONTROLLED OSCILLATORS 



124 



J^U^^U^^LRJ^^U^ru^i^UTU 



'^^rrr 



See page 7-123 



'liTLiTiiJiAHliiini-rLLr' 



SN54S1 24 (J, W) SN74S1 24 (J, N ) 



NC— No internal connection 



I^See explanation of function tables on page 3-8. 

'These lines of the function table assume that the indicated steady-state conditions at the A and B inputs have been set up long enough to 
complete any pulse started before the setup. 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



QUADRUPLE BUS BUF FER GATES WITH THREE-STATE OUTPUTS 



125 



positive logic: 

Y = A 

Output is off (disabled) wl^en C is high. 

See page 6-33 



3C 3A 3Y 



Vcc 4C 4A 




IC 1A 1Y 2C 2A 2Y GND 

SN54125(J,W) SN74125(J, N) 
SN54LS125A(J. W) SN74LS125A(J, N) 



QUADRUPLE BUS BUFFER GATES WITH THREE-STATE OUTPUTS 



126 



positive logic: 

Y = A 

Output is off (disabled) when C is low. 



See page 6-33 



4Y 3C 3A 3Y 



JKLIIU«LRJj3iILiIL 




njJiiJiiniJiiri!Jiir 

1C 1A 1Y 2C 2A 2Y GND 

SN54126 (J, W) SN74126 (J, N) 
SN54LS126A(J,W) SN74LS126A(J, N) 



SN54128 . . . 75-OHM LINE DRIVER 
SN74123 . . . 50-OHM LINE DRIVER 



128 



positive logic: 

Y = A+B 



See page 6-22 



Vcc 4Y 4B 4A 3Y 3B 3A 




[jjiiruniTLJiiiiir 

1Y 1A IB 2Y 2A 2B GND 

SN54128 (J, W) SN74128 (J, N) 



QUADRUPLE 2-INPUT POSITIVE-NAND SCHMITT TRIGGERS 

132 



positive logic: 
Y = AB 



See page 6-14 



4A 4Y 3B 3A 3Y 



J^JjBJ^JjDJEJILflL 






njJliJliri±lliJliJlir 

lA IB lY 2A 2B 2Y GND 

SN54132 (J, W) SN74132 (J, N) 
SN54LS132 (J,W) SN74LS132 (J, N) 
SN54S132 (J, W) SN74S132 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



13-INPUTPOSITIVE-NAND GATES 



133 



positive logic: 



Y = ABCDEFGHIJKLM 



See page 6-2 



L K J I H Y 



J^U^U^^U^^U^^U^^U^^T-FL 



r 



I 



uJiiniTiiniJiirLLriir 

A B C D E F G GND 

SN54S133 (J, W) SN74S133(J, N) 



12-INPUT POSITIVE-NAND GATES WITH THREE-STATE OUTPUTS 



134 



positive logic: 



Y = ABCDEFGHIJKL 

Output is off (disabled) when output control is high. 



See page 6-33 



VccCONTROLL K _J I _H _Y 



^ 



5 



LiJijJiiniiiiiiinjJiir 

A B C D E F G GND 

SN54S134 (J, W) SN74S134 (J, N) 



QUAD EXCLUSIVE-OR/NOR GATES 



135 



positive logic: Y = (A© B) © C = ABC + ABC + ABC + ABC 



See page 7-129 



3C. 4C 38 3A 3Y 



nriM»lRM^^ 




nHKIIill^llnllMir 



1C, 2C 2A 2B 2Y GND 



SN54S135 (J, W) SN74S135(J, N) 



NC— No internal connection 



QUAD EXCLUSIVE-OR GATES WITH OPEN-COLLECTOR OUTPUTS 



136 



positive logic: Y = A© B = AB-^AB 



See page 7-131 



VCC <B 4A 4Y 3B 3A 3Y 

r J^iMMmriii¥iim 






nifMiltiJMiJLLr 

lA IB lY 2A 2B 2Y GND 

SN54136(J.W) SN74136(J,N) 
SN54LS136 (J, W) SN74LS136 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEW) 



3- TO 8-LINE DECODERS/DEMULTIPLEXERS 



138 



See page 7-134 



111111 



C G2A G2B Gl 



rm 



LiJiiALfiiAiiiiniiiLr 



SN54LS138 (J, W) SN74LS138 (J, N) 
SN54S138 (J, W) SN74S138 (J, N) 



DUAL 2- TO 4-LINE DECODERS/DEMULTIPLEXERS 



139 



See page 7-134 



DATA OUTPUTS 



jTijinRjiriRj^^ 



A A A 



J 



d± 



V. V„V. V 



^liiinijiinjjiinjjiir 



1V2 1V3, GND 



DATA OUTPUTS 



SN54LS139 (J, W) SN74LS139 (J, N) 
SN54S139 (J, W) SN74S139 (J, N) 



DUAL 4-INPUT POSITIVE-NAND 50-OHM LINE DRIVERS 



140 



positive logic: 
Y = ABCD 



See page 6-22 



VCC 2D 2C NC 2B 2A 2Y 



^inirijjiin±iiinjj 

1A IB NC 1C 1D 1Y GND 

SN54S140 IJ, W) SN74S140 (J, N) 



NC— No internal connection 



BCD-TO-DECIMAL DECODER/DRIVER 

141 DRIVES COLD-CATHODE 

INDICATOR TUBES 



See page 7-1 38 



>immmmFm;un_ , 



M 



980154673 



TT7T 



miiiiifiiiMiJizJiir 

. B 9 _ A D . Vgg ^ B C^ 2 

OUTPUTS INPUTS INPUTS OUTPUT 

SN74141 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



COUNTER/LATCH/DECODER/DRIVER 

142 DIVIDE-BY-10 COUNTER 
4-BIT LATCH 

4-BIT TO 7-SEGMENT DECODER 
NIXIE t TUBE DRIVER 



See page 7-140 

+ Nlxie is a registered trademarl< of the Borroughs Corp. 




miiiijjiiiUiiiiUJi^ 



SN74142(J, N) 



COUNTERS/LATCHES/DECODERS/DRIVERS 



143 , 



144 



5 mA CONSTANT CURRENT 
1- TO 5-V OUTPUT RANGE 

UP TO 15-V INDICATORS 
UP TO 25 mA 
OPEN-COLLECTOR OUTPUT 




SN54143 (J, W) SN74143 (J, N) 
SN54144 (J, W) SN74144 (J, N) 



See page 7-143 



BCD-TO-DECIMAL DECODERS/DRIVERS FOR LAMPS, RELAYS, MOS 

145 

*^** BCD-TO-DECIMAL 




See page 7-148 



Tiiiir[iniriiiTi]iiiTir 

, 1 2 3 4 5 6 . GND 

OUTPUTS 

SIM54145 (J, W) SN74145 (J, N) 
SN54LS145 (J, W) SN74LS145 (J, W) 



10-LINE DECIMAL TO 4-LINE BCD PRIORITY ENCODERS 



147 



INPUTS 
VCC NC D f 3 2 }~ 



rMCT^nrnjiTuiruiiTim 



Erxxi 



rxxm 



mijjiiiiijiAiUiiLriir 



See page 7-151 



SI\154147(J,W) SN74147(J, N) 
SN54LS147 (J, W) SN74147 (J, N) 

NC — No internal connection 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



8-LINE-TO-3-LINE OCTAL PRIORITY ENCODERS 



148 



See page 7-151 



VCC ^EO GS^ ^3 2 



J^IMRMRR^^ 



i r r 1 j-j 



mmioiifiiiiininir 

V 4 S 6 7 El / ^ A2 ftl y GNO 

INPUTS OUTPUTS 

SN54148 (J, W) SN74148 (J, N) 

S1M54LS148 (J, W) SN74LS148 (J, N) 



1-OF-16 DATA SELECTORS/MULTIPLEXERS 



150 



See page 7-157 



3=RJMJ^U^UJ»LB=HJ^^ 



'iinmijiinijiinininij^^ 



S1\I54150 (J,W) SN74150J,N) 



1-OF=-8 DATA SELECTORS/MULTIPLEXERS 

151 



See page 7-157 



DATA INPUTS DATA S 





|-03 cJ 


1 1 1 i y f 


^jjiininirLiTLiitLrLLr 



DATA INPUTS OUTPUTS 

SN54151A (J,W) SN74151A (J, IM) 

SN54LS151 (J, W) SN74LS151 (J, N) 

Sr\l54S151 (J, W) SN74S151 (J, N) 



1-OF-8 DATA SELECTORS/MULTIPLEXERS 



152 



See page 7-157 



DATA INPUTS- 



r J^qj^U^U^lJiajTUTI 



iirujiiri±riLriiJiir 



SN54152A (W) 
SN54LS152 (W) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEW) 



DUAL 4-LINE TO 1-LINE DATA SELECTORS/MULTIPLEXERS 



153 



See page 7-165 



DATA INPUTS 



JiTijirLjirijinMJ^^ 



Kl 5« 5ci 2C0 2V 

2G 
B_B 




njJiiiuriiJiiJiiji^R^ 



OUTPUT GND 



DATA INPUTS 



SN54153(J,W) SN74153(J, N) 

SN54L1 53 (J) SN74L153 (J, N) 

SN54LS153 (J, W) SN74LS153 (J, N) 

SN54S153 (J, W) SIM74S153(J, N) 



4-LINE TO 16-LINE DECODERS/DEMULTIPLEXERS 



IRA 



See page 7-171 



r 4^u^wT^W4;w^;mwi^u:ik 



B C D G2 Gl IS 14 13 12 



1 2 3 4 5 6 7 8 9 10 



SN54154(J, W) SN74154(J, N) 
SN54L154(J) SN74L154(J, N) 



DECODERS/DEMULTIPLEXERS 

DUAL 2- TO 4-LINE DECODER 

DUAL 1-TO 4-LINE DEMULTIPLEXER 

3- TO 8-LINE DECODER 

1-TO 8-LINE DEMULTIPLEXER 



155 



156 



TOTEM-POLE OUTPUTS 



OPEN-COLLECTOR OUTPUTS 



See page 7-175 



VCC 2C 2G 



^2Y3 2Y2 2Y1 2Y0^ 



J^TJinji^u^TiMmjiiarrL 




DATA STRBS£LECT^ 1Y3 1V2 1Y1 1V0/ GND 



IC IG INPUT 



SN54155(J,W) SN74155(J, N) 

SN54LS155 (J,W) SN74LS155 (J, N) 

SN54156(J,W) SN74156(J, N) 

SN54LS156 (J,W) SN74LS156 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEW) 



QUAD 2- TO 1-LINE DATA SELECTORS/MULTIPLEXERS 
157 NONINVERTED DATA OUTPUTS 



158 



INVERTED DATA OUTPUTS 



See page 7-181 



INPUTS OUTPUT INPUTS OUTPUT 



VCC STROB E «A 48 4Y 3t 3B 3Y 




ninilmmTiniftillir 



2A 2B , 2Y GNO 



INPUTS OUTPUT INPUTS OUTPUT 

SN54157(J,W) SN74157(J, N) 

SN54L157 (J) SN74L157 (J, N) 

SN54LS157 |J,W) SN74LS157 (J, N) 

SN54S1 57 ( J, W) SN54S1 57 ( J, N) 

SN54LS158 (J, W) SN74LS158 (J, N) 

SN54S1 58 (J, W) SN74S1 58 (J, N) 



4- TO 16-LINE DECODERS/DEMULTIPLEXERS 
159 OPEN-COLLECTOR OUTPUTS 



See page 7-188 



r4i^UnU^UM4;W4^W4^^ 



A B C O Q2 Gl 15 14 13 12 



23456789 10 



TilliltiTliiliJIiJIiJIiJI^^ 



SN54159(J,W) SN74159(J, N) 



SYNCHRONOUS 4-BIT COUNTERS 

160 DECADE, DIRECT CLEAR 

161 BINARY. DIRECT CLEAR 

162 DECADE, SYNCHRONOUS CLEAR 

163 BINARY, SYNCHRONOUS CLEAR 



See page 7-190 



^CC OUTPUT "a "b "c Qp T LOAD 



RIPPLE Oa 

CARRY 

OUTPUT 



tin 



uJiiJiiniJiuiiJiiJur 

CLEAR CLOCK ^ A 8 C O ^ ENABLE GND 

DATA INPUTS 

SN54160(J,W) SN74160(J,N) 

SN54LS160A (J, W) SN74LS160A (J, N) 

SN54161 (J,W) SN74161(J,N) 

SN54LS161A(J,W) SN74LS161A (J, N) 

SN54162(J,W) SN74162(J, N) 

SN54LS162A (J,W) SN74LS162A (J, N) 

SN54S162 (J,W) SN74S162 (J,N) 

SN54163(J,W) SN74163(J,N) 

SN54LS1 63A (J, W) SN74LS1 63A (J, N) 

SN54S1 63 (J, W) SN74S1 63 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



8-BIT PARALLEL OUTPUT SERIAL SHIFT REGISTERS 



164 



ASYNCHRONOUS CLEAR 



See page 7-206 



VcC '°H °G °F °E CLEARCLOCK 

JinRMM¥iJTTrTl^ 




1 1 1 1 j, 


- 




p 


°H Qg °f Oj clear 

A CK<- 
B °A °B °C °D 









LiiliiUillllijlijm 

A B Qi Qr Qr On GND 



SERIAL INPUTS 



SN54164(J, W) SN74164(J,N) 

SN54L164(J,T) SN74L164 (J, N) 

SN54LS164 (J, W) SN74LS164 (J, N) 



PARALLEL-LOAD 8-BIT SHIFT REGISTERS WITH 
COMPLEMENTARY OUTPUTS 



165 



See page 7-212 



PARALLEL INPUTS 



SERIALOUTPUT 



A INPUT Qh 



Vqq INHIBIT^ C 



°» 



TLnjJi2Ji±njJiiJijjiir 



SHIFT/CLOCK , E 



H, OUTPUT GND 



PARALLEL INPUTS 



SN54165(J,W) SN74165(J, N) 

SN54LS165(J,W) SN74LS165 (J, IM) 



8-BIT SHIFT REGISTERS 

166 PARALLEL/SERIAL INPUT 
SERIALOUTPUT 



See page 7-217 



PARALLEL PARALLEL INPUTS 






iiJiiii±riiJUiiiJiiJi!Lr 



SERIAL A B 



D CLOCK CLOCK GND 



PARALLEL INPUTS 



SN54166(J, W) 
SN54LS166 (J, W) 



SN74166(J, N) 
SN74LS166(J, N) 



5-44 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 . DALLAS, TEXAS 75222 



54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEW) 



SYNCHRONOUS DECADE RATE MULTIPLIERS 

167 



See page 7-222 



I I Q Q a 



mliJliiliJljJlillillir 



SN54167 (J, W) SN74167 (J, N) 



NC — No internal connection 



4-BIT UP/DOWN SYNCHRONOUS COUNTERS 



lOO DECADE 
169 BINARY 



See page 7-226 



pMJRJltu^ 




njjiitiiiiiji±iii]iiiiir 



SN54S168(J,W) SN74S168 (J, N) 

SN54LS169A(J, W) SN74LS169A (J, N) 
SN54S169 (J, W) SN74S169 (J, N) 



4-BY-4 REGISTER FILES 



170 



SEPARATE READ/WRITE ADDRESSING 
SIMULTANEOUS READ AND WRITE 
OPEN-COLLECTOR OUTPUTS 
EXPANDABLE TO 1024 WORDS 



See page 7-237 



W RITE SELECT ENABLE OUTPUTS 
Vqc °' 'W^Wj" WRITE READ "01 02' 



G„ G„ 01 



"A "b '■W ''R 



D3 04 Rr R. 04 03 



DATA READ SELECT OUTPUTS 

SN54170 (J, W) SN74170 (J, N) 

SN54LS170 (J, W) SN74LS170 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



16-BIT REGISTER FILE 



172 



INDEPENDENT READ/WRITE ADDRESSING 
SIMULTANEOUS READ/WRITE 
8-WORDS OF TWO BITS EACH 
3-STATE OUTPUTS 



See page 7-245 



r-isasssSSftSSSin 




niiliiliJlilliJliiliJliJli^^ 



SN74172(J,N) 



4-BlT D-TYPE REGISTERS 
173 3-ST ATE OUTPUTS 

See page 7-249 



DATA ENABLE 



DATA INPUTS 



VccCLEAR 'ID 2D 3D 4D' '02 Gl ' 



K 



CLEAR 1D 2D 30 4D DATA 
ENABLE 
OUTPUT _^ 

CONTROL 1Q 2Q 3Q 4Q y 



3 



TDilfiiiTliTniEiXiiir 

iM N , , IQ 2Q 30 «Q, CLOCK GND 



OUTPUT CONTROL OUTPUTS 



SIM54173 (J, W) SN74173 (J, N) 

SN54LS173A (J, W) SN74LS173A (J, N) 



HEX D-TYPE FLIP-FLOPS I 

174 SINGLE-RAIL OUTPUTS 
COMMON DIRECT CLEAR 



See page 7-253 



'Lt; B<J wj BO 8q «D au clock 



Q^— sjpqwpqp^ 



CK< ►i< > 



SN54174(J, W) SN74174{J,N) 

SN54LS174 (J, W SN74LS174 (J, N) 

SN54S1 74 (J, W) SN74S1 74 ( J, N ) 



QUAD D-TYPE FLIP-FLOPS 

175 COMPLEMENTARY OUTPUTS 
COMMON DIRECT CLEAR 



See page 7-253 



'LC *u *u «u 30 3U 30 CLOCK 



^ 



^ 



f 



^ 



^ 



CLEAR 10 IS 10 20 29 20 GNO 

SN54175(J,W) SN74175(J,N) 
SN54LS175 (J. W) SN74LS175 (J, N) 
SN54S1 75 (J, W) SN74S1 75 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



PRESETABLE COUNTERS/LATCHES 

176 DECADE (BI-QUINARY) 

177 BINARY 
See page 7-259 



DATA INPUTS 



Vcc CLEAR Op r-^ ^-^ Qb 1 



HI 



CLEAR Qq D B Qg 



OC C A Qa 



iiniiTiiTiiiLniQTZr 

COUNT/ Or » C A , Q. CLOCK GND 

LOAD ^ 2 

DATA INPUTS 

SN54176(J,W) SN74176(J,N) 

Sr;i54177(J,W) SN74177(J, N) 



4-BIT UNIVERSAL SHIFT REGISTERS 



178 



See page 7-265 



iraruia OUTPJT OUTPUT 

Vcc 'C D' SHIFT Qp LOAD Oc 



D SHIFT Od load 

Qcl— ' 



^iJiAnjiiAJiAfiifiir 



SN54178(J,W) 



SN74178 (J, N) 



4-BIT UNIVERSAL SHIFT REGISTERS 

179 DIRECT CLEAR 

Qq COMPLEMENTARY OUTPUTS 



See page 7-265 



Vcc ^c D' SHIFT Qp Qq load Qc 



C D SHIFT Qd QD load 



uLiiiJijLrLiiiiiiiJii^^ 



SN54179 (J,W) 



SN74179(J,N) 



9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 

180 



See page 7-269 



Vcc ' F E D C B A * 




1 


- 




F E D C B 

- G A - 

EVEN ODD r r 
H INPUT INPUT EVEN ODD 







LjjiijiijiijiiriirLir 



SN54180(J,W) 



SN74180 (J.N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



ARITHMETIC LOGIC UNITS/FUNCTION GENERATORS 

181 16 ARITHMETIC OPERATIONS 
16 LOGIC FUNCTIONS 



See page 7-271 



J^^Ui^UnuiaJ^SU^^U^iTJl^^ 








ii ii h tl il fe Z c„.. i A-e 
< So I3 >-l 


i ]' ' 



SN54181 (J, W) SN74181(J, N) 

SN54LS181 (J,W) SN74LS181 (J,N) 

SN54S181 (J,W) SN74S181 (J, N) 



LOOK-AHEAD CARRY GENERATORS 

182 



See page 7-282 



INfUTS OUTJOTS 



jtll?UltlCT?lji\ftljfL 




^^^WUJt^^^ij^ 



SN54182(J,W) 
SN54S182(J,W) 



SN74182(J,N) 
SN74S182 (J, N) 



DUAL CARRY-SAVE FULL ADDERS 



183 



See page 7-287 




^liuiunifujiiiiir 



SN54LS183 (J, W) SN74LS183 (J, N) 

SN54H183(J,W) SN74H183 (J, N) 



CODE CONVERTERS 

CASCADEABLE TO N-BITS 

184 BCD-TO-BINARY 

185 BINARY-TO-BCD 
See page 7-290 



BINARY SELECT 



Vcc G ' E 



r J^TRMMmmjiim 




iiiiiJM±niiijJiifi±r 

vYI Y2 Y3 Y4 VS Y6 Y7 / GND 



SN54184(J,W) 
SN54185A(J,W) 



SN74184(J, N) 
SN74185A(J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



512-BIT PROGRAMMABLE READ-ONLY MEMORIES 

186 64 8-BIT WORDS 

OPEN-COLLECTOR OUTPUTS 

For more information contact the factory 


VCO =N0. OO, ™"-0^; 00. OO. OC. 00, 00. .„ CNO. 1 
































, 


.0.., OO. 003..00. ^-^'^.^^"J 








M 






SN54186(J,W) SN74186(J,N) 

NC — No internal connection 


1024-BIT READ-ONLY MEMORIES 

187 256 4-BIT WORDS 

OPEN-COLLECTOR OUTPUTS 

For more information contact the factory 


VCC AD H S2 S1 DOl DO 2 DO 3 DO 4 






^ , 








H S DOl DO 2 DO 3 1 

G DO 4 1 

F D A B 


1 III 


miiii±fUJiiii!Jiiiiir 

ADG ADF ADE ADD ADA AD B ADC GND 

SN54187 (J, W) SN74187 (J, N) 


256-BIT PROGRAMMABLE READ-ONLY MEMORIES 

188 32 8-BIT WORDS 

OPEN-COLLECTOR OUTPUTS 

See Bipolar Microcomputer Components Data Book, second edition. 


Jru^usii^lMi^^^ 




1 1 1 1 








1 1 1 1 1 1 


SN54S188 (J, W) SN74S188 (J, N 
(Redesignated TBP18SA030) 


r 


64-BIT RANDOM-ACCESS MEMORIES 

189 16 4-BIT WORDS 

THREE-STATE OUTPUTS 

See Bipolar Microcomputer Components Data Book, second edition. 


VcC ADB ADC ADD Dl 4 DO 4 Dl 3 53; 


u 










1 1 1 




S « DM DOl DI2 DO! 


I M I 1 T 


iininiJiirLirLiniri!. 

ADA T W Oil D01 01! D02 ONO 

SN54S189 (J. W) SN74S189 (J, ^ 


r 
J) 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 225012 • DALLAS, TEXAS 75265 



5-49 



54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



SYNCHRONOUS UP/DOWN COUNTERS 



190 BCD 

191 BINARY 



See page 7-296 



JjCSSSSfi^^ 




LLfSllflDBMinZr 



SN54190 (J, W) SN74190 (J, N) 

SN54LS190(J,W) SN74LS190 (J, N) 

SN54191 (J,W) SN74191(J, N) 

SN54LS191 (J,W) SN74LS191 (J, N) 



SYNCHRONOUS UP/DOWN DUAL CLOCK COUNTERS 

192 BCD WITH CLEAR 

193 BINARY WITH CLEAR 



See page 7-306 



nFlRRRMJTl^^ 




M 1 1 J 1 


- 


r 


Q„ Q. DOWN UP 







^TtppHMp;^^ 



SN54192(J,W) 
SN54L192 (J) 
SN54LS192 (J, W) 
SN54193(J,W) 
SN54L193 (J) 
SN54LS193(J,W) 



SN74192(J, N) 
SN74L192 (J,N) 
SN74LS192(J,N) 
SN74193(J,N) 
SN74L193 (J, N) 
SN74LS193(J,N) 



4-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 



194 



See page 7-316 



Vcc Qa Qb °c Od clock si so 



Qa Qb Qc Qo 



C P L 



njjiiiiiiiinAiijJUiiir 



SN54194 (J, W) SN74194 (J, N) 

SN54LS194A (J, W) SN74LS194A (J, N) 
SN54S194 (J, W) SN74S194 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-BIT PARALLEL-ACCESS SHIFT REGISTERS 



195 



See page 7-324 



VCC Qa Qb Qc Qq Qp 



jiiimjuyiTyiTi^^ 




ujiijiinijijjijninir 



SN54195(J,W) SN74195(J, N) 

SN54LS195A (J, W) SN74LS195A (J, N) 
SN54S195(J, W) SN74Sig5(J, N) 



PRESETABLE COUNTERS/LATCHES 

196 DECADE/BI-QUINARY 

197 BINARY 



See page 7-331 



DATA INPUTS 



VCC CLEAR Op 



jiinj^u^^ui^u^^UTUTi 







1 


















CLEAR 


Oo D B Ob 






p 


COUNT/ 
LOAD 






CLOCK ^ 










Qc 


C A QA ^ 














I 







iiTiiTiiniJiin^rLLr 



DATA INPUTS 



SN54196(J,W) 

SN54LSig6(J,W) 

SN54Sig6(J,W) 

SN54197(J,W) 

SN54LS197(J,W) 

SN54S197(J,W) 



Qa CLOCK GND 

2 

SN74ig6(J, N) 
SN74LSig6 (J, N) 
SN74S196(J, N) 
SN74197 (J,N) 
SN74LSig7 (J, N) 
SN74S197(J, N) 



8-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 



198 



See page 7-338 



Q„ G Qo F Of 



r4Wi«UMJ^^ 




liJ1lJ1l]1i[1iJ1lJ1l]^^ 

so SHIFT INPUT Q^ INPUT Og INPUT Oq INPUT Q;, CLOCK GND 



SN54ig8 (J. W) SN74ig8 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS {TOP VIEWS) 



8-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 



199 



J-K SERIAL INPUTS 



See page 7-338 



INPUT INPUT 



r -i^W4^W4^W4iW4^WW^ 







1 


1 


1 


1 


1 


1 


1 


1 J, 








LOAD 








qg 




Of 


E Qe clear 






r- 


R 














CK< 


J 








J 


^ 


oa 


g 


Qb 


c 


Qc 


Od inhibit 








1 


1 


1 


1 


1 


1 


1 1 




1 



HillllllJIlJIlllArtzlllJIl^^^ 



INPUT Q^ 
SERIAL INPUTS 

SN54199(J,W) 



SN74199(J,N) 



256-BIT RANDOM-ACCESS MEMORIES 

201 256 1 -BIT WORDS 

3-STATE OUTPUT 



See Bipolar Microcomputer Components Data Book, second edition. 



JilRJl^UlTlJlFlMfli^^ 



I I r ^■i 



ADC ADH Dl 

ADA 

ADB 



S 



AD G AD F 

ADE 

DO ADD 



uJijALiiLnjJiiJiin±r 

ADA ADB SI S2 S3 OUT- ADD GND 



SN54S201 (J,W) 



SN74S201 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL MONOSTABLE MULTIVIBRATORS 



221 



See page 6-68 



J»lJ»yjiU»L0JJD^^ 




rniiJiiJijJiinirLLrLtr 



SN54221 (J,W) SN74221(J, N) 

SN54LS221 (J,W) SN74LS221 (J, N) 



ASYNCHRONOUS FIRST IN, FIRST OUT MEMORIES 



225 



16 5-BIT WORDS 



See Bipolar Microcomputer Components Data Book, second edition. 



VCC B gLR OR IN DO 1 DO 2 DO 3 DO 4 DOS 



CLR or V DOl DO 2 DO 3 DO 4 
IN 

>CKA OOS 

CK 

R OUT PI 1 PI 2 01 3 PI 4 PI 5 OE 



mLiJiiiiiiiiJiiJii^^ 



SN74S225 (J, N) 



4-BIT PARALLEL LATCHED BUS TRANSCEIVERS 



226 



3-STATE OUTPUTS 



See page 7-345 



J^^IMJ^^UT^IMF^^ 



GAB S2 B1 B2 B3 B4 
GBA OCAB 

SI A1 A2 A3 A4 OCBA 



LiJiiJiiJiiJiLniJijJi^r 



SN54S226 (J, W) SN74S226 (J, N) 



OCTAL BUFFERS/LINE DRIVERS/LINE RECEIVERS 
240 INVERTED 3^T ATE OUTPUTS 



See page 6-83 




nininiJiiniiiininirtLhj^ 



SN54LS240 (J) 
SN54S240 (J) 



SN74LS240 (J, N) 
SN74S240 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



OCTAL BUFFERS/LINE DRIVERS/LINE RECEIVERS 
241 NONINVERTEDJSTATE OUTPUTS 



See page 6-83 




i5TiTWEr0rai3=H=[inir 



SN54LS241 (J) 
SN54S241 (J) 



SN74LS241 (J, N) 
SN74S241 (J, N) 



QUADRUPLE BUS TRANSCEIVERS 
242 INVERTED 3-STATE OUTPUTS 



See page 6-87 



Vcc GBA NC TB 2B 3B 4B 




"iSTirsTirHTinir 



SN54LS242 (J, W) SN74LS242 (J, N) 

NC— No internal connection 



QUADRUPLE BUS TRANSCEIVERS 

243 N0NINVERTED3-STATE OUTPUTS 



See page 6-87 



J«U«UJLlJILHJXUIL 




iijiirijriAriiri±riLr 



GAB NC 1A 2A 3A 



SN54LS243 (J, W) SN74LS243 (J. N) 

NC— No internal connection 



OCTAL BUFFERS/LINE DRIVERS/LINE RECEIVERS 
244 NONINVERTED 35TATE OUTPUTS 



See page 6-83 



Vcc J5 hi I«« IV! I«3 IVJ !»! 1Y4 1 




^lijiirtiiiAninininin^^ 



SN54LS244 (J) 



SN74LS244 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



OCTAL BUS TRANCEIVERS 



VCC G Bl B2 B3 



Ji^U^TJ^U'^IJ^U^^Ul^^^ 



245 



NONINVEHTED 3-STATE OUTPUTS 




niniilihAJIimiinin^^ 



M M GNO 



See page 7-349 



SN54LS245 (J) SN74LS245 (J, N) 



BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 

246 ACTIVE-LOW, OPEN-COLLECTOR, 30-V OUTPUTS 

247 ACTIVE-LOW, OPEN-COLLECTOR, 15-V OUTPUTS 



r i^^U^^li^U^U^^U^^U^^U^ 




See page 7-351 



TiJliiliJliniJliJliJlir 



SN54246(J,W) SN74246(J, N) 
SN54247 (J, W) SN74247 (J, N) 
.SN54LS247 (J, W) SN74LS247 (J, N) 



BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS. 

248 INTERNAL PULL-UP OUTPUTS 

249 OPEN-COLLECTOR OUTPUTS 

See page 7-351 



j^^u^^u^^u^TiMJ^nj^^u^ 



^I^ 



^~i y 1 1 M 
^liJlilllllijliJlinilli^ 



SN54248 (J, W) SN74248 (J, N) 

SN54LS248 (J, W) SN74LS248 (J, N) 

SN54249 (J, W) SN74249 (J, N) 

SN54LS249 IJ, W) SN74LS249 (J. N) 



DATA SELECTORS/MULTIPLEXERS 

2 51 TRUE AND INVERTED 3-STATE OUTPUTS 



r J^^utu^U^U^hjtijiruti 




See page 7-362 



n^iiiTiiriiniJiirLinir 



SN54251 (J, W) SN74251 (J, N) 
SN54LS251 (J, W) SN74LS251 (J, Nl 
SN54S251 (J, W) SN74S251 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL DATA SELECTORS/MULTIPLEXERS 
253 3-STATE OUTPUTS 



See page 7-369 



jqj^xjjnjsi-Pn-rirLmiTu 



Hi 



III 



I. . 1 . .1. .1, 



njjiiriin*ninininir 



SELtCT c„,r, 



SN54LS253 (J, W) SN74LS253 U, N) 



QUAD DATA SELECTORS/MULTIPLEXERS 
257 NONINVERTED 3-STATE OUTPUTS 



See page 7-372 



M^,^,\, \ Jntn\ ^ ^m^* no «T JA JB JT 




SELECT .lA IB, ly 2A 2|) 2» (jNU 

SN54LS257A(J,W) SN74LS257A (J,N) 
SN54S257 (J, W) SN74S257 (J, N) 



QUAD DATA SELECTORS/MULTIPLEXERS 
258 INVERTED 3^T ATE OUTPUTS 



See page 7-372 



JWJFUiTiMjinmjiirim 



\ \ \ i \ \ 



G 4A 4B 4Y 3A 38 



1A IB 1Y 2A 28 2Y 



I I y I I J 



itfmiLriiniiMinzr 



SN54LS258A (J, W) SN74LS258A (J, N) 
SN54S258 (J, W) SN74S258 (J, N) 



EIGHT-BIT ADDRESSABLE LATCHES 

259 



See page 7-376 




iiiuJUiiiJiifiiJijALr 



SN54259 (J, W) SN74259 (J, N) 
SN54LS259 (J, W) SN74LS259 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL 5-INPUT POSITIVE NOR GATES 



260 



See page 6-8 



VCC IE ID 2E 2D 2C 2B 




njjiiTi^iiirijjiinij 

1A IB IC 2A lY 2Y GND 

SN54S260 (J, W) SN74S260 (J, N) 



2-BIT BY 4-BIT PARALLEL BINARY MULTIPLIERS 



261 



See page 7-330 



J^U^^U^^Ul^J^^U^q^i^U^ 







- 


r 





. . J 




^"y~'4rn^jn4^~u^~^4J~yA^ 



SN54LS261 (J,W) SN74LS261 (J, N) 



QUAD COMPLEMENTARY-OUTPUT ELEMENTS 



265 



See page 6-89 






SN54265 (J, W) SN74265(J, N) 



OUAD 2-INPUT EXCLUSIVE-NOR GATES WITH OPEN-COLLECTOR OUTPUTS 

266 

positive logic: Y = A@ B = AB + AB^ 
See page 7-386 



VCC 4B 4A 4Y 3Y 38 3A 




iinijiirLififJiirLir 



lA IB 1Y 2Y 2A 2B 

SN54LS266 (J, W) SN74LS266 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



2048-BIT READ-ONLY MEMORIES 

270 OPEN-COLLECTOR OUTPUTS 
512 4-BIT WORDS 



For more information contact the factory 



AD I S DO 1 DO 2 DO 3 DO 4 



Jl^TRmMMCT^^ 











6 




































1 — 


G 




D04 








FED 


A 


B C 






1 1 1 




1 1 




,J 



T!JUiiLniiiin±fii]iir 

ADG ADF ADE ADD ADA AD B ADC GNO 



SN54S270 (J) SN74S270 (J, N) 



2048-BIT READ-ONLY MEMORIES 

271 OPEN-COLLECTOR OUTPUTS 
256 8-BIT WORDS 



For more information contact the factory 



rJSJ«U^U^U«U»U«L[Ji^^ 




^i_riimnAniniJiimjii^ 



SN54S271 (J) SN74S271 (J, N) 



OCTAL D-TYPE FLIP-FLOPS 

273 COMMON CLOCK 

SINGLE-RAIL OUTPUTS 



See page 7-388 



JiBJai3JiU3JiU»LB=ai 



t3^5t5 



I 



S=a£5s:i£2 



'HiJiimrtinimnmiiiimr' 

CLEAR 1Q ID 2D 20 30 3D AD 4Q GND 

SN54273 (J) SN74273 (J, N) 

SN54LS273 (J) SN74LS273 (J, N) 



4-BIT BY 4-BIT BINARY MULTIPLIERS 

274 3-STATE OUTPUTS 
8-BIT PRODUCTS 
SUB-MULTIPLE PRODUCTS 



See page 7-391 



'UC BZ" — HZ" ' ^2" ' GZ Q1 ' Z" ' r"» Z"" 7" " 



I 



AB2"*' ABTT** AB2"* 



A2^^ A2^' A2^' B2" AB2" AB2^' AB;"*'AB2^^ 



A2" A2"*' A2^^ A2^^ B2" 7" 2^* 2"'* 2"*3 GND 



SN54S274 (J) SN74S274 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEW) 



7-BIT SLICE WALLACE TREES 
275 3-ST ATE OUTPUTS 



See page 7-391 



S ^y 2"** C2"' 2"'*' 





1 1 J, 1 1 1 




2" 2- ff 2"' 2"" C2"' 

2" ^J 

7- 2" 2- C2- C2- 2- 




TjiiJiiJiAniriini^ 



r 2" 2" 2" C2" C2" 



SN54LS275 (J) SN74LS275 (J, N) 

SN54S275 (J) SN74S275 (J, N) 



QUAD J-K FLIP-FLOPS 



276 



SEPARATE CLOCKS 
EDGE-TRIGGERING 
COMMON DIRECT CLEAR AND PRESET 



See page 7-401 



J^^IMRRRRR^^ 



I A — ^ 



rO-. 



^ 



^ 



ijjiijijiiiJiiJijjiiAiii^fii 



SN54276 (J) 



SN74276 (J, N) 



4-BIT CASCADEABLE PRIORITY REGISTERS 

278 , LATCHED DATA INPUTS 

PRIORITY OUTPUT GATING 



See page 7-403 




SN54278 (J, W) SN74278 (J, N) 

NC ~ No internal connection 



QUAD S-R LATCHES 



279 



DIODE-CLAMPED INPUTS 
TOTEM-POLE OUTPUTS 



H ■■ 



high level 
low level 



FUNCTION TABLE 


INPUTS 


OUTPUT 


St R 


Q 


H H 


Qq 


L H 


H 


H L 


L 


L L 


H* 



VCC 45 4B 4Q 352 351 3B 3Q 



See page 6-60 



Qq = the level of Q before the indicated input conditions were established. 
'This output level is pseudo stable; that |s, it may not persist when the 

S and R inputs return to their inactive (high) level. 
^For latches with double S inputs: 

H = both S inputs high 

L = one or both S inputs low 




^iiiiJiinjLjiiJi-injLiiir 

1R 1S1 152 10 2R 25 20 GND 

SN54279 (J, W) SN74279 (J, N) 
SN54LS279 (J, W) SN74LS279 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 
280 N-BIT CASCADEABLE 



See page 7-406 



JEUjiU«]ijBJ«UILIiL 




^iTiiJiirLirijjiiriir 



SN54LS280 (J, W) S1M74LS280 (J, N) 
SN54S280 (J, W) SN74S280 (J, N) 



4-BIT PARALLEL BINARY ACCUMULATORS 

281 15 ARITHMETIC/ 

LOGIC-TYPE OPERATIONS 
LOGIC SHIFT (L OR R) 
EXPANDABLE TO N WORDS 



See page 7-410 



VCC AO CLOCK 



j^^u^^ui^-i^iuiinj^^^^ 




ninilTDIiniJTImJTI^ 



SN54S281 (J,W) SN74S281 (J, N) 



4-BlT BINARY FULL ADDERS 

283 



See page 7-415 



r«y]gjHU«U«]^^ 




njJijJiiTiiniJiirijJiir 



SN54283 (J, W) SN74283 (J, N) 
SN54LS283(J,W) SN74LS283 (J, N) 
SN54S283 (J) SN74S283 (J, N) 



4-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS USED WITH '285 

Z84 EXPANDABLE FOR N-BIT- 
BY-N-BIT MULTIPLICATION 

USE 'S274 FOR NEW DESIGNS 

USE 'LS275/'S275 FOR LARGE MULTIPLIERS 

See page 7-420 



WORD ENABLE 



JjilljnMiOMIinM^ 




TLfliJliiliJliilJJliJ1±r 

C Z B 2A /^ ID 1A IB 1C/ GNO 



WORD INPUTS WORD INPUTS 



SN54284 (J, W) SN74284 (J. N) 



5-GO 
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54/74 FAMILIES OF COMPATIBLE TTl CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS USED WITH '284 



285 



EXPANDABLE FOR N-BIT- 
BY-N-BIT MULTIPLICATION 



USE 'S274 FOR NEW DESIGNS 

USE 'LS275/'S275 FOR LARGE MULTIPLIERS 



Sea page 7-420 



VCC 2D GA GB YQ Y1 Y2 Y3 




lllljALlllJllIllJliJ^ 



, 2C 28 2A, 

WORD INPUTS 



ID 1A 1B IC , GND 



WORD INPUTS 

SN54285 (J, W) SN74285 (J, N) 



1024-BIT PROGRAMMABLE READ-ONLY MEMORIES 

287 256 4-BIT WORDS 
3^TATE OUTPUTS 



Sea Bipolar Microcomputer Components Data Book, second edition. 



VCC AD H S2 SI DPI 00 2 DO 3 004 




n±njjiiJiin±fMifiir 

AD G AD F AO E AD D AD A AD B AD C GND 

SN54S287 (J, W) SN74S287 (J. N) 
(Redesignated TBP14S10) 



256-BIT PROGRAMMABLE READ-ONLY MEMORIES 



288 



32 8-BIT WORDS 
3-STATE OUTPUTS 



Sea Bipolar Microcomputer Components Data Book, second edition. 



mnjirajMimm^ 




nijiiriiriininijiinir 



SN54288 (J, W) SN74S288 (J. N) 
(Redesignated TBP18S030) 



64-BIT RANDOM-ACCESS MEMORIES 

289 164-BITWORDS 

OPEN-COLLECTOR OUTPUTS 



Sea Bipolar Microcomputer Components Data Book, second edition. 



r^^^u^^ui^ui^ij^uigj^iruiu 




njjiijiijijjiijiirunir 



SN54S289 (J, W) SN74S289 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DECADE COUNTERS 

290 DIVIDE-BY-TWO AND DIVIDE-BY-5 



See page 7-423 



VCC »W2) HWI) 



J^U«U«LHJiUTim 




TiiiiiiinAniJiiriLr 

R»(ll NC RBI2t V QC 08 , NC GND 



SN542gO(J,W) SN74290(J,N) 
SN54LS290 (J, W) SN74LS290 (J, N) 



4-BIT BINARY COUNTERS 
293 DIVIDE-BY-TWO AND DIVIDE-BY-EIGHT 



See page 7-423 



rJ^^U^^U^lM-M-fTim 




SN54293 (J, W) SN74293 (J, N) 
SN54LS293 (J, W) SN74LS293 (J, N) 



4-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 

295 



See page 7-429 



j^^u^^u^nj^^jiinjTUTu 




Mill 


r 


Qa Qb Oc 00 j'n 


i ill 


1^ 


rijJiiJiirLLnirLir 



SN54LS295B (J, W) SN74LS295B (J, N) 



QUAD 2-INPUT MULTIPLEXERS WITH STORAGE 



298 



See page 7-432 



VCC OA Ob Qc Qp CLOCK S ELECT C1 




njjiijiiji±n±riiii2Jiir 



A1 B1 C2 D2 D1 , GNO 



SN54298 (J, W) SN74298 (J, N) 
SN54LS298 (J, W| SN74LS2g8 (J, N) 



5-62 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 225012 • DALLAS, TEXAS 75265 



54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



8-BIT BIDIRECTIONAL UNIVERSAL SHIFT/STORAGE REGISTERS 



Qh' h/qh f/qf d/qd 



299 



Ji^U^U^U^^U^^U^^U^^U^^^ 



3-STATE OUTPUTS 



s 



Qh' H/Qh F/Qf D/Qo b/Qb 



G/Qq E/Qe C/Qc A/Qa QA' 



^ Cl G2 ^ G/QG E/Qe C/Oc A/Qa Oa" CLEAR GND 



See page 7-437 



SN54LS299 (J) SN74LS299 (J, N) 

SN54S299 (J) SN74S299 (J. Nl 



2S6-BIT RANDOM ACCESS MEMORIES 



301 



256 1 -BIT WORDS 
OPEN-COLLECTOR OUTPUT 



JiiRJi^uiTijir^^ 



AD C AD H 01 W AD G AD F 

ADA ADE 



SI 



LiiiiriiJi±n4ALnjJiir 

AO A AD B S1 S2 S3 OUT- AO D GNO 



SN54S301 (J, W) SN74S301 (J, N) 



See Bipolar Microcomputer Components Data Book, second edition. 



8-BIT BIDIRECTIONAL UNIVERSAL SHIFT/STORAGE REGISTERS 
323 3-STATE OUTPUTS 



Jigmmmrammji?^^ 



"uiimruniniJiLniniii^ 



SN54LS323 (J) SN74LS323 (J, N) 



See page 7-443 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



OCTAL BUFFERS/LINE DRIVERS 

340 3-ST ATE INVERTED OUTPUTS 



See page 7-445 



2A4 1V2 2A3 1Y3 2A2 1V4 2A1 



j!i5LaSJaJ3J3=I3J«L[^ 





IG 1A1 2V4 1A2 2V3 1A3 2Y2 1A4 2Y1 GND 



SN74S340 (J, N) 



OCTAL BUFFERS/LINE DRIVERS 

341 3-STATE NONINVERTED OUTPUTS 



Sea page 7-445 



^CC 2G lYI 2A4 



2A3 1Y3 2A2 1Y4 



[^[y^mjTimmjHUi^^ 




l5 1A1 2Y4 1A2 2Y3 1A3 2Y2 1A4 2V1 GND 



SN74S341 (J, N) 



OCTAL BUFFERS/LINE DRIVERS 

344 3-STATE NONINVERTED OUTPUTS 



See page 7-445 



"CC 2G 1Y1 2A4 1Y2 2A3 1Y3 2A2 1Y4 2A1 




1G lAl 2Y4 ' 1A2 2Y3 1A3 2Y2 1A4 2Y1 CHD 



SN74S344(J,N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



8-LINE TO 3-LINE PRIORITY ENCODERS 



OUTPUTS INPUTS 



348 



3-STATE OUTPUTS 



VCC ^EO GS^ '2 2 1 d^ AO 



1 1 1 1 1 i 



EO GS 3 2 



5 6 7 



yj.yj. y.y 



See page 7-448 



LLfiiJiiiiiiiiJiiiiiii^ 

.4 5 6 7 El . . A2 A1 / GND 



SN54LS348 (J, W) SN74LS348 (J, N) 



DUAL 8-LINE TO 1-LINE DATA SELECTOR/MULTIPLEXER 



J^JHJ^^IMJ^^IMJ^^U^^U^^U^^ 



351 



3-STATE OUTPUTS 

4 COMMON DATA INPUTS 



1 



ifer 



'imininAniJijjiininin^ 



See page 7-451 



SN74351 (N) 



DUAL4-LiNE TO 1-LINE DATA SELECTORS/MULTIPLEXERS 
352 INVERTING VERSION OF 'LS153 



DATA INPUTS 



JlTlRCTlflJiF^^ 



7c3 5c5 2Ci 2C5 2Y 
B 6 A ^ 




See page 7-454 



i±n± n±fiiiuiiil i±n-!j 



SN54LS352 (J, W) SN74LS352 (J, N) 



DUAL 4-LINE TO 1-LINE DATA SELECTORS/MULTIPLEXERS 

353 3-STATE OUTPUTS 

INVERTING VERSION OF 'LS253 



J^^li^^lJi^U^^U^U^ru^^U^ 



^ 



III 



BAA 

i , , I , , T 



OUTPUT B ' y/ 'OUTPUT GND 



See page 7-457 



SN54LS353 (J, W) SN74LS353 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



hex bus drivers 

3d5 noninverted 3-state outputs 
gated enable inputs 



See page 6-36 



VCC S2 6A gV 5A SY 4A 4Y 




TLTliTliJI^IliJliJliJl^ 



2A 2V 3A 3Y GND 



SN54365A (J, W) SN74365A (J, N) 

SN54LS365A (J, W) SN74LS365A (J, N) 



HEX BUS DRIVERS 



366 



INVERTED 3-STATE OUTPUTS 
GATED ENABLE INPUTS 



See page 6-36 



6Y 5A 5Y 



VCC 62 




ijjliJliJliJliJljjlillir 



2A 2Y 3A 



SN54366A (J, W) SN74366A (J, N) 

SN54LS366A (J, W) SN74LS366A (J, N) 



HEX BUS DRIVERS 



367 



NONINVERTED 3-STATE OUTPUTS 

ORGANIZED TO FACILITATE 

HANDLING OF 4-BIT DATA 



, See page 6-36 



VCC S2 6A 6Y 5A 5Y 4A t1 




uJuHiHininininir 



3A 3Y GNO 



SN54367A (J, W) SN74367A (J, N) 

SN54LS367A (J. W) SN74LS367A (J. N) 



HEX BUS DRIVERS 

3D0 INVERTED 3-STATE OUTPUTS 

ORGANIZED TO FACILITATE 
HANDLING OF 4-BIT DATA 



See page 6-36 



6Y 5A 5Y 



VCC E2 




ijjijjiijiinjji±riji^^ 



2A 2Y 3A 3Y GND 



SN54368A (J. W) SN74368A (J, N) 

SN54LS368A (J, W) SN74LS368A (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



2048-BIT READ-ONLY MEMORIES 

370 512 4-BIT WORDS 

3-STATE OUTPUTS 



For more information contact the factory 



VCC ADHADI S D01D02D03D0 4 



H I S D01 D02 D03 

3 D04 

F E D A B C 



ADG ADF ADE ADD ADA AD B ADC GND 



SN54S370 (J) SN74S370 (J, N) 



2048-BIT READ-ONLY MEMORIES 

371 256 8-BIT WORDS 

35TATE OUTPUTS 



For more information contact the factory 



jiLBzaJB=Si=BJ^i=i^^ 




Tmnimnininija!Jiin^ 



SN54S371 (J) SN74S371 (J, N) 



OCTAL D-TYPE LATCHES 

373 3-STAT E UTP UTS 

COMMON OUTPUT CONTROL 
COMMON ENABLE 



See page 7-471 



JMlIlMinaBiBIHlBI^ 




LiiiijiiiiiiijiiiJiLrii^^ 



SN54LS373 (J) SN74LS373 (J, N) 

SN54S373 (J) SN74S373 (J, N) 



OCTAL D-TYPE FLIP-FLOPS 

374 3-ST ATE OUTPUTS 

COMMON OUTPUT CONTROL 
COMMON CLOCK 



See page 7-471 



J^^IRMMJIFTO^ 




ijJljJlllliJliJliJl^^ 



SN54LS374 (J) SN74LS374 (J, N) 
SN54S374 (J) SN74S374 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-BIT BISTABLE LATCHES 



375 



See page 7-478 



VCC 4D *g 40 34 30 30 3D 




^LninirtiiiiJiiniJiLf 



SN54LS375 (J, W) SN74LS375 (J, N) 



OUADJ-K FLIP-FLOPS 

376 COMMON CLOCK 
COMMON CLEAR 



Sea page 7-479 



J^^u^qj^^u^^u^nj^qj^iajr^ 



TT ^ 



H>: 



TT^ 



e^ 



<ES: 



^^^ 



SN54376(J,W) SN74376 (J, N) 



OCTAL D-TYPE FLIP-FLOPS 

377 SINGLE-RAIL OUTPUTS 
COMMON ENABLE 
COMMON CLOCK 



See page 7-481 



V(.g 8Q 8D 7D 70 60 60 50 60 CLOCK 



Lq d-II-d Q-Ji— Q D-I *- D Q-* 



CK<>«-C>CK 



71 . , r . 71 ■ , r, 71 ■ . r, h ■ ■ n 



ENABLE 10 10 2D 20 30 3D 40 40 GND 



SN54LS377 (J) SN74LS377 (J, N) 



HEX D-TYPE FLIP-FLOPS 



378 



SINGLE-RAIL OUTPUTS 
COMMON ENABLE 
COMMON CLOCK 



See page 7-481 



nnmiinRM^^ 




njjiinjJi±njALn±rLLr 



SN54LS378 (J, W) SN74LS378 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



QUAD D-TYPE FLIP-FLOPS 

379 DOUBLE-RAIL OUTPUTS 
COMMON ENABLE 
COMMON CLOCK 



See page 7-481 



Jl^lRRMR^^ 



^ 



•^^ 



^ 



^: 



mTIIIIJMinillillir 



SN54LS379 (J, W) SN74LS379 (J, N) 



ARITHMETIC LOGIC UNITS/FUNCTION GENERATORS 

381 8 BINARY FUNCTIONS 

USE *S182 FOR LOOK-AHEAD CARRY 



See page 7-484 



j!iSJ3J3J|U»U3JHUEja-, 




TninimiiininiJiiniJi^f 



SN54S381(J) SN74S381(J, N) 



QUAD 2-IIMPUT EXCLUSIVE-OR GATES 



386 



POSITIVE LOGIC: 
Y = AffiB-AB + AB 



See page 7-487 



Jl^UIIU^TU^UiajTUTL 



S^ kS 



_[g^_f<£l__ 

^iTijjiiniJiiriirLLr 



SN54LS386 (J, W) SN74LS386 (J, N) 



1024-BIT PROGRAMMABLE READ-ONLY MEMORIES 

387 256 4-BIT WORDS 

OPEN-COLLECTOR OUTPUTS 



See Bipolar Microcomputer Components Data Book, second edition. 



VCC AD H S2 ST DOT DO 2 DO 3 DO 4 




njJliTLiJliJliiliJ^^ 

AD G AD F AD E AD D AD A AD B AD C GNO 

SN54S387 (J, W) SN74S387 (J, N) 
(Redesignated TBP14SA10) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL DECADE COUNTERS 



390 



BI-QUINARY OR BCD SEQUENCES 



See page 7-489 




njjiijiijiiJiiriLiiiiiir 

1A 1 IQa IB ^IQb IQc IQQ/ GND 



SN543gO (J, W) SN74390 (J, N) 

SN54LS390 IJ, W) SN74LS390 (J, N) 



DUAL 4-BIT BINARY COUNTERS 

393 



See page 7-489 






n 



Ob Qc Op 



I . . I . . I . .1 



njJiiTLLTiAniiiirLLr 



SN54393 (J, W) SN74393 (J, N) 
SN54LS393 (J, W) SN74LS393 (J, N) 



4-BIT UNIVERSAL SHIFT REGISTERS 



395 



3-STATE OUTPUTS 



See page 7-496 



QA Os OC 00 QQ 



J^Tjqj^^U^^lJnJiru^iru^ 



Oa Ob Qc od Qo* 



^ininiJiiniJiiniriir 



SN54LS395A (J, W) SN74LS3g5A (J, N) 



QUAD 2-INPUT MULTIPLEXERS WITH STORAGE 



398 DOUBLE-RAIL OUTPUTS 



See page 7-499 



jluiy^^ilutututu"^^ 




WORD a^ Bj At »2 B! BI 5i Og GND 

SN54LS398 (J) SN74LS398 (J. N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



QUAD 2-INPUT MULTIPLEXERS WITH STORAGE 



399 



SINGLE-RAIL OUTPUTS 



See page 7-499 



"CC Qq D1 02 CZ CI Qc CLOCK 







1" 


1 


1 


1 


1 


1 








°o 


Dl 


D2 




CI 


°C 






r- 


ws 










CK< 


-^ 






°A 


A1 


A2 


B2 


Bl 


Dl 






1 


1 


1 


1 


1 


1 







n±Juni]iiJiifiiJiin_!i 



WORD O. A1 A2 B2 Bl 



SN54LS399 (J,W) SN74LS399 (J, N) 



MULTI-MODE BUFFERED 8-BIT LATCHES 

412 3-ST ATE OUTPUTS 
DIRECT CLEAR 



Sea page 7-502 



INTER- 
RUPT , 
Vcc OUT 



DATA INPUTS AND OUTPUTS 



OUT IN OUT IN OUT IN OUT CLEAR SEL2 



r4^^14^W4^M4^^ 



[RT DI8 DOS DI7 DO 7 Dl 6 DO 6 Dl 5 DO 5 CLR 



on DO 1 Dl 2 DO 2 013 DOS 01 4 DO 4 STB 



mliJIiJIiJIiJliJlLlI^^ 



OUT.STROBE GND 



DATA INPUTS AND OUTPUTS 



SN54S412 (J) SN74S412 (J, N) 



QUAD GATES 



425 3-ST ATE OUTPUTS 

ACTIVE-LOW ENABLING 



positive logic: Y = A 



See page 6-33 



Vcc <C 4A 4Y X 3A 3Y 




nininiTLLTiLriirLLr 

IC 1A 1Y 2C 2A 2Y GNO 



SN54425 (J, W) SN74425 IJ, N) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



QUAD GATES 



426 3-ST AT E UTP UTS 

ACTIVE-HIGH ENABLING 



positive logic: Y = A 



See page 6-33 



VCC 4C 4A 4Y 3C 3A 3Y 



fi ra 



niJiinininininir 

1C lA 1Y 2C 2A 2V GND 



SN54426 (J, W) SN74426 (J, N) 



SYSTEM CONTROLLER FOR 8080A 
428 BIDIRECTIONAL DATA PORTS 

438 BIDIRECTIONAL DATA PORTS 



See page 7-514 



j28lj27lj26lj25U24U23lj2^^ 



il 1 M M 



f-d STSTB 



xn 



nmiMiniiiMzjuniJMiiMmm^ 



D4 07 





HECTIONAL DATA TORTS 






SN74S428 (N) 






SN74S438 (N) 


re 


^ 


u 


20] Vcc 


B1 


E 




19] 5c 


CI 


E 




li] GB 


C2 


E 




i7] GA 


B2 


E 




17] Al 


B3 


E 




k\ A2 


C3 


E 




U\ A3 


C4 


E 




13] A4 


B4 


E 




12] SI 


GND 


(J) 




1]] SO 


SN54LS440 


SN74LSi 


140 (J, N) 


SN54LS441 (J) 


SN74LS441 (J.N) 


SN54LS442 (J) 


SN74LS442(J,N) 


SN54LS443 (J) 


SN74LS443 (J, N) 


SN54LS444 (J) 


SN74LS444 (J, N) 


SN54LS448 (J) 


SN74LSi 


(48 (J, N) 



QUAD TRIDIRECTIONAL BUS TRANSCEIVERS 



440 
441 
442 
443 
444 
448 



OPEN-COLLECTOR NONINVERTED OUTPUTS 

OPEN-COLLECTOR INVERTED OUTPUTS 

3-STATE NONINVERTED OUTPUTS 

3-ST ATE INVERTED OUTPUTS 

3-STATE INVERTED AND NONINVERTED OUTPUTS 

OPEN-COLLECTOR INVERTED AND NONINVERTED OUTPUTS 



See page 7-507 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



PROGRAMMABLE READ-ONLY MEMORIES 
256 8-BIT WORDS 

470 OPEN-COLLECTOR OUTPUTS 

471 3-STATE OUTPUTS 



J^iU^U^U^U^U^Ul^U^U^U^ 



Tf 


i 1 i II III 



See Bipolar Microcomputer Components Data Book, second edition. 



SN54S470 (J) SN74S470 (J, N) 

(Redesignated TBP18SA22) 

SN54S471 (J) SN74S471 (J,N) 

(Redesignated TBP18S22) 



PROGRAMMABLE READ-ONLY MEMORIES 

472 3-STATE OUTPUTS 

473 OPEN-COLLECTOR OUTPUTS 



_5 DO 8 DO 7 



ji^^^u^u^iwj^u^^njsim-prL 



m 



See Bipolar Microcomputer Components Data Book, second edition. 



AD A AD B AD C AD D AD E DO 1 DO 2 DO 3 DO 4 Gt ' 

SN54S472 (J) SN74S472 (J, N) 

(Redesignated TBP18S42) 
SN54S473 (J) SN74S473 (J, N) 

(Redesignated TBP18SA42) 



PROGRAMMABLE READ-ONLY MEMORIES 

474 3-STATE OUTPUTS 

475 OPEN-COLLECTOR OUTPUTS 



Vcc AD I NC 51 52 S3 S4 DOB DO 7 DO 6 DOS DO 4 




See Bipolar Microcomputer Components Data Book, second edition. 



nifllJIlJIiJIiJIilllJ^^ 

AD H AD G AD F AD E AD D AD C AD B AD A D01 DO 2 DO 3 GND 

SN54S474 (J) SN74S474 (J, N) 

(Redesignated TBP18S46) 

SN54S475 (J) SN74S475 (J, N) 

(Redesignated TBP18SA46) 

NC — No internal connection 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



4-BIT SLICE PROCESSOR ELEMENTS 

481 



AOP AOP 



BI/0 BI/01 CK mere ad 3 ADOP 1 AOP /OV me dOP DOPI DOPSdoseL ^ "-FT WRLFT 



1. 1 . 1 I I I I n 



town 

g-in POS G/AG P/LG Cout EQ 



P/LG I 1 EQ 

G/AG C-out tCWR 



See Bipolar Microcomputer Components Data Book, second edition. 



SN74LS481 (J) 
SN74S481 <J) 



4-BIT-SLICE EXPANDABLE CONTROL ELEMENTS 
482 CASCADABLETO N-BITS 



VCC CK ' S5 S6 CLR FO Fl F2 F3 ' AO 







1 


1 


1 


1 


1 


1 


1 










S5 








1 F2 


" 






r 


« 












AO 


-J 








S3 


Cou. 


Cin 


SI 


S2 A 


3 A2 


A1 




1 


1 


1 


1 


1 


1 


1 







LLHjJljJlilliAilliALfUJm 

I " . ^' • <:-°>" C.n I SI _ S? . . A3 A? Al , GND 



SN54S482 (J) SN74S482 (J, N) 



See Bipolar Microcomputer Components Data Book, second edition. 



DUAL DECADE COUNTERS 



490 



VCC CLOCK CLEAR PUT TO-9 ' 2Qb 2Qc 2Qd ^ 



[oS Sb ii SdI 



n 



pA Qa Qc Qq 



iijiijiiriininirLinir 

1 1 IQa ^ ^ IQfl 10c ^QQ y GND 



SN54490 (J, W) SN74490 (J, N) 
SN54LS490 (J, W) SN74LS490 (J, N) 



See page 7-520 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



VOLTAGE-CONTROLLED OSCILLATORS 

624 TWO-PHASE OUTPUTS 
ENABLE CONTROL 
RANGE CONTROL 



See page 7-460 



VcC CONTROL 



J^^U^U^UlTUl^UTl-R- 









CONTROL ^ 




f^S^ 





niJijJiininininir 



SN54LS624 (J, W) SN74LS624 (J, N) 



DUAL VOLTAGE-CONTROLLED OSCILLATORS 
625 TWO-PHASE OUTPUTS 



See page 7-460 



Jaj^U^ruii]JrUiru¥]^ 






CONTROL — I 



Ai^iininiTiiriiriiriir 



SN54LS625 (J, W SN74LS625 (J, N) 



DUAL VOLTAGE-CONTROLLED OSCILLATORS 

626 TWO-PHASE OUTPUTS 
ENABLE CONTROL 



See page 7-460 



j?u^aj;Lmj7i-WJ?UTu 



r^ 1 jH , I 



flI__E!!__ia__ 



njJiiniriiJiini-rLLnir 



OUTPUT OUTPUT f 



SN54LS626(J,W) SN74LS626 (J, N) 
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54/74 FAMILIES OF COMPATIBLE HI CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



DUAL VOLTAGE-CONTROLLED OSCILLATORS 



627 



See page 7-460 



rMJinj^UiUjHJTl^ 



Pt^^ 



niniiiiJiL[iinij-iif 



SN54LS627 (J, W) SN74LS627 (J, N) 



VOLTAGE-CONTROLLED OSCILLATORS 

628 TWO-PHASE OUTPUTS 
ENABLE CONTROL 
RANGE CONTROL 
EXTERNAL TEMPERATURE COMPENSATION 



See page 7-460 




hjJiiJiiriiniriLrLLr 



SN54LS628 (J, W) SN74LS628 (J, N) 



DUAL VOLTAGE-CONTROLLED OSCILLATORS 

629 ENABLE CONTROL 
RANGE CONTROL 



See page 7-460 



VCC VCC RANGE ^^^ /\ ^^^ E NABLE OUTPU T GNP 



I RNO <^«t 



ZH 



uniJiininirLiTLLJiir 



ENABLE OUTPUT i 



SN54LS629 ( J. W) SN74LS62g (J, N ) 
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54/74 FAMILIES OF COMPATIBLE HL CIRCUITS 



PIN ASSIGNMENTS (TOP VIEWS) 



16-BIT ERROR DETECTION/CORRECTION CIRCUITS 

630 3-STATE OUTPUTS 

o3l OPEN-COLLECTOR OUTPUTS 



See page 7-465 





DEF [T 


u 


^ Vcc 




DBO (T 




27] SEF 




DB1 [T 
DB2 [T 




261 81 \ 

^ >CONTR 

25] SO X 




DB3 [T 




24] CBO ^ 




DB4 jT 




23] CB1 1 


DATA 


DB5 [T 




22] CB2 1 CHECK 


BITS ^ 


DBS |T 




2?] CBS r BITS 




DB7 (T 




20] CB4 




DBS [lO 




19] CB5 ^ 




DB9 [TT 




Ts] DB15^ 




DB10 [l£ 




23 DB14 1 DATA 




^DBII [l3 




16] DB13 1 BITS 


GND [u 




15] DB12^ 


SN54LS6: 


30 (J) SN74LS630 (N) 




SN54LS6: 


n (J) SN74LS631 (N) 



4-BY-4 REGISTER FILES 

670 3-ST ATE OUTPUTS 

SIMULTANEOUS READ/WRITE 
EXPANDABLE TO 1024 WORDS 



See page 7-526 



E SELECT ENABLE OUTPUTS 



Ji!iai]*lM]^^ 



DATA READSELECT OUTPUTS 



SN54LS670 (J, W) SN74LS670 (J, N) 
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54/74 Family 
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recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES S4H 
SERIES 74H 


SERIES 54L 
SERIES 74L 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 




'00, -04, 
'10, '20, -30 


'HOO, •H04, 
'HIO, 'H20, 'H30 


•LOO, 'L04, 
'LIO, 'L20, 'L30 


'LSOO, 
'LS04, 'LSIO, 
■LS20, 'LS30 


"800, ■S04, 
•SIO, 'S20, 
'S30, '8133 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output current, Iqh 


54 Family 


-400 


-500 


-100 


-400 


-1000 


mA 


74 Family 


-400 


-500 


-200 


-400 


-1000 


Low-level output current, Iql 


54 Family 


16 


20 


2 


4 


20 


mA 


74 Family 


16 


20 


3.6 


8 


20 


Operating free-air temperature, T^ 


54 Family 


-55 125 


-55 125 


-55 125 


-55 125 


-55 125 


"C 


74 Family 


70 


70 


70 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TESTCONDITIONS^ 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54L 
SERIES 74L 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


•00, '04, 
•10, •20,^30 


•HOO, 'H04, 
•HIO, ■H20,^H30 


•LOO, •L04, 
•LIO, •L20, •L30 


•LSOO, 
•LS04, •LSIO, 
'LS20, •LSSO 


•SOO, -504, 
•SIO, '520, 
■S30, -8133 


MIN TYPt MAX 


MIN TYpt MAX 


MIN TYPi MAX 


MIN TYPt MAX 


MIN TYPt MAX 


V|H 


High-level input voltage 


1,2 




2 


2 


2 


2 


2 


V 


V|L 


Low-level input voltage 


1,2 




54 Family 


0.8 


0.8 


0.7 


0.7 


0.8 


V 


74 Family 


0.8 


0.8 


0.7 


0.8 


0.8 


V|K 


Input clamp voltage 


3 


Vcc = MIN, l| = S 


-1.5 


-1.5 




-1.5 


-1.2 


V 


Vqh 


High-level output voltage 


1 


Vcc = MIN, V|L = V|Lmax, 
IOH = MAX 


54 Family 


2.4 3.4 


2.4 3.5 


2.4 3.3 


2.5 3.4 


2.5 3.4 


V 


74 Family 


2.4 3.4 


2.4 3.5 


2.4 3.2 


2.7 3.4 


2.7 3.4 


Vol 


Low-level output voltage 


2 


Vcc = MIN, 
V|H = 2V 


l0L = MAX 


54 Family 


0.2 0.4 


0.2 0.4 


0.15 0.3 


0.25 0.4 


0:5 


V 


74 Family 


0.2 0.4 


0.2 0.4 


0.2 0.4 


0.25 0.5 


0.5 


Iql = 4 mA 


Series 74LS 








0.4 




Input current at 
l| 

maximum input voltage 


4 


Vcc = MAX 


V| = 5.5V 


1 


1 


0.1 




1 


mA 


V| = 7V 








0.1 




l|H 


High-level input current 


4 


Vcc = MAX 


V|H = 2.4V 


40 


50 


10 






mA 


V,H = 2.7V 








20 


50 


'il 


Low-level input current 


5 


Vcc = MAX 


V|L = 0.3V 






-0.18 






mA 


V|L = 0.4V 


-1.6 


-2 




-0.4 




V,L = 0.5V 










-2 


'OS 


Short-circuit 
output current* 


6 


Vcc = MAX 


54 Family 


-20 -55 


-40 -100 


-3 -15 


-20 -100 


-40 -100 


mA 


74 Family 


-18 -55 


-40 -100 


-3 -15 


-20 -100 


-40 -100 


Ice 


Supply current 


7 


Vcc = MAX 


See table on next page 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

■I-AII typical values are at Vcc ~ 5 V, T/^ = 25 C. 

§ll = -12 mAforSN54'/SN74', -8 mA for SN54H'/SN74H', and -18 mA for SN54LS^/SN74LS^ and SN54S'/SN74S'. 

♦Not more than one output should be shorted at a time, and for SN54H^/SN74H', SN54LS^/SN74LS^, and SN54S'/SN74S^, duration of short-circuit should not exceed 1 second. 
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supply current^ 



TYPE 


ICCH ("lA) 

Total with outputs high 


'CCL ^rnM 

Total with outputs low 


Ice fmA) 

Average per gate 
(50% duty cycle) 


TYP 


MAX 


TYP 


MAX 


TYP 


•00 


4 


8 


12 


22 


2 


'04 


6 


12 


18 


33 


2 


'10 


3 


6 


9 


16.5 


2 


'20 


2 


4 


6 


11 


2 


'30 


1 


2 


3 


6 


2 


'HOO 


10 


16.8 


26 


40 


4.5 


'H04 


16 


26 


40 


58 


4.5 


'H10 


7.5 


12.6 


19.5 


30 


4.5 


'H20 


5 


8.4 


13 


20 


4.5 


■H30 


2.5 


4.2 


6.5 


10 


4.5 


'LOO 


0.44 


0.8 


1.16 


2.04 


0.20 


■L04 


0.66 


1.2 


1.74 


3.06 


0.20 


'L10 


0.33 


0.6 


0.87 


1.53 


0.20 


■L20 


0.22 


0.4 


0.58 


1.02 


0.20 


SN54L30 


0.11 


0.33 


0.29 


0.51 


0.20 


SN74L30 


0.11 


0.2 


0.29 


0.51 


0.20 


■LSOO 


0.8 


1.6 


2.4 


4.4 


0.4 


'LS04 


1.2 


2.4 


3.6 


6.6 


0.4 


'LS10 


0.6 


1.2 


1.8 


3.3 


0.4 


'LS20 


0.4 


0.8 


1.2 


2.2 


0.4 


■LS30 


0.35 


0.5 


0.6 


1.1 


0.48 


'SOD 


10 


16 


20 


36 


3.75 


'S04 


15 


24 


30 


54 


3.75 


■S10 


7.5 


12 


15 


27 


3.75 


■S20 


5 


8 


10 


18 


3.75 


'S30 


3 


5 


5.5 


10 


4.25 


'SI 33 


3 


5 


5.5 


10 


4.25 



switching 


characteristics at Vcc = 5 V, Ta = 25° C 






TYPE 


TEST 
CONDITIONS* 


tpLH (ns) 

Propagation delay time, 
low-to-high-leuel output 


tpHL (ns) 
Propagation delay 
high-to-low-level o 


time, 
utput 


MIN TYP MAX 


MIN TYP 


MAX 


'00, '10 


CL=15pF, RL = 400n 


11 22 


7 


15 


•04, '20 


12 22 


8 


15 


'30 


13 22 


8 


15 


'HOO 


CL = 25pF, RL = 280n 


5.9 10 


6.2 


10 


'H04 


6 10 


6.5 


10 


'H10 


5.9 10 


6.3 


10 


'H20 


6 10 


7 


10 


•H30 


6.8 10 


8.9 


12 


'LOO, 'L04, 
'L10, L20 


CL = 50pF, RL = 4k£2 


35 60 


31 


60 


'L30 


35 60 


70 


100 


'LSOO, 'LS04 
■LS10, 'LS20 


Cl= 15pF, RL = 2kn 


9 15 


10 


15 


'LS30 


8 15 


13 


20 


'SOO, 'S04 
'S10, 'S20 


CL=15pF, Rl = 280S2 


3 4.5 


3 


5 


CL = 50pF, RL = 280n 


4.5 


1 


'S30, 'S133 


CL=15pF, Rl = 280J2 


4 6 


4.5 


V 


CL=50pF, RL = 280n 


5.5 


6.5 1 



^Load circuits and voltage waveforms are shown on pages 3-1 and 3-1 1 . 



H Maximum values of \qq are over the recommended operating ranges of Vqq and T/j^; typical values are at Vqq = 5 V, T^ = 25 C. 

schematics (each gate) 
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CIRCUIT 


B1 


R2 


R3 


R4 


■00, -04, -10, '20, '30 


4 k 


1.6 k 


130 


1 k 


■LOO, 'LOA, 'LIO, 'L20,'L30 


40 l< 


20 k 


500 


12k 
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'00, '04, '10, '20, '30 
'LOO, 'L04, 'L10, 'L20, 'L30, CIRCUITS 

Input clamp diodes not on 
SN54L'/SN74L' circuits. 



'HOO, 'H04, 'H10, 'H20, 'H30 CIRCUITS 



'LSOO, 'LS04, 'LS10, 'LS20, 
•LS30 CIRCUITS 

The 12-kn resistor is not on 'LS30. 



'SOO, 'S04, 'S10, 'S20, 
'S30,'S133 CIRCUITS 



Resistor values shown are nominal and in ohms. 
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recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54L 
SERIES 74L 


SERIES 54LS 
SERIES 74LS 


SERIES S4S 
SERIES 74S 


UNIT 




•01, '03, 
■05, -12, -22 


■HOI. 
■H05, ■H22 


■L01, ■L03 


■LS01, ■Lsoa, 

■LS05, ■LSia. ■LS22 


■S03, 
■S05, ■S22 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output voltage, Vqh 


5.5 


5.5 


5.5 


5.5 


5.5 


V 


Low-level output current, Iql 


54 Family 


16 


20 


2 


4 


20 


mA 


74 Family 


16 


20 


3.6 


8 


20 


Operating free-air temperature, T/\ 


64 Family 


-55 125 


-55 125 


-55 125 


-55 125 


-55 125 


°C 


74 Family 


70 


70 


70 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 








SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES S4L 
SERIES 74L 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


TESTCONDITIONSt 


■01, ■OS, 
■05, '12, '22 


■HOI, 
■H05, ■H22 


■L01,^L03 


■LS01,^LS03, 
■LSOS, ■LS12, ■LS22 


■303, 
■S05, ■S22 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


High-level 
Viu 

input voltage 


1.2 




2 


2 


2 


2 


2 


V 


Low-level 
V|i_ 

input voltage 


1.2 




54 Family 


0.3 


0.8 


0.6 


0.7 


0.8 


V 


74 Family 


0.8 


0.8 


0.6 


0.8 


0.8 


Input clamp 
"^ voltage 


3 


Vcc-MIN, l|=§ 


-1.5 


-1.5 




-1.5 


-1.2 


V 


High-level 

Iqh 

"" output current 


1 


Vcc-MIN, V|L-V|Lmax, Vqh - S.5 V 


250 


250 


50 


100 


250 


WA 


Low-level 
Vol 

output voltage 


2 


Vcc-MIN. 
V|H-2V 


Iql "MAX 


54 Family 


0.2 0.4 


0.2 0.4 


0.15 0.3 


0.25 0.4 


0.5 


V 


74 Family 


0.2 0.4 


0.2 0.4 


0.2 0.4 


0.35 0.5 


0.5 


Iql = 4 mA 


Series 74 LS 








0.25 0.4 




Input current 

l| at maximum 

input voltage 


4 


Vcc - MAX 


V| - 5.5 V 


1 


1 


0.1 




1 


mA 


V| -7 V 








0.1 




High-level 
"» input current 


4 


Vcc - MAX 


V|H -2.4 V 


40 


50 


10 






nfl< 


V|H = 2.7V 








20 


50 


Low-level 
'IL 

input current 


5 


Vcc - MAX 


V|L = 0.3V 






-0.18 






mA 


V|L = 0.4 V 


-1.6 


-2 




-0.4 




V|L = 0.5V 










-2 


Ice Supply current 


7 


Vcc - MAX 


See table on next page 


mA 



"^^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at Vqc = 5 V. ^A ~ 25° C. 

§li = -12 mA for SN54'/SN74', -8 mA for SN54HVSN74H', and -18 mA for SN54LS'/SN74LS' and SN54S'/SN74S'. 
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schematics (each gate) 
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TYPE 


'CCH ("lA) 

Total with outputs high 


'CCL •"!*' 

Total with outputs low 


Ice ("lA) 

Average per Gate 
(50% duty cycle) 


TYP 


MAX 


TYP 


MAX 


TYP 


'01 


4 


8 


12 


22 


2 


'03 


4 


8 


12 


22 


2 


'05 


6 


12 


18 


33 


2 


'12 


3 


6 


9 


16.5 


2 


'22 


2 


4 


6 


11 


2 


'HOI 


10 


16.8 


26 


40 


4.1 


'H05 


16 


26 


40 


58 


4.67 


'H22 


5 


8.4 


13 


20 


4.1 


'L01 


0.44 


0.8 


1.16 


2.04 


0.20 


'L03 


0.44 


0.8 


1.16 


2.04 


0.20 


'LS01 


0.8 


1.6 


2.4 


4.4 


0.4 


'LS03 


0.8 


1.6 


2.4 


4.4 


0.4 


'LS05 


1.2 


2.4 


3.6 


6.6 


0.4 


'LS12 


0.7 


1.4 


1.8 


3.3 


0.42 


'LS22 


0.4 


0.8 


1.2 


2.2 


0.4 


'S03 


6 


13.2 


20 


36 


3.25 


'S05 


9 


19.8 


30 


54 


3.25 


'S22 


3 


6.6 


10 


18 


3.25 




CIRCUITS 


R1 


R2 


R3 


■01, 03, -05, '12. -22 


4k 


1.6 k 


1 k 


HOI, 'HOS, ■H22 


2.8 k 


760 


470 




'01, '03, '05, '12, '22, 'HOI. 'H05, •H22 CIRCUITS 

• ^cc 

:;17k 



'L01,'L03 CIRCUITS 






H Maximum values of \qq are over the recommended operating ranges of V^c 
and T/\; typical values are at Vqq = 5 V, T^ = 25 C. 

switching characteristics at Vcc = 5 V, T/\ = 25°C 



! I 

h 
1 1 
1 1 








o 



'LS01, 'LS03, 'LS12, 'LS22 CIRCUITS 



'LS05 CIRCUITS 



TYPE 


TEST 


CONDITIONS* 


tPLH (ns) 
Propagation delay time, 
low-to-high-level output 


tpHL (ns) 
Propagation delay time, 
high-to-low-level output 


MIN TYP MAX 


MIN TYP 


MAX 


'01, '03 


CL=15pF, 


RL = 4kn fortpLH. 
400 n for tpHL 


35 45 


8 


15 


'05 


40 55 


8 


15 


'12, '22 


35 45 


8 


15 


'H01,'H05, 'H22 


Cl = 25pF, 


RL = 280n 


10 15 


7.5 


12 


'L01,'L03 


Cl = 50pF, 


Rl = 4 kn 


60 90 


33 


60 


■LS01, 'LS03, 
'LS05, 'LS12, 'LS22 


CL=15pF, 


Rl = 2 kn 


17 32 


15 


28 


'303, '305, '322 


Cl=15pF, 


RL = 280n 


2 5 7.5 


2 4.5 


7 


Cl = 50pF, 


RL = 280n 


7.5 


1 




'S03, 'S05, '322 CIRCUITS 

Resistor values shown are nominal and in ohms. 



'fLoad circuits and voltage waveforms are shown on pages 3-10 and 3-1 1. 
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OPEN-COLLECTOR OUTPUT APPLICATION DATA 



APPLICATION DATA 

combined fan-out and wire-AND capabilities 

The open-collector TTL gate, when supplied with a proper load resistor (Rl). inay be paralleled with other similar TTL 
gates to perform the wire-AND function, and simultaneously, will drive from one to nine standard loads of its own 
series. When no other open-collector gates are paralleled, this gate may be used to drive ten loads. For any of these 
conditions an appropriate load resistor value must be determined for the desired circuit configuration. A maximum 
resistor value must be determined which will ensure that sufficient load current (to TTL loads) and off current (through 
paralleled outputs) will be available while the output is high. A minimum resistor value must be determined which will 
ensure that current through this resistor and sink current from the TTL loads will not cause the output voltage to rise 
above the low level even if only one of the paralleled outputs is sinking all the currents. 

In both conditions (low and high level) the value of Rl is determined by: 

Vrl 



Rl^ 



"RL 



where Vrl is the voltage drop in volts, and Irl is the current in amperes. 
high-level (off-state) circuit calculations (see figure A) 



The allowable voltage drop across the load resistor (Vrl) 's the difference between Vcc applied and the Vqh level 
required at the load: 

Vrl = Vcc- VoHmin 

The total current through the load resistor (Irl) is the sum of the load currents (I|h) and off-state reverse currents 
(Iqh) through each of the wire-AND-connected outputs: 

'rl ~ V ' 'oh + N • I||-| to TTL loads 

Therefore, calculations for the maximum value of Rl would be: 

o , , _ Vcc-VoHmin 

"L(max) I TTl — i — 

T) • loH + l^ • 'IH 

where tj = number of gates wire-AND-connected, and N = number of standard loads. 



, ^ 'oh 




'IH, ^ 



Calculation: 



RL(max) 



RL(max) 



T) • Iqh + N • l|H 
5 - 2.4 



0.001 ^■ 0.00012 0.00112 



VL = 2321 n 



N = 3 
N • l|H = 3 • 40mA 



Values shown are for Series SAP A standard inputs and outputs. For 
^ devices in other series, substitute appropriate values. 



77 = 4 
T] • Iqh = 4 • 250 mA 



FIGURE A-HIGH-LEVEL CIRCUIT CONDITIONS 
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OPEN-COLLECTOR OUTPUT APPLICATION DATA 



APPLICATION DATA 

low-level (on-state) circuit calculations (see figure B) 

The current through the resistor must be limited to the maximum sink current of one output transistor. Note that if 
several output transistors are wire-AIMD connected, the current through Rl may be shared by those paralleled 
transistors. However, unless it can be absolutely guaranteed that more than one transistor will be on during low-level 
periods, the current must be limited to the recommended maximum IqL. the maximum current which will ensure that 
the low-level output voltage, VqL- will be below Vql fTiax- 

Also, fan-out must be considered. Part of Iql will be supplied from the inputs which are being driven. This reduces the 
amount of current which can be allowed through Rl. 



Therefore, the equation used to determine the minimum value of Rl would be: 

Vcc - Vol niax 



RL(min) 



'OL capability — N • I|l 



rEE)-E3- 

< — — •— — ^ 

Ez J °"0 — 
z=g)_ 



MAXIMUM Iql capability 
OF ONE OUTPUT = 16mA 




Calculation: 






RL(min) 


VcC-VoL-^ax 




Iql capability - N • 


IL 


^LdTiin) 


5 - 0.4 

= : n = 

0.016 - 0.0048 


4.6 


0.0112 



Values shown are for Series 54/74 standard inputs and outputs. For 
devices in other series, substitute the appropriate values. 



N = 3 
N • l|L = 3 • 1.6 mA 



I^Current into OFF outputs is negligible at the low logic level. 
FIGURE B-LOW-LEVEL CIRCUIT CONDITIONS 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 
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recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54L 
SERIES 74L 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 




'02 


•25, '27 


'L02 


•LSa2, 'LS27 


■802, '8260 


MIN 


NOM 


MAX 


MIN NOM 


MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


54 Family 


4.5 


5 


5.5 


4.5 5 


5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 


5 


5.25 


4.75 5 


5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output current, Iqh 


54 Family 


-400 


-800 


-100 


-400 


-1000 


HA 


74 Family 


-400 


-800 


-200 


-400 


-1000 


Low-level output current, Iql 


54 Family 


16 


18 


2 


4 


20 


mA 


74 Family 


16 


16 


3.6 


8 


20 


Operating tree-air temperature, T^ 


54 Family 


-55 




125 


-55 


125 


-55 125 


-55 125 


-55 125 


°C 


74 Family 







70 





70 


70 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TESTCONDITIONST 


SERIES 54 
SERIES 74 


SERIES 54L 
SERIES 74L 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


'02, '25, '27 


'L02 


'LS02 'LS27 


'S02, 'S260 


MIN TYPt MAX 


MIN 


TYPt 


MAX 


MIN TYPt MAX 


MIN TYPt MAX 


V|H 


High-level input voltage 


1,2 




2 


2 


2 


2 


V 


V|L 


Low-level input voltage 


1,2 




54 Family 


0.8 


0.7 


0.7 


0.8 


V 


74 Family 


0.8 


0.7 


0.8 


0.8 


V|K 


Input clamp voltage 


3 


Vcc = MIN, '1 = § 


-1.5 




-1.5 


-1.2 


V 


Vqh 


High-level output voltage 


1 


Vcc = MIN, V|L = V|L max, 
l0H = MAX 


54 Family 


2.4 3.4 


2.4 


3.3 




25 3.4 


2.5 3.4 


V 


74 Family 


2.4 3.4 


2.4 


3.2 




2.7 3.4 


2.7 3.4 


Vol 


Low-level output voltage 


2 


Vcc = MIN, 
V|H = 2V 


l0L = MAX 


54 Family 


0.2 0.4 




0.15 


0.3 


0.25 0.4 


0.5 


V 


74 Family 


0.2 0.4 




0.2 


0.4 


0.35 0.5 


0.5 


IOL = 4mA 


Series 74 L8 






0.25 0.4 




Input current at 
l| 

maximum input voltage 


4 


Vcc = MAX 


V| = 5.5V 


1 


0.1 




1 


mA 


V| = 7V 






0.1 




llH 


High-level 
input current 


Data inputs 


4 


Vcc = MAX 


V|H = 2.4 V 


40 


10 






mA 


Strobe of '25 


160 








All inputs 


V,H = 2.7V 






20 


50 


l|L 


Low-level 
input current 


All inputs 


5 


Vcc = MAX 


V|L = 0.3 V 




-0.18 






mA 


Data inputs 


V|L = 0.4V 


-1.6 




-0.4 




Strobe of '25 


-6.4 








All inputs 


V|L = 0.5V 








-2 


IQS 


Short-circuit 
output current* 


6 


Vcc = MAX 


54 Family 


-20 -55 


-3 




-15 


-20 -100 


-40 -100 


mA 


74 Family 


-18 -55 


-3 




-15 


-20 -100 


-40 -100 


Ice 


Supply current 


7 


Vcc = MAX 


See table on next page 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 

tAII typical values are at Vcc = 5 V, Ta = 25°C. 

§l| = -12 mA for SN54'/SN74' and -18 mA for SN54LS'/SN74LS' and SN54S/SN74S'. 

♦Not more than one output should be shorted at a time, and for SN54LS'/SN74LS' and SN54S'/SN74S', duration of output short-circuit should not exceed i 



S2 






CO 



v> 



supply currentH 



schematics (each gate) 



H 
m 

> 
w 

z 

w 

H 
C 

m 

z 

H 



TYPE 


'CCH '•"'^> 

Total with outputs high 


•CCL ("lA) 

Total with outputs low 


Ice ^'"M 

Average per gate 
(50% ciuty cycle) 


TYP MAX 


TYP MAX 


TYP 


•02 


8 16 


14 27 


2.75 


'25 


8 16 


10 19 


2.25 


'27 


10 16 


16 26 


4.34 


'L02 


0.8 1.6 


1.4 2.6 


0.275 


'LS02 


1.6 3.2 


2.8 5.4 


0.55 


'LS27 


2.0 4 


3.4 6.8 


0.9 


'S02 


17 29 


26 45 


5.38 


'S260 


17 29 


26 45 


10.75 




il Maximum values of \qc are over the recommendeci operating ranges of Vqq 
and T^; typical values are at Vqq = 5 V, T/^ = 25°C. 



The portion of the schematic within the dashed 
lines is repeated for the C input of the '27. 

'02, '27 CIRCUITS 




switching characteristics at VcC = 


5V,Ta = 25°C 






TYPE 


TEST 
CONDITIONS* 


Propagation delay time, 
low-to-high-level output 


tpHL Ins' 

Propagation delay time, 
high-to-low-level output 


MIN TYP 


MAX 


MIN TYP MAX 


■02 


Cl=15pF, RL = 400n 


12 


22 


8 15 


'25 


13 


22 


8 15 


'27 


10 


15 


7 11 


'L02 


CL=50pF, RL = 4kn 


31 


60 


35 60 


'LS02, 'LS27 


Cl=15pF, RL = 2kn 


10 


15 


10 15 


'S02 


CL=15pF, RL = 280n 


3.5 


5.5 


3.5 5.5 


CL = 50pF, RL = 280n 


5 


5 


•S260 


CL=15pF, RL = 280n 


4 


5.5 


4 6 



"25 CIRCUITS 



Resistor values are nominal and in ohms. 



ff Load circuit and voltage waveforms are shown on pages 3-1 and 3-1 1 . 

The portion of the schematic within the dashed 




lines applies only to the 'LS27 



120:: 



if 5s 






V~\'° 



Vcc 

T 






< 




< 



5 

m 



'L02 CIRCUITS 



'LS02, 'LS27 CIRCUITS 



The portion of the schematic within the dashed 
lines is repeated for each additional input of the 
'S260, and the 0.9-kn resistor is changed to 
0.6 kfl. 

'S02,'S260 CIRCUITS 



C/) 



recommended operating conditions 



H 
m 

X 

> 

z 

H 

;o 

c 

z 

H 





54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 




'08, 


'H11,'H21 


'LS08, 
'LS11,XS21 


'SOS.'SII 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply Voltage, Vqc 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output current, ion 


-800 


-500 


-400 


-1000 


mA 


Low-level output current, Iql 


54 Family 


16 


20 


4 


20 


mA 


74 Family 


16 


20 


8 


20 


, Operating free-air temperature, J/\ 


54 Family 


-55 125 


-55 125 


-55 125 


-55 125 


°C 


74 Family 


70 


70 


70 


70 



C/) 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 








SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


TESTCONDITIONSt 


'08 


'H11,'H21 


'LS08, 'LS11, 
'LS21 


'SOS.'SII 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


V||^ High-level input voltage 


1,2 




2 


2 


2 


2 


V 


ViL Low-level input voltage 


1,2 




54 Family 


0.8 


0.8 


0.7 


0.8 


V 


74 Family 


0.8 


0.8 


0.8 


0.8 


V|« Input clamp voltage 


3 


Vcc = MIN, l|=§ 


-1.5 


-1.5 


-1.5 


-1.2 


V 


Vqh High-level output voltage 


1 


Vcc = MIN, V|H = 2V, 
IOH = MAX 


54 Family 


2.4 3.4 


2.4 3.4 


2.5 3.4 


2.5 3.4 


V 


74 Family 


2.4 3.4 


2.4 3.4 


2.7 3.4 


2.7 3.4 


Vol Low-level output voltage 


2 


Vcc = MIN, 
V|H = 2V 


IOL = MAX 


54 Family 


0.2 0.4 


0.15 0.3 


0.25 0.4 


0.5 


V 


74 Family 


0.2 0.4 


0.2 0.4 


0.35 0.5 


0.5 


Iql = 4 mA 


Series 74LS 






0.25 0.4 




Input current at 
li 

maximum input voltage 


4 


Vcc = MAX 


V| = 5.5V 


1 


1 




1 


mA 


V| = 7 V 






0.1 




l|H High-level input current 


4 


Vcc=MAX 


V|H = 2.4V 


40 


50 






nA 


V|H = 2.7V 






20 


50 


l|L Low-level input current 


5 


Vcc = MAX 


V|L = 0.4V 


-1.6 


-2 


-0.4 




mA 


V|L = 0.5V 








-2 


Short circuit 

Iqs a 

output current' 


6 


Vcc = MAX 


54 Family 


-20 -55 


-40 -100 


-20 -100 


-40 -100 


mA 


74 Family 


-18 -55 


-40 -100 


-20 -100 


-40 -100 


Ice Supply current 


7 


Vcc = MAX 


See table on next page 


mA 



^ For conditions shown as MIN or MAX, use the appropriate values specified under reconmended operating conditions. 
?AII typical values are at V^c ~ 25 C. 

§1| = -12 mAforSN54'/SN74', -8 mA for SN54H'/SN74H', and -18 mA for SN54LS'/SN74LS' and SN54S'/SN74S'. 
*Not more than one output should be shorted at a time, and for SN54H'/SN74H', SN54LS'/SN74LS' and SN54S'/SN74S', 
duration of output short circuit should not exceed one second. 



m 






supply currentH 



schematics (each gate) 



T -4 
o X 

H 

to - 
o z_M 

s °Z 

• OJ 

£ nC 

„ z 



TYPE 


■CCH (mA) 

Total with outputs high 


ICCL '•"*' 

Total with outputs low 


'cc ''"'^' 

Average per gate 
(50% duty cycle) 


TYP 


MAX 


TYP MAX 


TYP 


'08 


11 


21 


20 33 


3.88 


'H11 
'H21 


18 
12 


30 
20 


30 48 
20 32 


8 
8 


'LS08 
'LS11 
'LS21 


2.4 
1.8 
1.2 


4.8 
3.6 
2.4 


4.4 8.8 
3.3 6.6 
2.2 4.4 


0.85 
0.85 
0.85 


'S08 
'S11 


18 

13.5 


32 

24 


32 57 

24 42 


6.25 
6.25 



u Maximum values of \qq are over the recommended operating ranges of, Vqq 
and T^; typical values are at Vqq = 5 V, T/^ = 25 C. 



switching characteristics at VcC = 5 V, Ta = 25° C 



TYPE 


TEST 
CONDITIONS* 


tpLH (ns) 

Propagation delay time, 
low-to-high-level output 


tpHL (ns) 
Propagation delay time, 
high-to-low-level output 


MIN TYP MAX 


MIN TYP MAX 


'08 


Cl=15pF, RL = 400n 


17.5 27 


12 19 


'H11,'H21 


CL = 25pF, RL=280n 


7.6 12 


8.8 12 


'LS08, 'LSII 
'LS21 


CL=15pF, RL = 2l<n 


8 15 


10 20 


'SOS, 'S1 1 


CL=15pF, Ri_ = 280n 


4.5 7 


5 7.5 


CL=50pF, RL = 280n 


6 


7.5 



#Load circuit and voltage waveforms are shown on pages 3-1 and 3-1 1 . 
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'S08/S11 CIRCUITS 

Resistor values shown are nominal and in ohms. 
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recommended operating conditions 



o X 

o z__ 
S oZ 

• O J 

o ^IJ 

H ^ 

" z 

B H 





54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 






'09 


'HIS 


'LS09, 'LSI 5 


'S09.'S15 




MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply Voltage, Vcc 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output voltage, Vqh 


5.5 


5.5 


5.5 


5.5 


V 


Low-level output current, Iql 


54 Family 


16 


20 


4 


20 


mA 


74 Family 


16 


20 


8 


20 


Operating free-air temperature, T/\ 


54 Family 


-55 125 


-55 125 


-55 125 


-55 125 


°C 


74 Family 


70 


70 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TEST CONDITIONSt 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


'09 


'H15 


•LS09,'LS15 


'S09, 'SI 5 


MIN TYP* MAX 


MIN TYPt MAX 


MIN TYP* MAX 


MIN TYPt MAX 


V|H High-level input voltage 


1,2 




2 


2 


2 


2 


V 


V|L Low-level input voltage 


1,2 




54 Family 


0.8 


0.8 


0.7 


0.8 


V 


74 Family 


0.8 


0.8 


0.8 


0.8 


V|K Input clamp voltage 


3 


Vcc=MIN, i|=§ 


-1.5 


-1.5 


-1.5 


-1.2 


V 


IqH High-level output current 


1 


Vcc = MIN. V|H = 2V, 
Vqh = 5.5 V, 


250 


250 


100 


250 


HA 


Vol Lovu-level output voltage 


2 


Vcc = MIN, 
V,H=2V 


l0L = MAX 


54 Family 


0.2 0.4 


0.15 0.3 


0.25 0.4 


0.5 


V 


74 Family 


0.2 0.4 


0.2 0.4 


0.35 0.5 


0.5 


lOL -^ "lA 


Series 74LS 






0.25 0.4 




Input current at 
maximum input voltage 


4 


Vcc = MAX 


V| = 5.5 V 


1 


0.1 




1 


mA 


V| = 7V 






0.1 




llH High-level input current 


4 


Vcc = MAX 


V|H = 2.4V 


40 


50 






nA 


V|H = 2.7V 






20 


50 


i|L Low-level input current 


5 


Vcc = MAX 


V|i_ = 0.4V 


-1.6 


-2 


-0.4 




mA 


V|L = 0.5V 








-2 


'CC Supply current 


7 


Vcc = MAX 


See table on next page 


mA 



^For conditions shown as MIN or MAX use the appropriate value specified under recommended operating conditions. 

tAII typical values are at V^c = 5 V, T^ = 25° C. 

§l| = - 12 mA forSN547SN74', -8 mA for SN54H7SN74H', and -18 mA for SN54LS'/SN74LS'. 
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CO 



supply currentH 



schematics (each gate) 



H 
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TYPE 


'CCH ("lA' 

Total with outputs high 


'CCL (""A) 

Total with outputs low 


Ice ("lA) 

Average per gate 
(50% duty cycle) 


TYP MAX 


TYP MAX 


TYP 


•09 


11 21 


20 33 


3.88 


•H15 


15 25 


30 48 


7.5 


'LS09 
■LSI 5 


2.4 4.8 
1.8 3.6 


4.4 8.8 
3.3 6.6 


0.85 
0.85 


■S09 
'SI 5 


18 32 
10.5 19.5 


32 57 
24 42 


6.25 
5.75 



i Maximum values of Iqc ^'^ °^^' ^^^ recommended operating ranges o< Vqq 
and T^: typical values are at Vqc = 5 V, T^ = 25 C. 



switching characteristics at Vcc = 5 V, Ta = 25° C 



^Load circuit and voltage waveforms are shown on pages 3-1 and 3-1 1 . 




■o 
o 



'H15 CIRCUITS 



TYPE 


TEST 
CONDITIONS* 


tpLH <"s) 
Propagation delay time, 
low-to-high-level output 


tpHL (ns> 
Propagation delay time, 
high-to-low-level output 


MIN TYP MAX 


MIN TYP MAX 


'09 


CL=15pF, R|_ = 400n 


21 32 


16 24 


'H15 


Cl = 25pF, RL = 280n 


12 18 


9 13 


'LS09, 'LS15 


Cl=15pF, RL = 2kn 


20 35 


17 35 


'S09 


CL=15pF, RL = 280n 


6.5 10 


6.5 10 


CL = 50pF, RL = 280n 


9 


9 


'815 


CL=15pF, RL = 280n 


5.5 8.5 


6 9 


Cl=50pF, RL = 280n 


8.5 


8 




Gi 

5 

m 



'LS09,'LS15 CIRCUITS 




o 



'S09, 'SI 5 CIRCUITS 

Resistor values shown are nominal and in ohms. 



-I 



recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 




■13 


•14, '132 


■LS13,'LS14,-LS132 


'S132 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


54 Family 


4.5 


5 


5.5 


4.5 


5 


5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 


5 


5.25 


4.75 


5 


5.25 


4.75 5 5.25 


4.75 5 5.25 


High level output current, Iqh 


-800 


-800 


-400 


-1000 


mA 


Low-level output current, Iql 


54 Family 


16 


16 


4 


20 


mA 


74 Family 


16 


16 


8 


20 


Operating free-air temperature, Ta 


54 Family 


-55 




125 


-55 




125 


-55 125 


-55 125 


°C 


74 Family 







70 







70 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TESTCONDITIONSt 


SERIES 54 
SERIES 74 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


■13 


■14, ■WZ 


■LS13,^LS14,^LS132 


■SI 32 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


MIN TYPt MAX 


MIN TYPt 


MAX 


vt-^ 


Positive-going threshold voltage 


8 


Vcc=5V 


1.5 


1.7 


2 


1.5 


1.7 


2 


1.4 1.6 1.9 


1.6 1.77 


1.9 


V 


Vt- 


Negative-going threshold voltage 


9 


Vcc=5V 


0.6 


0.9 


1.1 


0.6 


0.9 


1.1 


0.5 0.8 1 


1.1 1.22 


1.4 


V 


Hysteresis (Vj-f-Vj-) 


8,9 


Vcc = 5 V 


0.4 


0.8 




0.4 


0.8 




0.4 0.8 


0.2 0.55 


V 


V|K 


Input clamp voltage 


3 


Vcc = MIN, 


l|=§ 




-1.5 


-1.5 


-1.5 


-1.2 


V 


Vqh 


High-level output voltage 


9 


Vcc = MIN, 
V| = Vt- min 


IOH = MAX, 


54 Family 


2.4 


3.4 




2.4 


3.4 




2.5 3.4 


2.5 3.4 


V 


74 Family 


2.4 


3.4 




2.4 


3.4 




2.7 3.4 


2.7 3.4 


Vol 


Low-level output voltage 


8 


Vcc ' MIN, 
V| = Vx+ max 


Iql = MAX 


54 Family 




0.2 


0.4 




0.2 


0.4 


0.25 0.4 


0.5 


V 


74 Family 




0.2 


0.4 




0.2 


0.4 


0.35 0.5 


0.5 


Iql = 4 mA 


Series 74LS 






0.25 0.4 




lT+ 


Input current at 
positive-going threshold 


8 


Vcc = 5 V, 


V|=Vt+ 




-0.65 


-0.43 


-0.14 


-0.9 


mA 


IT- 


Input current at 
negative-going threshold 


9 


Vcc = 5V, 


V| = Vt- 




-0.85 


-0.56 


-0.18 


-1.1 


mA 


Input current at 
Ij 

maximum input voltage 


4 


Vcc ' MAX 


V| =5.5 V 


1 


1 




1 


mA 


V| = 7 V 






0.1 




l|H 


High-level input current 


4 


Vcc = MAX 


V| = 2.4V 


40 


40 






mA 


V| = 2.7V 






20 


50 


I|L 


Low-level input current 


5 


Vcc = MAX 


V|L = 0.4V 




-1 


-1.6 




-0.8 


-1.2 


-0.4 




mA 


ViL- 0.5 V 








-2 


lOS 


Short-circuit output current* 


6 


Vcc = MAX 


-18 




-55 


-18 




-55 


-20 -100 


-40 


-100 


mA- 



"^ For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at Vcc = 5 V, T^ = 25°C. 

§1| = -12 mA forSN54'/SN74^ and -18 mA for 'LS13, ■LS14, ■LS132. and ■S132. 

•Not more than one output should be shorted at a time, and for SN54LS^/SN74LS' and ■S132, duration of output short-circuit should not exceed one second. 
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supply current " 



TYPE 


'CCH ("lA' 

Total with 
outputs high 


'CCL '""A) 

Total with 
outputs low 


■cc (""A) 

Average per gate 
(50% duty cycle) 


TYP MAX 


TYP MAX 


TYP 


'13 


14 23 


20 32 


8.5 


■14 


22 36 


39 60 


5.1 


'132 


15 24 


26 40 


5.1 


•LSI 3 


2.9 6 


4.1 . 7 


1.75 


■LS14 


8.6 16 


12 21 


1.72 


'LS132 


5.9 11 


8.2 14 


1.76 


'SI 32 


28 44 


44 68 


9 



switching characteristics, V^c = 


5V,Ta=25°C 




TYPE 


TEST 
CONDITIONS 


tpLH (ns) 
Propagation delay time, 
low- to-high-level output 


tpHL <"«> 

Propagation delay time, 
high-to-low-level output 


MIN TYP MAX 


MIN TYP MAX 


•13 


CL=15pF, RL = 400n 


18 27 


15 22 


•14, '132 


15 22 


15 22 


'LS13 


Cu=15pF, Ru = 2kn 


15 22 


18 27 


'LS14 


15 22 


15 22 


'LS132 


15 22 


15 22 


•S132 


CL=15pF, RL=280n 


7 10.5 


8.5 13 



« Maximum values of I^C ^re over the recommendeci operating 
ranges of Vcc and T^: typical values are at Vqq = 5 V, 
Ta = 25°C. 



PARAMETER MEASUREMENT INFORMATION 



TEST 
POINT 



Vcc 



FROM 
OUTPUT 
UNDER 

TEST 



■W- 



Rl 

(See Note A) 

-W-W-Wn 



V|ref(H) 



Cl (See Note B) 



LOAD CIRCUIT 



•*PHL- 



\v|ref(L) 
I 

h-tPLH-H 
I 



\- ^Oref -/ ~~ 



(See Note C) 



VOLTAGE WAVEFORMS 



■3V 

OV 

-VoH 

Vol 









O 



< 
m 
I 

_. « 



A. All diodes are 1Ngi6 or 1N3064. 

B. C[_ includes probe and jrg capacitance. 

C. Generator characteristics and reference voltages are: 





Generator Characteristics 


Refe 


rence Voltages 


Zout 


PRR 


tr 


tf 


V| ref(H) 


V| ref (L) Vo ref 


SN54'/SN74^ 


50 n 


1 MHz 


10 ns 


10 ns 


1.7 V 


0.9 V 1.5 V 


SN54LS'/SN74LS' 


50 n 


1 MHz 


15 ns 


6 ns 


1.6 V 


0.8 V 1.3 V 


•S132 


50 n 


1 MHz 


2.5 ns 


2.5 ns 


1.8 V 


1.2 V 1.5 V 



m CO 



CO CO 



schematics (each gate) 
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vcc 
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'13 CIRCUITS 



•14, '132 CIRCUITS 





Vcc 



T n 



■o -I 



5 

m 

> 



< 
m 

as 

m 

30 



'LS13, 'LS14, '18132 CIRCUITS 

Resistor values shown are nominal. 



'S132 CIRCUITS 



SCHMin-TRIGGER POSITIVE-NAND GATES AND INVERTERS 

WITH TOTEM-POLE OUTPUTS 

TYPICAL CHARACTERISTICS OF '13, '14, AND '132 CIRCUITS''^ 



POSITIVE-GOING THRESHOLD VOLTAGE 
FREEAIR TEMPERATURE 



Vcc'SV 


























1 




^ 




" 




' '14, 
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-75 -50 -25 25-50 75 100 125 
Ta- Free-Air Temperature— C 

FIGURE 1 



NEGATIVEGOING THRESHOLD VOLTAGE 
FREEAIR TEMPERATURE 



Vcc - 5 V 
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-75 -50 -25 25 50 75 100 126 
TA-Free-Atr Temperature— "C 



HYSTERESIS 
FREE-AIR TEMPERATURE 
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5V 
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■14, '132 
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-75 -60 -25 25 60 76 100 125 
Ta— Free-Air Temperature— C 



DISTRIBUTION OF UNITS 
FOR HYSTERESIS 



vc 

Ta 


C-5 
= 25° 


V 
C 


















/ 


N 


























99% 


ARE 

VE 

mV 










\ 






AE 
73 
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.^ 



720 740 760 780 800 820 840 860 
Vx+-V7_— Hvsteresis-mV 



■14/132 

DISTRIBUTION OF UNITS 

FOR HYSTERESIS 



Vcc = 5V 
Ta - 25°C 
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740 760 780 800 820 840 860 880 900 
VT+-VT--Hysteresis-mV 

FIGURE 5 



THRESHOLD VOLTAGES 
SUPPLY VOLTAGE 



Ta 


25°C 








,■132 












u=^ 


1==^ 


1-=^ 




Po 


sitive- 


joing 


Thres 


1 . 
hold Voltage, Vj 
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Neg 


tive-( 


oing 


Thres 
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oltag( 


.vt- 





















































4.76 5 5.26 

Vcc-Supply Voltage-V 



HYSTERESIS 
SUPPLY VOLTAGE 



Ta 


25°C 
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4.75 5 5.25 

Vcc-Suppty Voltage-V 



OUTPUT VOLTAGE 
INPUT VOLTAGE 



Vcc ■ 5 V 


1 










Tt 


- 










_ 
























1 


















i^ 


4,- 
32 
















■i: 


,'■ 
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Vj-lnput Voltage-V 



FIGURE 6 FIGURE? FIGURES 

Data for temperatures below 0°C and 70°C and supply voltages below 4.75V and above 5.25 V are applicable for SN5413, SN5414, 
and SN54132 only. 
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SCHMITT-TRIGGER POSiTIVE-NAND GATES AND INVERTERS 
WITH TOTEM-POLE OUTPUTS 



TYPICAL CHARACTERISTICS OF 'LS13, 'LS14, AND 'LS132 CIRCUITS^ 



POSITIVE-GOING THRESHOLD VOLTAGE 

vs 

FREE-AIR TEMPERATURE 
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-75 -50 -25 25 50 75 100 125 

Tft-Free-Air Temperature— °C 

HYSTERESIS 

vs 

FREE-AIR TEMPERATURE 



840 
830 
820 
810 
800 
• 790 
780 



V 


1 

_ - 5 V 
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-75 -50 -25 25 50 75 100 125 
T^-Free-AIr Temperature-°C 

THRESHOLD VOLTAGES AND HYSTERESIS 

vs 

SUPPLY VOLTAGE 



■j..\s 
l.b 


T^ = 25°C 




















. ■ 










1.4 


P 


Dsitivf 


'-Going Thr 


eshok 


Volt 


age, V 


T+_ 


1.0 


_Ne 


gativ 


»-Goir 


1 1 1 1 
g Threshold Voltage, V-p 


0.6 








Hysteresis, V-j.^ - V.|-_ 


















0.2 



































NEGATIVE-GOING THRESHOLD VOLTAGE 

vs 

FREE-AIR TEMPERATURE 
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-75 -50 -25 25 50 75- 100 125 
Ta— Free-Air Temperature— °C 



DISTRIBUTION OF UNITS 
FOR HYSTERESIS 



1 1 












Ta 


= 2b 


C 


/ 


\ 






























/ 




\ 






99% 
ABO 
73'; 


ARE 
VE 

TlV 


J 


/ 




\ 






J 




/ 








V 


^__ 



720 740 760 780 800 820 840 860 
V.j-^—V-j-_— Hysteresis— mV 

OUTPUT VOLTAGE 
INPUT VOLTAGE 





T. = 25°C 
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> 1 















































































4.75 5 5.25 

Vj,j, -Supply Voltage-V 



0.8 1.2 

V. -Input Voltage-V 



^Data for temperatures below 0°C and above 70°C and supply voltages below 4.75 V and above 5.25 are applicable for SN54LS13, SN54LS14, 
and SN54LS132 only. 
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SCHMin-TRIGGER POSITIVE-NAND GATES AND INVERTERS 

WITH TOTEM-POLE OUTPUTS 

TYPICAL APPLICATION DATA 



MOS, 
CMOS, 



I 

I TTL SYSTEM 



SINE-WAVE 
OSCILLATOR 



I 
I 
I 



TTL SYSTEM INTERFACE 
FOR SLOW INPUT WAVEFORMS 




PULSE SHAPER 



0.1 Hz to 10 MHz 



330 n 

— wv- 



M 



EMO- 




MULTIVIBRATOR 



THRESHOLD DETECTOR 



INPUT I 



Open-collector 

output 
I 1 



I- 

I ^ 

I I 

I 



E>- 




PULSE STRETCHER 



Texas Instruments 
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recommended operating conditions 



a - 

o 7 

g oZ 

• O J 

" z 

s H 





54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 




'28 


•37, '40 


'H40 


'LS28, 'LS37 
■LS40 


'337, 'S40 


MIN 


NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, V(^q 


54 Family 


4.5 


5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 


5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output current, Iqh 


-2.4 


-1.2 


-1.5 


-1.2 


-3 


mA 


Low-level output current, Iql 


54 Family 


48 


48 


60 


12 


60 


mA 


74 Family 


48 


48 


60 


24 


60 


Operating free-air temperature, T/^ 


54 Family 


-55 


125 


-55 125 


-55 125 


-55 125 


-55 125 


°C 


74 Family 





70 


70 


70 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 








SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


TESTCONDITIONS* 


•28 


•37, ^40 


•H40 


•LS28, •LSS?, 
•LS40 


'S37, 'S40 


MIN TYPl MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


VlH High-level input voltage 


1.2 




2 


2 


2 


2 


2 


V 


ViL Low-level input voltage 


1,2 




54Farfiily 


0.8 


0.8 


0.8 


0.7 


0.8 


V 


74 Family 


0.8 


0.8 


0.8 


0.8 


0.8 


V|(^ Input clamp voltage 


3 


Vcc=MIN, !,=■§ 


-1.5 


—1.5 


-1.5 


-1.5 


-1.2 


V 


Vqh High-level output voltage 


1 


Vcc = MIN. V|L = V|Lmax, 
l0H=MAX 


54 Family 


2.4 3.4 


2.4 3.3 


2.4 3.4 


2.5 3.4 


2.5 3.4 


V 


74 Family 


2.4 3.4 


2.4 3.3 


2.4 3.4 


2.7 3.4 


2.7 3.4 


Vql Low-level output voltage 


2 


V|H-2V 


l0L=MAX 


54 Family 


0.2 0.4 


0.2 0.4 


0.15 0.3 


0.25 0.4 


0.5 


V 


74 Family 


0.2 0.4 


0.2 0.4 


0.2 0.4 


0.35 0.5 


0.5 


IOL"12mA 


Series 74LS 








0.25 0.4 




Input current at 
l| 

maximum input voltage 


4 


Vcc=MAX 


V|=5.5 V 


1 


1 


01 




1 


mA 


V| = 7 V 








01 




l|l-| High-level input current 


4 


Vcc = MAX 


V|H =2.4 V 


40 


40 


100 






^A 


V|H-2.7V 








20 


100 


l|L Low-level input curreni 


5 


V(;c = MAX 


V|L=04 V 


-1.6 


-1.6 


-4 


-0.4 




mA 


V|L=0 5 V 










-4 


Short circuit 
output current* 


6 




54 Family 


-70 -180 


-20 -70 


-40 -125 


-30 -130 


-50 -225 


mA 


74 Family 


-70 -180 


-18 —70 


-40 -125 


-30 -130 


-50 -225 


Ice Supply curreni 


7 


Vcc=MAX 


See table on next page 





'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions 
Jam typical values are at Vqc = 5 V, T^ = 25"C. 

S|| = -12 mA for SN54'/SN74', -8 mA for SN54H'/SN74H', and -18 mA for SN54LS'/SN74LS' and SN54S'/SN74S'. 
*Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second for all of i 
seconds for 'S37 and 'S40. 



its except '337 and •340, or 100 milli- 



00 



C/3 

O 

o 

35 



30 
C/3 



■o 
o 



■o 

—I 
c/> 



supply current^ 



switching characteristics, Vcc = 5 V, Ta = 25°C 



5 H 

5 m 
? X 

s oZ 

. o J 

? ^70 

? m 
" z 

B H 



TYPE 


'CCH (""A) 

Total with outputs high 


'CCL 

Total with 


(itiA) 

outputs low 


Ice (mA) 

Average per gate 
(50% duty cycle) 


TYP MAX 


TYP 


MAX 


TYP 


'28 
'37 
'40 


12 21 
9 15.5 
4 8 


33 
34 
17 


57 
54 
27 


5.63 
5.38 
5.25 


•H40 


10.4 16 


25 


40 


8.85 


'LS28 
'LS37 
'LS40 


1 .8 3.6 

0.9 2 

0.45 1 


6.9 
6 
3 


13.8 
12 
6 


1.09 
0.86 
0.86 


'S37 
'S40 


20 36 
ID 18 


46 
25 


80 
44 


8.25 
8.75 



II Maximum values of Ice are. over the recommended operating ranges of 
Vcc a"'' Ta; typical values are at Vqq = 5 V, T^ = 25°C. 

schematics (each gate) 



TYPE 


TEST 
CONDITIONS* 


tpLH (ns) 
Propagation delay time, 
low-to-high-level output 


tpHL (nsl 

Propagation delay time, 
high-to-low output 


MIN TYP 


MAX 


MIN TYP 


MAX 


'28 


CL=50pF, RL=133n 


6 


9 


8 


12 


Cl= 150pF, Rl= 133 n 


10 


15 


12 


18 


■37 


CL = 45pF, RL=133n 


13 


22 


8 


15 


'40 


CL=15pF, RL=133n 


13 


22 


8 


15 


'H40 


Cl=25pF, RL = 93n 


8.5 


12 


6.5 


12 


■LS28 


Cl = 45pF, RL = 667n 


12 


24 


12 


24 


•LS37 


12 


24 


12 


24 


'LS40 


12 


24 


12 


24 


■S37, 
■S40 


CL = 50pF, RL = 93n 


4 


6.5 


4 


6.5 


Cu=150pF,RL = 93n 


6 


6 





^Load circuit and voltage waveforms are shown on pages 3-10 and 3-11. 







'37 


'40 


'H40 


R1 


4k 


4k 


1.4 k 


R2 


600 


600 


390 


R3 


100 


100 


45 


R4 


400 


400 


250 


R5 


4k 


4k 


2k 



CO 



c/> 

I— 

o 
o 

PC 

a 
< 

pn 

30 
</i 



'28 CIRCUITS 



'37, '40, 'H40 CIRCUITS 







'LS28 CIRCUITS 

Resistor values shown are nominal and in ohms. 



'LS37, 'LS40 CIRCUITS 




'S37, '540 CIRCUITS 



"O 

o 



Vi 



recommended operating conditions 



^ H 

3 m 

o X 

i^ 

o z^ 

g °z 

• OJ 

; mC 

-I ^ 

? m 
" z 

s H 





54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54S 
SERIES 74S 


UNIT 






'128 


'SI 40 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, V^c 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


High-level output current, loH 


54 Family 


-29 


-40 


mA 


74 Family 


-42.4 


-40 


Low-level output current, Iql 


48 


60 


mA 


Operating free-air temperature, T/^ 


54 Family 


-55 125 


-55 125 


"C 


74 Family 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TESTCONDITIONS+ 


SERIES 54 
SERIES 74 


SERIES 54S 
SERIES 74S 


UNIT 


'128 


'S140 


MIN 


TYPt MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 


1,2 




2 


2 


V 


V|L 


Low-level input voltage 


1,2 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


3 


Vcc = MIN, 


l|=§ 




-1.5 


-1.2 


V 


VOH 


High-level output voltage 


1 


Vcc = MIN, 


V|L = 0.8V, 


'OH = -2.4 mA 


54 Family 


2.4 


3.4 






V 


74 Family 


2.4 


3.4 






Vcc = MIN, 


V|L = 0.4 V, 


Iqh = -13.2 mA 


2.4 




Vcc = MIN, 


V|L = 0.4 V, 


l0H = MAX 


2 




Vcc = MIN, 


V|L = 0.8V, 


Iqh = -3 mA 


54 Family 




2.5 


3.4 




74 Family 




2.7 


3.4 




Vcc=MIN, 


V|L = 0.5 V, 


R0 = 50n toGND 




2 


Vol 


Low-level output voltage 


2 


Vcc = MIN, 


V|H = 2V, 


l0L = MAX 




0.26 


0.4 


0.5 


V 


l| Input current at maximum input voltage 


4 


Vcc = MAX, 


V| = 5.5 V 




1 


1 


mA 


l|H 


High-level input current 


4 


Vcc = MAX 


V,H = 2.4 V 


40 




mA 


V|H = 2.7V 




100 


l|L 


Low-level input current 


5 


Vcc = MAX 


V|L = 0.4 V 


-1.6 




mA 


V|L = 0.5V 




-4 


los 


Short-circuit output current* 


6 


Vcc = MAX 


-70 


- 


180 


-50 




-225 


mA 


Ice 


Supply current 


Total, outputs high 


7 


Vcc = MAX 




12 


21 




10 


18 


mA 


Total, outputs low 




33 


57 




25 


44 


Average per gate 


Vcc = 5 V, 


50% duty cycle 




5.63 


8.75 



^ For conditions shown as MIN or MAX. use the appropriate value specified under recommended operating conditions 

tAII typical values are at Vqc = 5 V, T^ = 25°C. 

§![ = -12 mA for '128 and -18 mA for 'S140. 

'Not more than one output should be shorted at a time, and duration of short 



ui 



C91 



Ui 



t should not exceed one second for '128 or 100 milliseconds for 3140. 



H 
m 

> 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



TYPE 


TEST 
CONDITIONS* 


tpLH (ns) 

Propagation delay time, 
low-to-high-level output 


tpHL (ns) 

Propagation delay time, 
high-to-low-level output 


MIN TYP MAX 


MIN TYP MAX 


'128 


CL=50pF, RL=133n 


6 9 


8 12 


Cl= 150 pF, Ri_= 133 n 


10 15 


12 18 


•SI 40 


Cl=50pF, RL = 93n 


4 6.5 


4 6.5 


Cl= 150pF,RL = 93n 


6 


6 



#Load circuit and voltage waveforms are shown on page 3-10. 



> 2 

B H 



schematics (each driver) 



INPUTS 



Vcc 




Vcc 



1.4 k I 380 



■•u 

A 


S 




> 


fl'^ 










c 








D 








5 






7 








CJl 



CJl 



'128 CIRCUITS 



'S140 CIRCUITS 



Resistor values shown are nominal and in ohms. 
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recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54' 
SERIES 74' 


UNIT 




'06, '07 


'16, '17 


'26 


'33, -38 


MIN NOM MAX 


MIN NOM MAX 


MIN 


NOM 


MAX 


MIN NOM MAX 


Supply voltage, Vqc 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


4.5 


5 


5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


4.75 


5 


5.25 


4.75 5 5.25 


High-level output voltage, Vqh 


30 


15 


15 


5.5 


V 


Low-level output current, Iql 


54 Family 


30 


30 


16 


48 


mA 


74 Family 


40 


40 


16 


48 


Operating free-air temperature, Ta 


54 Family 


-55 125 


-55 125 


-55 




125 


-55 125 


°C 


74 Family 


70 


70 







70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TESTCONDITIONSt 


SERIES 54' 
SERIES 74' 


UNIT 


'06, '07 


•16, '17 


•26 


•33, '38 


MIN TYP MAX 


MIN TYP MAX 


MIN TYP MAX 


MIN TYP MAX 


High-level 
V|H 

input voltage 


1,2 




2 


2 


2 


2 


V 


Low-level 
V|L 

input voltage 


1,2 




0.8 


0.8 


0.8 


0.8 


V 


ViK Input clamp voltage 


3 


Vcc = MIN, l|=-12mA 


-1.5 


-1.5 


-1.5 


-1.5 


V 


High-level 
'OH 

output current 


1 


Vcc = MIN, 

V|=A 


V0H = 12 V 






50 




/iA 


VoH = MAX 


250 


250 


1000 


250 


Low-level 

Vol 

output voltage 


2 


Vcc = MIN, 


Iql " 16 mA 


0.4 


0.4 


0.4 




V 


Iql = MAX 


0.7 


0.7 


0.4 


0.4 


' Input current at 
l| 

maximum input voltage 


4 


Vcc = MAX, V| = 5.5V 


1 


1 


1 


1 


mA 


High-level 
■iH 

mput current 


4 


Vcc = MAX, V|H = 2.4V 


40 


40 


40 


40 


mA 


Low-level 
'IL 

input current 


5 


Vcc = MAX, V|L = 0.4V 


-1.6 


-1.6 


-1.6 


-1.6 


mA 


•CC Supply current 


7 


Vcc = MAX 


See table on next page 


mA 



00 C/) 

c: m 

•n 30 
30 ^ 

>s 



> 

o 
m 

a 

> 



^For conditions shown as MIN or MAX, use 
^The input voltage is Vj^ = 2 V or \/| = V| 



the appropriate value specified under recommended operating conditior 
L max, as appropriate. See tables with test figures 1 and 2, 



C/3 



o 
■o 



o 



o 

30 
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supply current^ 
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TYPE 


'CCH (""A) 
Total with 
outputs high 


'CCL '""A) 
Total with 
outputs low 


Ice ("lA) 
Average per gate 
(50% duty cycle) 


TYP MAX 


TYP MAX 


TYP 


'06, '16 


30 48 


32 51 


5.17 


'07, '17 


29 41 


21 30 


4.17 


•26 


4 8 


12 22 


2.00 


'33 


12 21 


33 57 


5.63 


'38 


5 8.5 


34 54 


4.88 



f Maximum values of Ice shown are over the recommencJed operating 
ranges of Vcc and Ta; typical values are at Vcc = 5 V, T/^ = 25°C. 



schematics (each gate) 



switching characteristics, Vcc 


= 5 V, Ta = 25°C 




TYPE 


TEST 
CONDITIONS* 


tpLH (ns) 

Propagation delay time, 
low-to-high-level cxitput 


tpHL (nsl 

Propagation delay time, 
high-to-low-level cxjtput 


TYP MAX 


TYP MAX 


'06, '16 


CL=15pF, RL=110n 


10 15 


15 23 


■07, '17 


6 10 


20 30 


•26 


Cl= 15pF, Rl= 1 kn 


16 24 


11 17 


■33 


CL = 50pF, RL=133n 


10 15 


12 18 


CL = 150pF, RL=133n 


15 22 


16 24 


'38 


CL=45pF, RL=133n 


14 22 


11 18 



U3 



30 



*Load circuit and voltage waveforms are shown on page 3-10. 
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■06, ■IB CIRCUITS 



'07, '17 CIRCUITS 





CIRCUITS 

■26 


R1 

4i<n 


R2 

1.6 kn 


R3 

1 kn 


'38 


4kn 


600 n 


400 n 



--A-cL 



O rn 



C/) 



'26, '38 CIRCUITS 



■33 CIRCUITS 



C/3 .^ 



recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54LS' 
SERIES 74LS' 


SERIES 54S' 
SERIES 74S' 


UNIT 




•LS26 


'LS33 


'LS38 


'S38 


MIN NOM MAX 


MIN NOM MAX 


MIN 


NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


4.5 


5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


4.75 


5 5.25 


4.75 5 5.25 


High-level output voltage, VoH 


15 


5.5 


5.5 


5.5 


V 


Low-level output current, Iql 


54 Family 


4 


12 


12 


60 


mA 


74 Family 


8 


24 


24 


60 


Operating free-air temperature, Ta 


54 Family 


-55 125 


-55 125 


-55 


125 


-55 125 


°C 


74 Family 


70 


70 





70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 




.-r <^n.im-r.n..o + 


SERIES 54LS' 
SERIES 74LS' 


SERIES 54S' 
SERIES 74S' 


UNIT 




'LS26 


'LS33 


'LS38 


'S38 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


High-level 

V|H . 

input voltage 


1,2 




2 


2 


2 


2 


V 


Low-level 
input voltage 


1,2 




54 Family 


0.7 


0.7 


0.7 


0.8 


V 


74 Family 


0.8 


0.8 


0.8 


0.8 


V|K Input clamp voltage 


3 


Vcc = MIN, l|-18mA 




-1.5 


-1.5 


-1.5 


-1.2 


V 


High-level 

'oh 

output current 


1 


Vcc = MIN, 
V,=* 


VoH = 12V 


50 








mA 


VoH = MAX 


1000 


250 


250 


250 


Low-level 

vql 

output voltage 


2 




l0L = MAX 


54 Family 


0.25 0.4 


0.25 0.4 


0.25 0.4 


0.5 


V 


74 Family 


0.35 0.5 


0.35 0.5 


0.35 0.5 


0.5 


Iql = ^ TiA 


Series 74 LS' 


0.25 0.4 








'0L= 12 mA 




0.25 0.4 


0.25 0.4 




Input current at 
li 

maximum input voltage 


4 


Vcc = MAX 


V| = 5.5 V 








1 


mA 


V| = 7V 


0.1 


0.1 


0.1 




High-level 
<IH 

input current 


4 


Vcc = MAX 


V|H = 2.7V 


20 


20 


20 


100 


/iA 


Low-level 
l|L 

input current 


5 


Vcc = MAX 


V|L = 0.4V 


-0.4 


-0.4 


-0.4 




mA 


V|L = 0.5V 








-4 


'cc Supply current 


7 


Vcc = MAX 


See table on next page 


mA 



■f For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at Vcc ~ ^ V, Ta = 25° C. 

*The input voltage isV||-| = 2 Vor V|l" V||_ max, as appropriate. See tables with test figures 1 and 2. 
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supply current^ 



TYPE 


■CCH ("iA> 

Total with 
outputs high 


Total with 
outputs low 


Ice (">A) 

Average per gate 
(50% duty cycle) 


TYP MAX 


TYP MAX 


TYP 


'LS26 


0.8 1.6 


2.4 4.4 


0.4 


'LS33 


1.8 3.6 


6.9 13.8 


1.09 


'LS38 


0.9 2 


6 12 


0.86 


'S38 


20 36 


46 80 


8.25 



il Maximum values of Icc shown are over the recommencJed operating 
ranges of Vcc and T/^; typical values are at Vcc = 5 V, Ta = 25°C. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



TYPE 


TEST 
CONDITIONS* 


tpLH (ns) 

Propagation delay time, 
low-to-high-level output 


tpHL (ns) 

Propagation delay time, 
high-tolow-level output 




TYP MAX 


TYP MAX 


'LS26 


CL=15pF, Ru = 2kn 


17 32 


15 28 


•LS33 


Cl = 45pF, RL = 667n 


20 32 


18 28 


'LS38 


20 32 


18 28 


'S38 


RL = 93n 


Cu = 50pF 


6.5 10 


6.5 10 


CL=150pF 


9 


8.5 



2 



*Load circuit and voltage waveforms are shown on pages 3-10 and 3-11. 
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schematics (each gate) 




Vcc 



'LS26 CIRCUITS 



Vcc 



INPUTS 

A — a f^ — (^W" 




'LS38 CIRCUITS 




INPUTS 

A J4 



% \l 



" — j< 1'^ 




'LS33 CIRCUITS 



Vcc 



OUTPUT 
Y 




Vcc 



m 
'S38 CIRCUITS 
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recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54 LS 
SERIES 74LS 


SERIES 548 
SERIES 74S 


UNIT 




■32 


■LS32 


■S32 


MIN NOM 


MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


54 Family 


4.5 5 


5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 


5.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output current, Iqh 




-800 


-400 


-1000 


mA 


Low-level output current, Iql 


54 Family 


16 


4 


20 


mA 


74 Family 


16 


8 


20 


Operating free-air temperature, Ta 


54 Family 


-55 


125 


-55 125 


-55 125 


C 


74 Family 





70 


70 


70 



electrical characteristics over recommended free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TESTCONDITIONSt 


SERIES 54 
SERIES 74 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


•32 


•LS32 


■832 


MIN TYPt 


MAX 


MIN 


TYPt MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 


1,2 




2 


2 


2 


V 


V|L 


Low-level input voltage 


1,2 




54 Family 


0.8 


0.7 


0.8 


V 


74 Family 


0.8 


0.8 


0.8 


V|K 


Input clamp voltage 


3 


Vcc = MIN, 


l| = § 




-1.5 


-1.5 


-1.2 


V 


VOH 


High-level output voltage 


1 


Vcc = MIN, 
Iqh = MAX 


V1H-2V, 


54 Family 


2.4 3.4 


2.5 


3.4 


2.5 3.4 


V 


74 Family 


2.4 3.4 


2.7 


3.4 


2.7 3.4 


Vol 


Low-level output voltage 


2 


Vcc = MIN, 
V|L = V|Lmax 


l0L= MAX 


54 Family 


0.2 


0.4 


0.25 0.4 


0.5 


V 


74 Family 


0.2 


0.4 


0.35 0.5 


0.5 


Iql = 4 mA 


Series 74LS 




0.25 0.4 




l| Input current at maximum input voltage 


4 


Vcc = MAX 


V| = 5.5V 


1 




1 


mA 


V| = 7V 




0.1 




"IH 


Hi^-level input current 


4 


Vcc = MAX 


V|H = 2.4V 


40 






HA 


V|H = 2.7V 




20 


50 


l|L 


Low-level input current 


5 


Vcc = MAX 


V|i_ = 0.4V 


-1.8 


-0.4 




mA 


V|L = 0.5V 






-2 


lOS 


Short<ircuit output current* 


6 


Vcc = MAX 


54 Family 


-20 


-55 


-20 


-100 


-40 


-100 


mA 


74 Family 


-18 


-55 


-20 


-100 


-40 


-100 


Ice 


Supply current 


Total, outputs high 


7 


Vcc = MAX 


15 


22 


3.1 6.2 


18 


32 


mA 


Total, outputs low 


23 


38 


4.9 9.8 


38 


68 


Average per gate 


Vcc = 5V, 


50% duty cycif 




4.75 


1.0 


7 



'''For conditions shown as MIN or MAX, use the appropriate value specified undej- recommended operating conditions, 

t All typical values are at Vcc = 5 V, T^ = 25° C. 

§l| = -12 mA for SN547SN74' and -18 mA for SN54LS7SN74LS' and SN54S7SN74S'. 

*Not more than one output should be shorted at a time, and for SN54LS'/SN74LS' and SN54SVSN74S', duration of the short-circuit should be less than one second. 
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switching characteristics at Vcc = 5 V, Ta = 25° C 



schematics (each gate) 
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TYPE 


TEST 
CONDITIONS* 


Propagation delay time, 
low-to-high-level output 


tpHL (ns) 

Propagation delay time, 
high-to-low-level output 


MIN TYP MAX 


MIN TYP MAX 


•32 


Cl=15pF, RL = 400n 


10 15 


14 22 


'LS32 


Cl=15pF, RL = 2kn 


14 22 


14 22 


'S32 


CL = 15pF, RL = 280n 


4 7 


4 7 


Cu = 50pF, RL = 280n 


5 


5 



*Load circuit and voltage waveforms are shown on pages 3-10 and 3-11. 
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'32 CIRCUITS 




Vcc 
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'LS32 CIRCUITS 



Resistor values shown are nominal and in ohms. 
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recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54L 
SERIES 74L 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 




■51, '54 


■H51,'H54 


■L51,'L54. 
•L55 


•LS51, ■LS54, 
•LS55 


■S51.-S64 


MIN NOM 


MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


54 Family 


4.5 5 


5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 


5.25 


4.75 5 5.25 


4.75 5 6.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output cur 


rent, Iqh 


64 Family 


-400 


-500 


-100 


-400 


-1000 


(jA 


74 Family 


-400 


-600 


-200 


-400 


-1000 


Low-level output cur 


ent,l0L 


54 Family 


16 


20 


2 


4 


20 


mA 


74 Family 


16 


20 


3.6 


8 


20 


Operating free-air ten 


peraiure, T/\ 


54 Family 


-55 


125 


-55 125 


-55 125 


-65 126 


-65 125 


C 


74 Family 





70 


70 


70 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 
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PARAMETER 


TEST 
FIGURE 


TESTCONDITIONSt 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


SERIES 54L 
SERIES 74L 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


■51. -54 


'H51.'H54 


•L51,'L54. 
•L55 


■LS51,-LS54, 
•LS55 


•S51,'S64 


MIN TYPt 


MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


V|H 


High-level 
input voltage 


1.2 




2 


2 


2 


2 


2 


V 


V|L 


Low-level 
input voltage 


1,2 




54 Family 


0.8 


0.8 


0.7 


07 


0.8 


V 


74 Family 


0.8 


0.8 


0.7 


0.8 


0.8 


V|K 


Input clamp voltage 


3 


Vcc = MIN, l| = § 


-1.5 


-1.5 




-1.5 


-1.2 


V 


VOH 


High-level 
output voltage 


1 


Vcc ' MIN, 
lOH = MAX 


54 Family 


2.4 3.4 


2.4 3.4 


2.4 3.3 


26 3.4 


2.5 3.4 


V 


74 Family 


2.4 3.4 


2.4 3.4 


2.4 3.2 


2.7 3.4 


2.7 3.4 


Vol 


Low-level 
output voltage 


2 


Vcc = MIN, 
V|H-2V 


l0L = MAX 


54 Family 


0.2 


0.4 


0.2 


0.4 


0.15 0.3 


0.25 0.4 


0.5 


V 


74 Family 


0.2 


0.4 


0.2 


0.4 


0.2 0.4 


0.35 0.5 


0.5 


IQL «4 mA 


Series 74 LS 








0.25 0.4 




Input current at 
1| 

maximum input voltage 


4 


Vcc = '^A'< 


V| = 5.5 V 


1 


1 


0.1 




1 


mA 


V| =7 V 








0.1 




l|H 


High-level 
input current 


4 


Vcc " ^'lAX 


V|H »2.4 V 


40 


50 


10 






J-A 


V|H=2.7V 








20 


50 


l|L 


Low-level 
input current 


5 


Vcc - MAX 


V|L = 0.3 V 






-0.18 






mA 


V|L • 0.4 V 


-1.6 


-2 




-0.4 




V|L = 0.5V 










-2 


lOS 


Short-circuit 
output current* 


6 


Vcc - MAX 


54 Family 


-20 


-65 


-40 


100 


-3 -15 


-20 -100 


-40 -100 


mA 


74 Family 


-18 


-55 


^0 


100 


-3 -15 


-20 -100 


-40 -100 


Ice 


Supply current 


7 


Vcc ' MAX 


See table on next page 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at Vqq = 5 V, T;^ = 25°C. 

§l| = -12 mA for SN547SN74', -8 mA for SN54H'/SN74H', and -18 mA for SN54LS7SN74LS' and SN54S7SN74S'. 

♦Not more than one output should be shorted at a time, and forSN54LS7SN74LS', SN54H7SN74H', and SN54S7SN74S', duration of the short-circuit should not exceed 
one second. 



o 
c 

■o 

-I 

C/) 



supply current^ 



switching characteristics at Vcc = 5 V, Ta = 25° C 
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TYPE 


'CCH 

Total with o 


mA) 

jtputs high 


'CCL 

Total with 


(mA) 

DUtpUtS low 


Ice (niA) 
Average per AOI gate 
(50% duty cycle) 


TYP 


MAX 


TYP 


MAX 


TYP 


■51 


4 


8 


7.4 


14 


2.85 


■54 


4 


8 


5.1 


9.5 


4,55 


'H51 


8.2 


12.8 


15.2 


24 


5.85 


■H54 


7.1 


11 


9.4 


14 


8.25 


■L51 


0.44 


0.8 


0.76 


1.3 


0.30 


'L54 


0.39 


0.8 


0.60 


0.99 


0.50 


■L55 


0.22 


0.4 


0.38 


0.65 


0.30 


■LS51 


0.8 


1.6 


1.4 


2.8 


0.55 


•LS54 


0.8 


1.6 


1.0 


2 


0.9 


'LS55 


0.4 


0.8 


0.7 


1.3 


0.55 


■S51 


8.2 


17.8 


13.6 


22 


5.45 


■S64 


7 


12.5 


8.5 


16 


7.75 



il Maxin 



jm values of l^c ^'^ °^^ 
; and T;\; typical values ai 



the recommended operating ranges 
re at Vqc = 5 V, T^ = 25°C. 



schematics (each gate) 



The portion of the circuits within the dashed 
lines is repeated (with as many emitters or 
input diodes as applicable) for each additional 
AND section. 

Resistor values shown are nominal and in ohms. 




TYPE 


TEST 
CONDITIONS* 


tpLH (ns> 

Propagation delay time, 
low-to-high-level output 


tpHL (ns) 

Propagation delay time, 
high-to-low-level output 


MIN TYP 


MAX 


MIN TYP 


MAX 


■51/54 


CL=15pF, RL = 400n 


13 


22 


8 


15 


■H51 


Cl=25pF, RL-280n 


6.8 


11 


6.2 


11 


■H54 


Cl=25pF, RL = 280n 


7 


11 


6.2 


11 


■L51,'L54, 
■L55 


Cl=50pF, RL = 4l<n 


50 


90 


35 


60 


■LS51,'LS55 


Cl=15pF, RL = 2kn 


12 


20 


12.5 


20 


■LS54 


CL=15pF, RL = 2kn 


12 


20 


12.5 


20 


■S51, ■S64 


Cl=15pF, Rl = 280 12 


3.5 


5.5 


3.5 


5.5 


CL=50pF, RL = 280n 


5 


5.5 



^Load circuit and voltage waveforms are shown on pages 3-10 and 3-1 1. 




'51, '54 CIRCUITS 
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'H51,'H54 CIRCUITS 





'L51, 'L54, 'L55 CIRCUITS 



'LS51, 'LS54, 'LS55 CIRCUITS 



'S51,'S64 CIRCUITS 



c/> 



recommended operating conditions 





SN54S65 


SN74S65 


UNIT 


MIN NOM MAX 


MIN NOM 


MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 


5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, \q\_ 


20 


20 


mA 


Operating free-air temperature, T/^ 


-55 125 





70 


°C 



> 

a 
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electrical characteristics over operating free-air temperature range 
(unless otherwise noted) 



schematic 
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PARAMETER 


TEST 
FIGURE 


TEST CONDITIONS^ 


'S65 


UNIT 


MIN TYPt MAX 


V||-| High-level input voltage 


1,2 




2 


V 


V|i_ Low-level input voltage 


1,2 




0.8 


V 


V|K Input clamp voltage 


3 


Vcc = MIN, i| = -18mA 


-1.2 


V 


'oh High-level output current 


1 


Vcc = MIN, V|H = 0.8V, 
Vqh = 5.5 V 


250 


ma 


Vol Low-level output voltage 


2 


Vcc = MIN, V|L = 2V, 
IOL = 20mA 


0.5 


V 


Input current at 
l| 

maximum input voltage 


4 


Vcc = MAX, V| = 5.5V 


1 


mA 


High-level input 

l|H 

current 


4 


Vcc = MAX, V| = 2.7 V 


50 


mA 


Low-level input 

l|L 

current 


5 


Vcc = MAX, V| = 0.5V 


-2 


mA 


'CCH Supply current, output high 


7 


Vcc = MAX 


6 11 


mA 


'CCL Supply current, output low 


7 


Vcc = MAX 


8.5 16 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating 

conditions. 
tAII typical values are at Vqc = 5 V, T/^ = 25°C. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS* 


'365 


UNIT 


MIN TYP MAX 


Propagation delay time, 
tpi |_i 

low-to-high-level output 


CL=15pF, RL = 280n 


2 5 7.5 


ns 


CL = 50pF, RL = 280n 


3 


ns 


Propagation delay time, 
fPHL 

high-to-low-level output 


Cl=15pF, RL=280n 


2 5.5 8.5 


ns 


CL=50pF, RL = 280n 


6.5 


ns 
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Resistor values shown are nominal and in ohms. 



TfLoad circuit and voltage waveforms are shown on page 3-10, 



recommended operating conditions 





54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 748 


UNIT 




•125, '126, 
'425, '426 


■LS125A,'LS126A 


'S134 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


High-level output current, IqH 


54 Family 


-2 


-1 


-2 


mA 


74 Family 


-5.2 


-2.6 


-6.5 


Low-level output current, Iql 


54 Family 


16 


12 


20 


mA 


74 Family 


16 


24 


20 


Operating free-air temperature, T/\ 


54 Family 


-55 125 


-55 125 


-55 125 


°C 


74 Family 


70 


70 


70 
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electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 








SERIES 54 
SERIES 74 


SERIES 54LS 
SERIES 74LS 


SERIES 54S 
SERIES 74S 


UNIT 


TESTCONDITIONSi 


•125, '126, 
•425, ^426 


•LS125A,'LS126A 


'S134 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


V|H Hic^-level input voltage 


1,2 




2 


2 


2 


V 


V|L Low-level input voltage 


1,2 




54 Family 


0.8 


0.7 


0.8 


V 


74 Family 


0.8 


0.8 


0.8 


V|K Input clamp voltage 


3 


Vcc = MIN, l|=§ 


-1.5 


-1.5 


-1.2 


V 


VoH High-level output voltage 


1 


Vcc = MIN, V|H=2V, 
V|L = V|Lmax, loH = MAX 


54 Family 


2.4 3.3 


2.4 


2.4 3.4 


V 


74 Family 


2.4 3.1 


2.4 


2.4 3.2 


Vol Low-level output voltage 


2 


Vcc = MIN, 
V|H = 2V, 
V|L = V|Lmax 


l0L = MAX 


54 Family 


0.4 


0.25 0.4 


0.5 


V 


74 Family 


0.4 


0.35 0.5 


0.5 


IqL = 12 mA 


Series 74LS 




0.25 0.4 






Off-state (high-impedance 

'oz 

state) output current 


19 


Vcc = MAX, 
ViH = 2V, 
V|L = V|Lmax 


Vo = 2.4 V 


40 


20 


50 


^A 


Vo = 0.4 V 


-40 


-20 




Vo = 0.5 V 






-50 


Input current at 
li 

maximum input voltage 


4 


Vcc = MAX 


V| = 5.5V 


1 




1 


mA 


V| = 7V 




0.1 




l|)-l High-level input current 


4 


Vcc = MAX 


V,H = 2.4 V 


40 






ma 


V|H = 2.7V 




20 


50 


l|L Low-level input current 


5 


Vcc - MAX 


V|L = 0.4V 


-1.6 


0.4 




mA 


V|L = 0.5V 






-2 


IQS Short-circuit output current* 


6 


Vcc = MAX 


54 Family 


-30 -70 


-40 -225 


-40 -100 


mA 


74 Family 


-28 -70 


-40 -225 


-40 -100 


Ice Supply current 


7 


Vcc = MAX 


See table on next page 


mA 



> 
m 



CO 

I 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 

+AII typical values are at Vcc = 5 V, Ta = 25°C. 

§l| = -12 mA for SN54'/SN74' and -18 mA for SN54LS'/SN74LS' and SN54S'/SN74S'. 

*Not more than one output should be shorted at a time, and for SN54LS'/SN74L.S' and SN54S'/SN74S', duration of the short circuit should not exceed one second. 
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supply current^ 



TYPE 


TEST CONDITIONS 


Ice (mA) 1 


DATA OUTPUT 
INPUTS CONTROLS 


MIN TYP 


MAX 


'125, '425 


OV 4.5 V 


32 


54 


•126/426 


OV OV 


36 


62 


'LSI 25 A 


OV 4.5 V 


11 


20 


'LS126A 


OV OV 


12 


22 


'SI 34 


OV OV 


7 


13 


5V OV 


9 


16 


5V 5V 


14 


25 



H Maximum values of Ice are over the recommended operating 
ranges of Vqq and T/\; typical values are at V^c = 5 V, 
Ta = 25°C. 



schematics (each gate) 




■125, '425 CIRCUITS 



J Vcc 




'126, 426 CIRCUITS 



Resistor values shown are nominal and in ohms. 



switching characteristics, Vqc = 


5V,Ta = 25°C 




















PARAMETER 


SERIES 54/74 


SERIES 54LS/74LS 


SERIES 54S/74S 


UNIT 


TEST 
CONDITIONS* 


'125, '425 


'126, 


'426 


TEST 
CONDITIONS* 


'LSI 25 A 


•LS126A 


TEST 
CONDITIONS* 


'SI 34 


TYP MAX 


TYP 


MAX 


TYP MAX 


TYP MAX 


TYP 


MAX 


Propagation delay time, 
tpL|_| 

low-to-high-level output 


CL = 50pF, 
RL = 400n 


8 13 


8 


13 


Cl = 45pF, 
Rl = 667 12 


9 15 


9 15 


CL=15pF, Ru = 28012 


4 


6 


ns 


CL = 50pF, Rl = 28012 


5.5 


Propagation delay time, 
tpHL 

high -to-low-level output 


12 18 


12 


18 


7 18 


8 18 


Cl= 15 pF, RL=280n 


5 


7.5 


ns 


Cl = 50pF, RL=280r2 


7 


tPZH Output enable time to high level 


11 17 


11 


18 


12 20 


16 25 


CL = 50pF, RL=280n 


13 


19.5 


ns 


tPZL Output enable time to low level 


16 25 


16 


25 


15 25 


21 35 


14 


21 


ns 


tPHZ Output disable time from high level 


CL = 5pF, 
RL = 400n 


5 8 


10 


16 


CL = 5pF, 
RL = 667 12 


20 


25 


Cl = 5pF, Rl = 28012 


5.5 


8.5 


ns 


tpLZ Output disable time from low level 


7 12 


12 


18 


20 


25 


9 


14 


ns 
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^Load circuit and voltage waveforms are shown on page 3-10 and-3-1 1, 
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recommended operating conditions 
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54 FAMILY 
74 FAMILY 


SERIES 54 
SERIES 74 


SERIES 54LS 
SERIES 74LS 


UNIT 




•365A, -seeA 

'367 A, -SeSA 


•LS365A, -LSSeeA 
•LS367A, 'LS368A 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


54 Family 


4.5 5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 5.25 


4.75 5 5.25 


High-level output current, Iqh 


54 Family 


-2 


-1 


mA 


74 Family 


-5.2 


-2.6 


Low-level output current, Iql 


54 Family 


32 


12 


mA 


74 Family 


32 


24 


Operating free-air temperature, T/\ 


54 Family 


-55 125 


-55 125 


°C 


74 Family 


70 


70 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TESTCONDITIONS^ 


SERIES 54 
SERIES 74 


SERIES 54LS 
SERIES 74LS 


UNIT 


•365A. -seeA 

'367 A, •368A 


'LS365A, 'LS366A 
•LS367A, 'LS368A 


MIN TYPt MAX 


MIN TYPt MAX 


V|H 


Hi^-level input voltage 


1,2 






2 


2 


V 


V|L 


Low-level input voltage 


1,2 




54 Family 


0.8 


0.7 


V 


74 Family 


0.8 


0.8 


V|K 


Input clamp voltage 


3 


Vcc = MIN. I| = § 




-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


1 


Vcc = MIN, ViH = 2V, 
V|L = V|Lmax, Iqh = MAX 


54 Family 


2.4 3.3 


2.4 3.3 


V 


74 Family 


2.4 3.1 


2.4 3.1 


Vol 


Low-level output voltage 


2 


Vcc = MIN, 
V|H = 2V, 
V|L = V|Lmax 


Iql = MAX 


54 Family 


0.4 


0.25 0.4 


V 


74 Family 


0.4 


0.35 0.5 


l0L= 12 mA 


Series 74 LS 




0.25 0.4 


loz 


Off-state (high-impedance state) 
output current 


19 


Vcc = MAX, V|H = 2V, 
V|L = V|Lmax 


Vo = 2.4 V 


40 


20 


;iA 


Vo = 0.4 V 


-40 


-20 


l| Input current at maximum input voltage 


4 


Vcc = MAX 


V| = 5.5V 


1 




mA 


V| = 7V 




0.1 


l|H 


High-level input current 


4 


Vcc = MAX 


V|H = 2.4V 


40 




nA 


V|H = 2.7V 




20 


"IL 


Low-level input current 


A inputs 




Vcc = MAX, V| = 0.5V, 
Either G input at 2 V 


-40 


-20 


mA 


Vcc = MAX, V|=0.4V, 
Both G inputs at 0.4 V 


-1.6 


-0.4 


mA 


G inputs 




Vcc = MAX, V| = 0.4V, 


-1.6 


-0.4 


'OS 


Short-circuit output current* 


6 


Vcc = MAX 


-40 -130 


-40 -225 


mA 


'CC 


Supply current 


7 


Vcc = MAX 


See taljle on 


next page 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

JaII typical values are at Vqc = 5 V, Ta = 25°C. 

§l| = —12 mA for SN54'/SN74' and -18 mA for SN54LS'/SN74LS', SN54S/SN74S'. 

♦Not more than one output should be shorted at a time, and for SN54LS'/SN74LS' and SN54S'/SN74S', duration of output short-circuit should not exceed one second. 
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s upply current " 



TYPE 


DATA 
INPUTS 


OUTPUT 
CONTROLS 


Ice ImA) 


TYP MAX 


■365A, -aeyA 


ov 


4.5 V 


65 85 


■366A. -sesA 


OV 


4.5 V 


59 77 


•LS365A, 'LSaSTA 


OV 


4.5 V 


14 24 


•LS366A, 'LSSeSA 


OV 


4.5 V 


12 21 



H Maximum values of l^c are over the recommended 
operating ranges of Vqc and T/\; typical values are 
at Vf-r = 5 V. Ta = 25°C. 



switching characteristics 


Vcc = 5 V, T^ = 25°C, see note 1 










PARAMETER* 


TEST 
CONDITIONS 


SERIES 54/74 


TEST 
CONDITIONS 


SERIES 54LS/74LS | 


•365A. '367A 


'366A. -SeSA 


'LS365A 


•LS367A 


'LS3S6A. 


•LS368A 


TYP MAX 


TYP MAX 


TYP 


MAX 


TYP 


MAX 


•PLH 


CL=50pF, 
RL = 400n 


16 


17 


Cl=45pF, 
RL = 667n 


10 


16 


7 


15 


tPHL 


22 


16 


9 


22 


12 


18 


tPZH 


35 


35 


19 


35 


18 


35 


tPZL 


37 


37 


24 


40 


28 


45 


tPHZ 


CL = 5pF, 
RL = 400n 


11 


11 


Cl = 5pF. 
Rl.-667n 


30 


32 


tPLZ 


27 


27 


35 


35 



schematics 



**PUH ~ Propagation delay time, low-to-high-lavel output tpZL ~ Output enable time to low level 

tpi-m = Propagation delay time, high-to-low-level output tpi-i^ = Output disable time from high level 

tp2H ~ Output enable time to high level tpLZ ~ Output disable time from low level 

NOTE 1 : Load circuits and voltage waveforms are shown on pages 3-10 and 3-1 1. 



TO OTHER PRIVERS 



CONTROL SECTJON 



1 OF 6 DRIVERS 




; ^TOOTHER DRIVERS 

'365A CIRCUITS 



1 OF 2 CONTROL SECTIONS 



1 OF 6 DRIVERS 




■f R is 600 n for the control 
section associated with G1 
and 900 fi for the control 
section associated with G2 



TO OTHER DRIVERS OF SAME SECTION 



AND OTHER DRIVERS 



'367A CIRCUITS 



CONTROL SECTION 




J VtO OTHER DRIVERS 

'366A CIRCUITS 



1 OF 2 CONTROL SECTIONS 



1 OF 6 DRIVERS 
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■^ R is 600 n for the control 
section associated with G1 
and 900 n fdr the control 
section associated with G2. 



'368A CIRCUITS 



Resistor values shown are nominal and in ohms. 
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I — no OTHER DRIVERS 
CONTROL SECTION 1 OF 6 DRIVERS 

I — , , 'r — ^ i r~ . . — , 7 



71 1 -vo 




DATA 
INPUT 



'LS365A CIRCUITS 



IGF 6 DRIVERS 




^ R is 5 kn for the control 
section associated with Gl 
and 8 Wil for the control 
section associated with G2. 



l» TO OTHER DRIVERS OF SAME SECTION 

OTHER CONTROL SECTION 

AND OTHER DRIVERS 



'LS367A CIRCUITS 



,-♦ TOOTHER DRIVERS 
CONTROL SECTION 1 OF 6 DRIVE RS 

r- | ] — ^r n i l r , n . 




'LS366A CIRCUITS 



1 OF 6 DRIVERS 



CONTROL. J 

INPUTS \j M * l l 
(ri.T52 ' "^^ 




► TO OTHER DRIVERS OF SAME SECTION 
• TO OTHER CONTROL SECTION AND OTHER DRIVERS 



^R is 5 kfl for the control 
section associated with Gl 
and 8 l<12 for the control 
section associated with G2. 



'LS368A CIRCUITS 
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Resistor values shown are nominal and in ohms 



recommended operating conditions 
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54 FAMILY 
74 FAMI LY 


SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


UNIT 




'23 


'50, '53 


'H50, 'H52, 
■H53, 'H55 


MIN 


NOM 


MAX 


MIN 


NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


54 Family 


4.5 


5 


5.5 


4.5 


5 5.5 


4.5 5 5.5 


V 


74 Family 


4.75 


5 


5.25 


4.75 


5 5.25 


4.75 5 5.25 


High-level output current, IqH 


-800 


-400 


-500 


mA 


Low-level output current, Iql 


54 Family 


16 


16 


20 


mA 


74 Family 


16 


16 


20 


Operating free-air temperature range, T/\ 


54 Family 


-55 




125 


-55 


125 


-55 125 


°C 


74 Family 







70 





70 


70 



The '23, '50, and '53 are designed for use with up to four '60 expanders. 

The 'H50, 'H53, and 'H55 are designed for use with up to four 'H60 expanders or one 'H62 expander. 

The 'H52 is designed for use with up to six 'H61 expanders. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TEST 
FIGURE 


TES 






SERIES 54 
SERIES 74 


SERIES 54H 
SERIES 74H 


UNIT 


PARAMETER 


TCONDITIONSf 


'23 


'50, '53 


'H50, 'H52 
'H53, 'H55 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


MIN TYPt MAX 


V|(-| High-level input voltage 


1,2 




2 


2 


2 


V 


V|L Low-level input voltage 


1,2 




0.8 


0.8 


0.8 


V 


V|K Input clamp voltage 


3 


Vcc = IVllN, 


l|=§ 


-1.5 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


1 


Vcc=MIN, 


V| = *, 


l0H = MAX 


2.4 


3.4 




2.4 


3.4 




2.4 3.4 


V 


Vql Low-level output voltage 


2 


Vcc= MIN, 


V| = \ 


Iql = MAX 




0.2 


0.4 




0.2 


0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


4 


Vcc= MAX, 


iV| = 5.5V 


1 


1 


1 


mA 


l||-| High-level input current 


Data input 


4 


Vcc = MAX, 


ViH = 2.4V 


40 


40 


50 


mA 


Strobe of '23 


160 






l|L Low-level input current 


Data inputs 


5 


Vcc=MAX, 


V|L = 0.4V 


-1.6 


-1.6 


-2 


mA 


Strobe of '23 


-6.4 






'OS Short-circuit output current* 


6 


Vcc=MAX 


54 Family 


-20 




-55 


-20 




-55 


-40 -100 


mA 


74 Family 


-18 




-55 


-18 




-55 


-40 -100 


Ice Supply current 


7 


Vcc=MAX 


See table on next page 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vqq = 5 V, T/^ = 25°C. 

§ 1 1 = -1 2 mA f or SN547SN74' and -8 mA for SN54H'/SN74H'. 

*The input voltage isV|H = 2VorVm=Vm max, as appropriate. See tables with test figures 1 and 2, 

*Not more than one output should be shorted at a time, and for the SN54H7SN74H', duration of short-circuit should not exceed one second. 
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electrical characteristics using expander inputs, Vcc - MIN, Ta = MIN (unless otherwise noted) 
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TYPE 


IX (mA) 

(lxfor'H52) 

Expander current 


VbE(Q) (V) 

Base-emitter voltage of 
output transistor Q 


VoH (V) 

High-level output Voltage 


Vol (V) 

Low-level output voltage 


TEST CONDITIONS 


MIN TYPt 


MAX 


TEST CONDITIONS 


MIN TYPt MAX 


TEST CONDITIONS 


MIN TYPt MAX 


TEST CONDITIONS 


MIN TYP* MAX 


SN5423 


Vxx = 0.4V, 
(ql = 16 mA, 
See Figure 10 


-3.5 


IX + 'x = 410^iA, 

Rxx = 0, 

l0L= 16 mA, 
See Figure 11 


1.1 


IX= 150mA, 
IX = -150/iA, 
IoH = -400mA, 
See Figure 12 


2.4 3.4 


'x + Ix = 300mA, 
Rxx = ii4n* 

'0L=16mA, 
See Figure 11 


0.2 0.4 


SN5450 


-2.9 


SN5453 


-2.9 


SN7423 


Vxx = 0-4V. 
Iql = 16 mA, 
See Figure 10 


-3.8 


Ix + Ix = 620mA, 

Rxx = o. 

'0L= 16 mA, 
See Figure 11 


1 


IX = 270nA, 
Ix = -270mA, 
IOH = -400;iA, 
See Figure 12 


2.4 3.4 


'X + 'X = 430;jA, 
Rxx = 105 n* 
IOL= 16 mA, 
See Figure 11 


0.2 0.4 


SN7450 


-3.1 


SN7453 


-3.1 


SN54H50, 
SN54H53, 
SN54H55 


Vx =1.4V, 

ix = o, 

'OL = 0, 
See Figure 10 


-5.85 


Ix + Ix = 700mA, 
Rxx = 0, 
'OL = 20mA, 
See Figure 1 1 


1.1 


Ix = 320mA, 
Ix = -320mA, 
'oh = -500 nA, 
See Figure 12 


2.4 3.4 


lx + Ix = 470mA, 

Rxx = 68n, 

'OL = 20mA, 
See Figure 11 


0.2 0.4 


SN74H50, 
SN74H53, 
SN74H55 


Vx= 1.4 V, 

ix = o, 

IOL=0, 
See Figure 10 


-6.3 


'X + 'X= 1-1 mA, 
Rxx = 0. 
'0L = 20 mA, 
See Figure 11 


1 


Ix = 570mA, 
Ix = -570mA, 
'oh = -500mA, 
See Figure 12 


2.4 3.4 


'X + 'X = 600mA, 

Rxx = 63n, 

'OL = 20mA, 
See Figure 11 


0.2 0.4 


SN54H52 


Vx = 1 V. 

Ioh = -500mA, 
See Figure 13 


-2.7 


-4.5 






Vx = 1 V, 

'oh = -500 /iA, 

See Figure 13 


2.4 3.4 


Ix = -300mA, 
IOL = 20mA, 
Ta = MAX, 
See Figure 14 


0.2 0.4 


SN74H52 


-2.9 


-5.35 



TAII typical values are at Vqq = 5 V, Ta = 25°C. 

*Rxx equals 114 f2 f or SN5423, 138 fi for SN 5450 and SN5453, 105 nforSN7423, and 130 n for SN7450 and SN7453. 

supply current^ 



TYPE 


'cCH (mA) 

Total with outputs high 


'CCL (mA) 

Total with outputs low 


■ CC (mA) 

Average per gate 
(50% duty cycle) 


TYP MAX 


TYP MAX 


TYP 


•23 


8 16 


10 19 


4.5 


'50 


4 8 


7.4 14 


2.85 


'53 


4 8 


5.1 9.5 


4.55 


'H50 


8.2 1 2.8 


15.2 24 


5.85 


'H52 


20 31 


1 5.2 24 


17.6 


'H53 


7.1 11 


9.4 14 


8.25 


'H55 


4.5 6.4 


7.5 12 


6.00 



11 Maximum values of \qq are over the recommended operating ranges of Vqq 
and T^; typical values are at V^c = 5 V, T^ = 25° C. 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



TYPE 


TEST CONDITIONS* 


tpLH (ns) 

Propagation delay time, 

low-to-high-level output 


tpHL (ns) 

Propagation delay time, 
high-to-low-level output 


TYP MAX 


TYP MAX 


'23, '50, '53 


Cl=15pF, RL = 400n, 
Expander pins open 


13 22 


8 15 


'50 


CL=15pF, RL=400n, 
From input of '60 expander 


15 30 


10 20 


'H50 


Cl = 25pF, RL=280n, 
Expander pins open 


6.8 11 


6.2 11 


'H52 


10.6 15 


9.2 15 


'H53 


7 11 


6.2 11 


'H55 


7 11 


6.5 11 


'H50 ■ 


CL=25pF, RL = 280n, 
C= 15pF (GND toXof 
'H50, 'H53, or 'H55;or 
to X of 'H52) 


11 


7.4 


'H52 


14.8 


9.8 


'H53 


11.4 


7.4 


'H55 


11.4 


7.7 



*Load circuit and voltage waveforms are shown on page 3-10. 



TYPICAL ADDED PROPAGATION DELAY TIME vs EXPANDER-NODE CAPACITANCE 
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Cl = 
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Ta = 25°C 
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53, SN 
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Cl = 


25 pF 










Ta = 25°C 
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schematics (each gate) 




If expander is not used, 
leave X and X open. 



'23 CIRCUITS 







/77 
If expander is not used, leave X and X open. 

'50, '53 CIRCUITS 

Resistor values shown are nominal and in ohms. 
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ander is not used, 
leave X and X open. 



'H50,'H55 CIRCUITS 




( I OUTPUT Y 




'H53 CIRCUITS 



'H52 CIRCUITS 

Resistor values shown are nominal and in ohms. 
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recommended operating conditions 





SN5460 


SN7460 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


Operating free-air temperature, Ta 


-55 125 


70 


°c 



The '23, '50, and '53 are designed for use with up to four '60 expanders. 



schematic (eacli gate) 




■60 CIRCUITS 

NOTES: 1. Connect to X Input of '23, '50, or '53 circuit. 
2. Connect to X inout of '23, '50, or '53 circuit. 



Resistor value shown is nominal and in ohms. 
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electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


SN5460 


SN7460 


UNIT 


TEST CONDITIONS 


MIN TYPt MAX 


TEST CONDITIONS 


MIN TYPt MAX 


VlH High-level input voltage 


15 




2 




2 


V 


V|L Low-level input voltage 


16 




0.8 




0.8 


V 


On-state voltage between 
'^^'°"' expander outputs 


15 


Vcc = 4.5 V, V,H = 2 V, 
Vx = 1-1V, lx= 3.5 mA, 
Ta = -55°C 


0.4 


Vcc = 4.75 V, ViH = 2 V, 
Vx = 1 V, lx= 3.8 mA, 
Ta = 0°C 


0.4 


V 


Ix(on) On-state expander current 


15 


Vcc = 4.5 V, ViH = 2 V, 
Vx = 1.1V, lx = 0, 
Ta = -55°C 


-0.3 


Vcc = 4.75 V, V|H = 2 V, 
Vx=1V, lx = 0, 

Ta = o-'c 


-0.43 


mA 


'X(off ) Off-state expander current 


16 


Vcc = 4.5 V, V|L = 0.8 V, 
Vx=4.5V, Rx = 1.2 kn, 
Ta = -55° C 


150 


Vcc = 4.75 V, V|L = 0.8 V, 
Vx=4.5V, Rx = 1.2 kn, 

Ta = o°c 


270 


mA 


Input current at 
maximum input voltage 


4 


Vcc = 5.5 V, Vi = 5.5V 


1 


Vcc = 5.25 V, V| = 5.5V 


1 


mA 


llH High-level input current 


4 


Vcc = 5.5 V, V| = 2.4 V 


40 


Vcc = 5.25 V, V| = 2.4V 


40 


HA 


l|L Low-level input current 


5 


Vcc = 5.5 V, V| = 0.4 V 


-1.6 


Vcc = 5.25 V, V| = 0.4V 


-1.6 


mA 


'CC(on) Supply current, expander on 


7 


Vcc = 5.5 V, Vi=4.5V, 
Vx = 0.85 V, lx = 


1.2 2.5 


Vcc = 5.25 V, V|=4.5V, 
Vx = 0.85 V, lx = 


1.2 2.5 


mA 


'CC(off) Supply current, expander off 


7 


Vcc = 5.5 V, V| = 0, 
Vx = 0.85 V, lx = 


2 4 


Vcc = 5.25 V, V| = 0, 
Vx = 0.85 V, lx = 


2 4 


mA 



Jam 



at Vcc = 5 V, Ta = 25 C. 
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recommended operating conditions 





SN54H60 
SN54H62 


SN74H60 
SN74H62 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


Operating free-air temperature, T/^ 


-55 125 


70 


"c 



See schematics 
next page 



The 'H50, 'H53, and 'H55 are designed for use with up to four 'H60 expanders or one 
'H62 expander. 
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electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 
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TEST 
FIGURE 


SN54H60, SN54H62 


SN74H60, SN74H62 


UNIT 




TEST CONDITIONS 


MIN TYP* MAX 


TEST CONDITIONS 


MIN TYPt MAX 


V|n High-level input voltage 


15 




2 




2 


V 


ViL Low-level input voltage 


16 




0.8 




0.3 


V 


On-state voltage between 
^^'°"' expander outputs 


15 


Vcc = 4.5 V, V|H = 2V, 
Vx = 1.1V, lx = 5.85 mA, 
Ta = -55° C 


0.4 


Vcc = 4.75 V, V|H = 2V, 
Vx=1V, lx = 6.3 mA, 

Ta = o°c 


0.4 


V 


Vcc = 5.5 V, V|H = 2V, 
VX=1V, lx = 7.85 mA, 
Ta=125°C 


0.4 


Vcc = 5.25V, V|H = 2V, 
Vx=1V, lx = 7.4 mA, 
Ta = 70° C 


0.4 


'X(on) On-state expander current 


15 


Vcc = 4.5 V, V|H = 2V, 
Vx = 1.1V, lx = 0, 
Ta = -55°C 


-470 


Vcc = 4.75 V, V|H = 2V, 
Vx=1V, lx = 0, 

Ta = o°c 


-600 


mA 


'X(off) Off-state expander current 


16 


Vcc = 4.5 V, V|L = 0.8V, 
Vx = 4.5V, Rx = 575 12, 
Ta = -55° C 


320 


Vcc = 4.75V, V|L = 0.8V, 
Vx = 4.5V, Rx = 575n, 
Ta = 0°C 


570 


mA 


Input current at 
maximum input voltage 


4 


Vcc = 5.5 V, V| = 5.5V 


1 


Vcc = 5.25 V, V| = 5.5V 


1 


mA 


l|H High-level input current 


4 


Vcc = 5.5 V, V| = 2.4 V 


50 


Vcc = 5.25 V, V| = 2.4V 


50 


mA 


IlL Low-level input current 


5 


Vcc = 5-5 V, V| = 0.4 V 


-2 


Vcc = 5.25V, V| = 0.4V 


-2 


mA 


Supply current, 
'CC'°"' expander on 


'H60 


7 


Vcc = 5.5 V, V| =4.5V, 
Vx = 0.85 V, lx = 0. 


1.9 3.5 


Vcc = 5.25 V, V| =4.5V, 
Vx = 0.85 V, lx = 


1.9 3.5 


mA 


'H62 


3.8 7 


3.8 7 


Supply current, 
"^C<°«> expander off 


■H60 


7 


Vcc = 5.5 V, V| = 0, 
Vx = 0.85 V, lx = 


3 4.5 


Vcc = 5.25 V, V| = 0, 
Vx = 0.85 V, lx = 


3 4.5 


mA 


'H62 


6 9 


6 9 


Expander output 

Cx 

capacitance 


■H60 




Vcc< inputs, and X open; 
f = 1 MHz 


5.4 


Vcc- inputs, and X open; 
f = 1 MHz 


5.4 


pF 


'H62 


6.0 


6.0 



+AII typical values are at Vqq = 5 V (except Cx), Ta = 25°C. 



recommended operating conditions 



schematics (each gate) 
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SN54H61 


SN74H61 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



The 'H52 is designed for use with up to six 'H61 expanders. 



electrical characteristics over recommended operating free-air temperature range 
(unless otherwise noted) 



PARAMETER 


TEST 
FIGURE 


TEST CONDITIONS 


MIN TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 


17 




2 


V 


V|L 


Low-level input voltage 


18 




0.8 


V 


Vx(on) 


On-state expander- 
output voltage 


17 


Vcc = MIN, V|H = 2V, 
lx = 4.5 mA for SN54H61, 

5.35 mA for SN74H61, 
Ta = IVIIN 


1 


V 


IX(off) 


Off -state expander current 


18 


Vcc = MIN, V|L = 0.8V, 
Vx = 2.2 V, Ta = MAX 


50 


mA 


Input current at 
l| 

maximum input voltage 


4 


Vcc = 5.5 V, V] = 5.5V 


1 


mA 


l|H 


High-level input current 


4 


Vcc = 5.5 V, V| = 2.4 V 


50 


mA 


"IL 


Lov^^level input current 


5 


Vcc = 5.5 V, V| = 0.4 V 


-2 


mA 


'CC(on) 


Supply current, expander on 


7 


Vcc = 5.5 V, V|=4.5V 


11 


16 


mA 


ICC(off) 


Supply current, expander off 


7 


Vcc = 5.5 V, V| = 


5 


7 


mA 


cx 


Expander output capacitance 




Vcc and inputs open, 
f = 1 MHz 


5.4 


pF 



^For cond 
tAII typic 



itions shown as MIN or MAX, use the appropriate value specified under recommended operatii 
al values are at V^c = 5 V (except Cx), Ta = 25°C. 




'H60 CIRCUITS 




'H61 CIRCUITS 




't 

— • — 
« 

ii Al K 
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X 



'H62 CIRCUITS 

; 1. Connect to X input of 'H50, 'H53, or 'H55 circuit. 
2. Connect to X input of 'H50, 'H53, or 'H55 circuit. 

Resistor values shown are nominal and in ohms. 
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recommended operating conditions 
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SERIES 54/74 


'70 


'72, '73, 
'76, '107 


'74 


'109 


'110 


•111 


UNIT 






MIN 


NOM MAX 


MIN NOM MAX 


MIN 


NOM 


MAX 


MIN 


NOM MAX 


MIN 


NOM MAX 


MIN 


NOM MAX 


Supply voltage, Vcc 


Series 54 


4.5 


5 5.5 


4.5 5 5.5 


4.5 


5 


5.5 


4.5 


5 5.5 


4.5 


5 5.5 


4.5 


5 5.5 


V 


Series 74 


4.75 


5 5.25 


4.75 5 5.25 


4.75 


5 


5.25 


4.75 


5 5.25 


4.75 


5 5.25 


4.75 


5 5.25 


High-level output current, Iqh 


-400 


-400 


-400 


-800 


-800 


-800 


mA 


Low-level output current, \q\_ 


16 


16 


16 


16 


16 


16 


mA 


Pulse width, t,„ 


Clock high 


20 


20 


30 


20 


25 


25 


ns 


Clock low 


30 


47 


37 


20 


25 


25 


Preset or clear low 


25 


25 


30 


20 


25 


25 


Input setup time, tj^ 


201 


ot 


20t 


lot 


20t 


Ot 


ns 


Input hold time, tj, 


5T 


Oi 


5t 


at 


5t 


30t 


ns 


. 


Series 54 


-55 


125 


-55 125 


-55 




125 


-55 


125 


-55 


125 


-55 


125 


"C 




'A 


Series 74 





70 


70 







70 





70 





70 





70 



t^The arrow indicates the edge of the clock pulse used for reference: ^ for the rising edge, ^ for the falling edge. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


'70 


'72, -73, 
'76, '107 


'74 


'109 


'110 


'111 


UNIT 


MIN 


TYPt 


MAX 


MIN 


TYPt MAX 


MIN TYPt MAX 


MIN TYPt MAX 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


2 


2 


2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


0.8 


0.8 


0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = M'N, 


l| = -12mA 


-1.5 


-1.5 


-1.5 


-1.5 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
IOH = MAX 


2.4 


3.4 




2.4 


3.4 


2.4 3.4 


2.4 3.4 


2.4 3.4 


2.4 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Iql = '6 mA 




0.2 


0.4 


0.2 0.4 


0.2 0.4 


0.2 0.4 


0.2 


0.4 


0.2 


0.4 


V 


Input current at 
maximum input voltage 


Vcc = MAX, 


V| =5.5V 


1 


1 


1 


1 


1 


1 


mA 


"IH 


High-level 
input current 


D,J, K, orK 


Vcc = MAX, 


V| =2.4V 


40 


40 


40 


40 


40 


40 


»iA 


Clear 


80 


80 


120 


160 


160 


80 


Preset 


80 


80 


80 


80 


160 


80 


Clock 


40 


80 


80 


80 


40 


120 


l|L 


Low-level 
input current 


D, J, K, or K 


Vcc = MAX, 


V| =0.4V 


-1.6 


-1.6 


-1.6 


-1.6 


-1.6 


-1.6 


mA 


Clear ♦ 


-3.2 


-3.2 


-3.2 


-4.8 


-3.2 


-3.2 


Preset • 


-3.2 


-3.2 


-1.6 


-3.2 


-3.2 


-3.2 


Clock 


-1.6 


-3.2 


-3.2 


-3.2 


-1.6 


-4.8 


'OS 


Short-circuit 
output current* 


Series 54 


Vcc = MAX 


-20 




-57 


-20 


-57 


-20 -57 


-30 -85 


-20 


-57 


-20 


-57 


mA 


Series 74 


-18 




-57 


-18 


-57 


-18 -57 


-30 -85 


-18 


-57 


-18 


-57 


Ice 


Supply current 
(Average per flip-flop) 


Vcc = MAX, 


See Note 1 




13 


26 


10 20 


8.5 15 


9 15 


20 


34 


14 


20.5 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at S/qC °° 5 V, T^ = 25°C. 
*Not more than one output should be shorted at a time. 
*Clear is tested with preset high and preset is tested with clear high. 

NOTE 1 : With all outputs open. Ice Is measured with the Q and Q outputs high in turn. At the time of measurement, the clock input is at 4.5 V for the '70, '1 10, and '11 1; and 
is grounded for all the others. 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterII 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


'70 


'72, '73 
'76, '107 


'74 


'109 


'110 


'111 


UNIT 


MIN TYP 


MAX 


MIN TYP MAX 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


'max 






Cl= 15pF, 
RL = 400n, 
See Note 2 


20 35 


15 20 


15 


25 




25 


33 




20 


25 




20 


25 




MHz 


«PLH 


Preset 
(as applicable) 


Q 


50 


16 25 


25 




10 


15 




12 


20 




12 


18 


ns 


tPHL 


Q 


50 


25 40 


40 




23 


35 




18 


25 




21 


30 


tPLH 


Clear 
(as applicable) 


Q 


50 


16 25 


25 




10 


15 




12 


20 




12 


18 


ns 


tPHL 


Q 


50 


25 40 


40 




17 


25 




18 


25 




21 


30 


tPLH 


Clock 


Qor Q 


27 


50 


16 25 




. 14 


25 




10 


16 




20 


30 




12 


17 


ns 


tPHL 


18 


50 


25 40 




20 


40 




18 


28 




13 


20 




20 


30 



^^max — maximum clock frequency; tpm — propagation delay time, low-to-high-level output; tp|_|L ^ propagation delay time, high-to-low-level output. 
NOTE 2: Load circuit and voltage waveforms are shown on page 3-10. 
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functional block diagrams 



--^>-pKZ^ 



X 
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-o 



CLOCK 

'70-GATED J-K WITH CLEAR AND PRESET 



^ 



^ 







T 



CO 



C/) 
CJ1 



'72-GATED J-K WITH CLEAR AND PRESET 



See following pages for: 



'73-DUAL J-K WITH CLEAR 
'74-DUAL D WITH CLEAR AND PRESET 
'76-DUAL J-K WITH CLEAR AND PRESET 
'107 -DUAL J-K WITH CLEAR 



'109-DUAL J-K WITH CLEAR AND PRESET 
'110-GATED J-K WITH CLEAR AND PRESET 
'111 -DUAL J-K WITH CLEAR AND PRESET 



CO 



functional block diagrams (continued) 
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'73-DUAL J-K WITH CLEAR 

'76-DUAL J-K WITH CLEAR AND PRESET 

'107-DUAL J-K WITH CLEAR 



CLEAR » 




CJI 






'74-DUAL D WITH CLEAR AND PRESET 







'109-DUAL J-K WITH CLEAR AND PRESET 



functional block diagrams (continued) 
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'1 10-GATED J-K WITH CLEAR AND PRESET 



schematics of inputs and outputs 
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EQUIVALENT OF EACH INPUT 




ML 



m 

MAX Rgq NOM 

1.6 mA 4 kn 

3.2 mA 2 kn 

4.8 mA 1.3 kn 




'111-DUAL J-K WITH CLEAR AND PRESET 



TYPICAL OF ALL OUTPUTS 
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recommended operating conditions' 
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SERIES 54H/74H 


'H71 


'H72, 'H73, 
'H76 


•H74 


'H78 


UNIT 




MIN 


NOM MAX 


MIN NOM MAX 


MIN 


NOM MAX 


MIN 


NOM MAX 


Supply voltage, Vqc 


Series 54H 


4.5 


5 5.5 


4.5 5 5.5 


4.5 


5 5.5 


4.5 


5 5.5 


V 


Series 74H 


4.75 


5 5.25 


4.75 5 5.25 


4.75 


5 5.25 


4.75 


5 5.25 


High-level output current, Iqh 


-500 


-500 


-1000 


-500 


HA 


Low-level output current, Iql 


20 


20 


20 


20 


mA 


Pulse wicith, t,„ 


Clock high 


12 


12 


15 


12 


ns 


Clock low 


28 


28 


13.5 


28 


Clear or preset low 


16 


16 


25 


16 


Setup time, tju 


High-level data 


Ot 


Ot 


lot 


Ot 


ns 


Low-level data 


Ot 


Ot 


15t 


Ot 


Hold time, th 


01 


o; 


5t 


o; 


ns 


Operating free-air temperature, T^ 


Series 54H 


-55 


125 


-55 125 


-55 


125 


-55 


125 


°C 


Series 74H 





70 


70 





70 





70 



i T xhe arrow indicates the edge of the clock pulse used for reference; t for the rising edge, I for the falling edge. 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 












PARAMETER 


TEST CON 


DIT10NS+ 


'H71 


'H72, 'H73, 
'H76 


'H74 


'H78 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


MIN 


TYPt MAX 


MIN TYPt MAX 


ViH High-level input voltage 




2 


2 


2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


0.8 


0.8 


V 


V| K 1 nput clamp voltage 


Vcc = IVIIN, 


1 1 = -8 mA 


-1.5 


-1.5 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Iqh = MAX 


2.4 3.4 


2.4 3.4 


2.4 


3.4 




2.4 3.4 


V 


Vol Low-level output voltage 


Vcc=MIN, 
V|L = 0.8V, 


V,H = 2V, 
'OL= 20 mA 


0.2 0.4 


0.2 0.4 




0.2 


0.4 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5 V 


1 


1 


1 


1 


mA 


l|H High-level input current 


D, J, or K 


Vcc=MAX, 


V| =2.4V 


50 


50 


50 


50 


mA 


Clear 




100 


150 


200 


Preset 


150 


100 


100 


100 


Clock 


100 


50 


100 


100 


l|L Low-level input current 


D,J, orK 


Vcc = MAX, 


V| =0.4V 


-2 


-2 


-2 


-2 


mA 


Clear * 




-4 


-4 


-8 


Preset * 


-6 


-4 


-2 


-4 


Clock 


-4 


-2 


-4 


-4 


Iqs Short-circuit output current* 


Vcc = MAX 


-40 -100 


-40 -100 


-40 




-100 


-40 


-100 


mA 


Supply current 

'cc 

(Average per flip-flop) 


Vcc = MAX, 
See Note 1 


Series 54H 


19 30 


16 25 




15 


21 


16 


25 


mA 


Series 74H 


19 30 


16 25 




15 


25 


16 


25 



tpor conditions shown as MIN or IVIAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vqc = 5 V, T^ = 25° C. 

*Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

*CIear is tested with preset high and preset is tested with clear high. 

NOTE 1 : With all outputs open, \qq is measured with the Q and Q outputs high in turn. At the time of measurement, the clock input is grounded. 
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switching characteristics, Vcc ' 


5V,Ta 


= 25°C 














PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


'H71,'H72, 
'H73, 'H76. 'H78 


'H74 


UNIT 


MIN TYP 


MAX 


MIN 


TYP 


MAX 


fpriax 






CL=25pF, 
RL = 280n, 
See Note 2 


25 30 


35 


43 




MHz 


tPLH 


Preset 
(as applicable) 


Q 


6 


13 


20 


ns 


tPHL 


Q 


12 


24 


30 


tPLH 


Clear 
(as applicable) 


Q 


6 


13 


20 


ns 


tPHL 


Q 


12 


24 


30 


tPLH 


Clock 


QorQ 


14 


21 




8.5 


15 


ns 


tPHL 


22 


27 




13 


20 



schematics of input and outputs 



^max ^ maximum clock frequency; tpLH — propagation delay tinne, low-to-high-Ievel output; tpHL = propagation delay time, high- 
to-low-level output. 
NOTE 2: Load circuit and voltage waveforms are shown on page 3-10. 



functional bloci< diagrams 




E3<^: ■' 



Same functional block diagram 
as for '74, see page 6-48, 



H74-DUAL D WITH CLEAR AND PRESET 



CLOCK 

'H71-GATED J-K WITH PRESET 



EQUIVALENT OF EACH INPUT 




IjL MAX 
-2 mA 
—4 mA 
-6 mA 
—8 mA 



Req NOM 
2.8 kn 
1.4 kn 

933 n 
700 n 



TYPICAL OF ALL OUTPUTS 

■Vcc 






'H72-GATED J-K WITH CLEAR AND PRESET 



'H73-DUAL J-K WITH CLEAR 
'H76-DUAL J-K WITH CLEAR AND PRESET 
'H78-DUAL J-K WITH PRESET, COMMON CLEAR, 
AND COMMON CLOCK 



M 



n 


M 


m 




1 
30 


CJ1 


n 


•«J 


63 
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m 




so 




m 


■o 
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recommended operating conditions 



H 
m 

X 

> 



H 







SERIES 54H/74H 


'H101 


'HI 02, 


'HI 06 


•HI 03 


'HI 08 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


Series 54H 


4.5 5 5.5 


4.5 


5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


Series 74H 


4.75 5 5.25 


4.75 


5 5.25 


4.75 .5 5.25 


4.75 5 5.25 


High-level output current, Iqh 


-500 


-500 


-500 


-500 


nA 


Low-level output current, Iql 


20 


20 


20 


20 


mA 


Pulse width, ty^ 


Clock high 


10 


10 


10 


10 


ns 


Clock low 


15 


15 


15 


15 


Clear or preset low 


16 


16 


16 


16 


Setup time, tju 


High-level data 


101 


io; 


lOi 


10; 


ns 


Low-level data 


13; 


131 


131 


^3^ 


Hold time, th 


o; 


01 


o; 


Oi 


ns 


Operating free-air temperature, T/\ 


Series 54H 


-55 125 


-55 


125 


-55 125 


-55 125 


°C 


Series 74H 


70 





70 


70 


70 



IThe arrow indicates that the falling edge of the clock pulse is used for reference. 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


'H101 


'H102,'H106 


'HI 03 


'HI 08 


UNIT 


MIN TYPt 


MAX 


MIN 


TYP* 


MAX 


MIN 


TYPt 


MAX 


MIN TYPt 


MAX 


VjH 


High-level input voltage 






2 


2 


2 


2 


V 


V|L 


Low-level input voltage 






0.8 


0.8 


0.8 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -8 mA 


-1.5 


-1.5 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 




Vcc = MIN, 
V,L = 0.8V, 


V|H = 2V, 

'OH — 500 /uA 


2.4 3.4 


2.4 


3.4 




2.4 


3.4 




2.4 3.4 


V 


Vol 


Low-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
'0L = 20 mA 


0.2 


0.4 




0.2 


0.4 




0.2 


0.4 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| =5.5V 


1 


1 


1 


1 


mA 


l|H 


High-level input current 


Any J or K 


Vcc = MAX, 


V| =2.4V 


50 


50 


50 


50 


mA 


Clear 




100 


100 


200 


Preset 


100 


100 




100 


Clock 





-1 







-1 







-1 





-1 


mA 


l|L 


Low-level input current 


Any J or K 


Vcc = MAX, 


V| = 0.4V 


-1 


-2 




-1 


-2 




-1 


-2 


-1 


-2 


mA 


Clear 






-1 


-2 




-1 


-2 


-2 


-^ 


Preset 


-1 


-2 




-1 


-2 




-1 


-2 


Clock 


-3 


-4.8 




-3 


-4.8 




-3 


-4.8 


-6 


-9.6 


'OS 


Short-circuit output current* 




Vcc = MAX 


-^0 


-100 


-^0 




-100 


^0 




-100 


-40 


-100 


mA 


'CC 


Supply current (Average per flip-flop) 




Vcc = MAX, 


See Note 1 


20 


38 




20 


38 




20 


38 


20 


38 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions 
4ai1 typical values are at Vcc = 5 V, T^ = 25° C. 

*Not more than one output should be shorted at a time, and duration of short-circuit should not exceed one second. 
NOTE 1 : With all outputs open. Ice 's measured with the Q and Q outputs high in turn. At the time of measurement, the clock input is grounded. 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



schematics of inputs and outputs 
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parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


MIN TYP MAX 


UNIT 


^max 






CL=25pF, 
RL = 280n, 
See Note 2 


40 50 


MHz 


tPLH 


Preset or clear 


Qor Q 


8 12 


ns 


tPHL 


Preset or clear (clock high) 


QorQ 


15 20 


ns 


Preset or clear (clock low) 


23 35 


tPLH 


Clock 


QorQ 


10 15 


ns 


tPHL 


16 20 



^max ^ maximum clock frequency 
tpLH — propagation delay time, low-to-high-level output 
*PHL~ propagation delay time, high-to-low-level output 

NOTE 2: Load circuit and voltage waveforms are shown on page 3-10. 

functional block diagrams 




'H101-GATED J-K WITH PRESET 




EQUIVALENT OF EACH INPUT 




jReq 


\NPUT—*—^ ^ — * 




/h 


1|lMAX Bgq NOIVI 
-2 mA 4 kn 


-4.8 mA 1.3 kn 


-9.6 mA 650 n 


TYPICAL OF ALL OUTPUTS 


58 n NOIVli 


-^cc 


--< 


-T^ 




•; 


\ OUTPUT 

K 


^ 



PRESET 
CLEAR CHIOe.'HIOS)" 



<- 



> 



-^O 



<3 



JKL 



o 




i> 



t^^ 
^ 



C/3 

m 
m 



n 



n 



►TOOTHER FLIP-FLOP CHIOS) < 



CLOCK 



'H102-GATED J-K WITH CLEAR AND PRESET 



'H103-DUAL J-K WITH CLEAR 
'H106-DUAL J-K WITH CLEAR AND PRESET 
'H108-DUAL J-K WITH PRESET, COMMON CLEAR, 
AND COMMON CLOCK 



o 

CO 



recommended operating conditions 



H 
m 

X 

> 

n 
z 

H 





SERIES 54L/74L 


'L71 


'L72, 


'L73 


'L74 


'L78 


UNIT 




MIIM 


NOM MAX 


MIN NOM MAX 


MIN 


NOM MAX 


MIN 


NOM MAX 


Supply voltage, Vcc 


Series 54L 


4.5 


5 5.5 


4.5 


5 5.5 


4.5 


5 5.5 


4.5 


5 5.5 


V 


Series 74L 


4.75 


5 5.25 


4.75 


5 5.25 


4.75 


5 5.25 


4.75 


5 5.25 


High-level output current, Iqh 


Series 54L 


-100 


-100 


-100 


-100 


mA 


Series 74L 


-200 


-200 


-200 


-200 


Low-level output current, Iql 


Series 54L 


2 


2 


2 


2 


mA 


Series 74L 


3.6 


3.6 


3.6 


3.6 


Pulse width, tw 


Clock high 


200 


200 


200 


200 


ns 


Clock low 


200 


200 


200 


200 


Clear or preset low 


100 


100 


100 


100 


Setup time, tsu 


Ot 


Ot 


50 1 


Ot 


ns 


Hold time, th 


01 


Oi 


15t 


01 


ns 


Operating free-gir temperature, T/^ 


Series 54L 


-55 


125 


-55 


125 


-55 


125 


-55 


125 


°C 


Series 74L 





70 





70 





70 





70 



tIThe arrow indicates the edge of the clock pulse used for reference: t for the rising edge, 1 for the falling edge 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


'L71 


'L72, 'L73 


'L74 


'L78 


UNIT 


MIN 


TYPt MAX 


MIN 


TYPt MAX 


MIN 


TYPt MAX 


MIN 


TYPt MAX 


V||-| High-level input voltage 




2 


2 


2 


2 


V 


V||_ Low-level input voltage 


Clock input 




0.6 


0.6 


0.7 


0.6 


V 


All other inputs 




0.7 


0.7 


0.7 


0.7 


VoH High-level output voltage 


Series 54L 


Vcc = MIN, 
V|L = V|L max. 


V|H = 2V, 
Iqh = MAX 


2.4 


3.3 


2.4 


3.3 


2.4 


3.3 


2.4 


3.3 


V 


Series 74L 


2.4 


3.2 


2.4 


3.2 


2.4 


3.2 


2.4 


3.2 


Vql Low-level output voltage 


Series 54L 


Vcc = IVIII\l, 
V|L = V||_ max. 


V|H = 2V, 
Iql = MAX 


0.15 0.3 


0.15 0.3 


0.15 0.3 


0.15 0.3 


V 


Series 74L 


0.2 0.4 


0.2 0.4 


0.2 0.4 


0.2 0.4 


Input current at 
maximum input voltage 


R,S,J, K, orD 


Vcc = MAX, 


V| = 5.5V 


100 


100 


100 


100 


mA 


Clear 


200 


200 


300 


400 


Preset 


200 


200 


200 


200 


Clock 


200 


200 


200 


400 


l|l^ High-level input current 


R,S,J, K, orD 


Vcc = MAX, 


V] = 2.4 V 


10 


10 


10 


10 


mA 


Clear 


20 


20 


30 


40 


Preset 


20 


20 


20 


20 


Clock 


-200 


-200 


20 


-400 


l|L Low-level input current 


R,S,J, K, orD 


Vcc=IVIAX, 


V| =0.3V 


-0.18 


-0.18 


-0.18 


-0.18 


mA 


Clear 


-0.36 


-0.36 


-0.36 


-0.72 


Preset 


-0.36 


-0.36 


-0.18 


-0.36 


Clock 


-0.36 


-0.36 


-0.36 


-0.72 


Iqs Short-circuit output current 


Vcc = MAX 


-3 


-15 


-3 


-15 


-3 


-15 


-3 


-15 


mA 


'CC Supply current (Average per flip-fl 


op) 


Vcc = MAX, 


See Note 1 


0.76 1.44 


0.76 1 .44 


0.8 1.5 


0.76 1.44 


mA 



M 



CO 



C/3 



*For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vcc = 5 V, T^ = 25° C. 

NOTE 1 : With all outputs open. Ice is measured with the Q and Q outputs high in turn. At the time of measurement, the clock input is grounded. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



5 m 
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parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


•L71,'L72, 
'L73, •L78 


'L74 


UNIT 


MIN TYP MAX 


MIN 


TYP 


MAX 


ffnax 






Cu = 50 pF, 
RL = 4kn, 
See Note 2 


2.5 3 


2.5 


3 




MHz 


tPLH 


Preset or clear 


QorQ 


35 75 




50 


75 


ns 


tPHL 


Preset or clear (clock high) 


QorQ 


60 150 




80 


150 


ns 


Preset or clear (clock low) 


200 




80 


150 


tPLH 


Clock 


QorQ 


10 35 75 


15 


65 


100 


ns 


tPHL 


10 60 150 


15 


65 


150 



schematics of inputs and outputs 



ilfmax — maximum clock frequency 
tpLH = propagation delay time, low-to-high-level output 
tpH |_ = propagation delay time, high-to-low-level output 

NOTE 2: Load circuit and voltage waveforms are shown on page 3-11. 



functional block diagrams 




CLOCK 

'L71-GATED R-S WITH CLEAR AND PRESET 




'L74-DUAL D WITH CLEAR AND PRESET 



EQUIVALENT OF 
EACH INPUT 


Vcc 


r 




JBeq 


INPUT / 


1" 


l|l_ MAX 
-0.18 mA 
-0.36 mA 
-0.72 mA 


m 

Req NOM 

40 kn 
20 kn 

10 kn 



TYPICAL OF 
ALL OUTPUTS 



500 n NOM 




C/3 

m 

30 




CLOCK 

'L72-GATED J-K WITH CLEAR AND PRESET 




'L73-DUAL J-K WITH CLEAR 
'L78-DUAL J-K WITH PRESET, COMMON CLEAR, 
AND COMMON CLOCK 



Ul 



o 

■o 



recommended operating conditions 



H 
m 

X 

> 

w 

z 
w 

H 

c 

m 
z 

H 







SERIES 54 LS/74LS 


■LS73A,-LS107A,'LS1 13A 


•LS74A 


•LS76A/LS112A 


■LS78A,'LS114A 


■LS169A 


UNIT 






MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


Series 54LS 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


4.5 5 5.5 


V 


Series 74LS 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


4.75 5 5.25 


High-leveloutput current, loH 


-400 


-400 


-400 


-400 


-400 


CA 


Low-level output current, Iql 


Series 54LS 


4 


4 


4 


4 


4 


mA 


Series 74LS 


8 


8 


8 


8 


8 


Clock frequency, 'clock 


30 


25 


30 


30 


25 


MHz 


Pulse width, t„ 


Clock high 


20 


25 


20 


20 


25 


ns 


Preset or clear low 


25 


25 


25 


25 


25 


Setup time, tju 


High-level data 


20; 


20t 


20* 


20* 


35t 


ns 


Low-level data 


20 i 


20 t 


20* 


20* 


25t 


Hold tinne, t^ 


0* 


5t 


0* 


0* 


5t 


ns 


Of -f 


Series 54LS 


-55 125 


-55 125 


-55 125 


-55 125 


-55 125 


°C 


peratmg ree air temperatur 


=..« 


Series 74 LS 


70 


70 


70 


70 


70 



ti The arrow indicates the edge of 

electrical characteristics over 



the clock pulse used for reference: t for the rising edge, i for the fall 

recommended operating free-air temperature range (unless 



ng edge. 

Otherwise noted) 



PARAMETER 


TEST CONOITIONSl^ 


'LS73A,'LS107A 


■LS113A 


'LS74A 


'LS76A.'LS112A 


'LS78A,'LS114A 


■LS109A 


UNIT 


MIN TVPt 


MAX 


MIN 


TYP* MAX 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


VJH 


High-level input voltage 




2 


2 


2 


2 


2 


V 


V|L 


Lowlevel 
input voltage 


Series 54LS 




0.7 


0.7 


0.7 


0.7 


0.7 


V 


Series 74LS 


0.8 


0.8 


0.8 


0.8 


0.8 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


-1.5 


-1.5 


-1.5 


V 


VOH 


High-level 
output voltage 


Series 54LS 


Vcc=MIN, V|H = 2V, 
V|L = V|Lmax, loH--400;.A 


2.5 3.4 


2.5 


3.4 




2.5 


3.4 




2.5 


3.4 




2.5 


3.4 




V 


Series 74LS 


2.7 3.4 


2.7 


3.4 




2.7 


3.4 




2.7 


3.4 




2.7 


3.4 




Vol 


Low-level 
output voltage 


Series 54LS 


Vcc = MIN. 
V|L-V|Lmax, 


l0L = MAX 


0.25 


0.4 




0.25 


0.4 




0.25 


0.4 




0.25 


0.4 




0.25 


0.4 


V 


Series 74LS 


0.35 


0.5 




0.35 


0.5 




0.35 


0.5 




035 


0.5 




0.35 


0.5 


Series 74LS 


V|H=2V 


Iql ~ 4 mA 


0.25 


0.4 




0.25 


0.4 




0.25 


0.4 




0.25 


0.4 




0.25 


0.4 


Input current 

l| at maximum 

input voltage 


D, J, K,orK 


Vcc = MAX, V|-7V 


0.1 


0.1 


0.1 


0.1 


0.1 


mA 


Clear 


0.3 


0.2 


0.3 


0.6 


0.2 


Preset 


0.3 


0.2 


0.3 


0.3 


0.2 


Clock 


0.4 


0.1 


0.4 


0.8 


0.1 


l|H 


High-level 
input current 


D,J, K,orK 


Vcc=MAX, V| = 2.7V 


20 


20 


20 


20 


20 


(lA 


Clear 


60 


40 


60 


120 


40 


Preset 


60 


40 


60 


60 


40 


Clock 


80 


20 


80 


160 


20 


l|L 


Low-level 
input current 


D,J, K,orK 


Vcc = MAX. V| = 0.4 V 


-0.4 


-0.4 


-0.4 


-0.4 


-0.4 


mA 


Clear 


-0.8 


-0.8 


-0.8 


-1.6 


-0.8 


Preset 


-0.8 


-0.8 


-0.8 


-0.8 


-0.8 


Clock 


-0.8 


-0.4 


-0.8 


-1.6 


-0.4 


•OS 


Short-circuit 
output current* 


Series 54 LS 


Vcc " f^f^^. See Note 1 


-20 


-100 


-20 




-100 


-20 




-100 


-20 




-100 


-20 




-100 


mA 


Series 74LS 


-20 


-100 


-20 




-100 


-20 




-100 


-20 




-100 


-20 




-100 


icc 


Supply current 

(Total) 


Vcc = MAX, See Note 2 


4 


6 




4 


8 




4 


6 




4 


6 




4 


8 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under 
tAli typical values are at Vcc = 5 V, T^ = 25'*C. 

^Not more than one output should be shorted at a time, and duration of short circ 
NOTES: 1. For certain devices where state commutation can be caused by shorting an output to 
2.125 V for the 54 family and the 74 family, respectively, with the minimum and m? 
2. With all outputs open, Iqc •' measured with the Q and Q outputs high in turn. At thi 



ded operating conditions. 

should not exceed one second. 

an output to ground, an equivalent t 

imum and maximum limits reduced t 



Tiay be performed with Vq = 2.25 V i 
ie half of their stated values, 
clock input is grounded. 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



schematics of 'LS74A and 'LS109A 



H 
m 

X 

> 

•n V) 
o ^ 

> ?D 

n C 

n 
z 

H 



PARAMETER^ 


FROM 
(INPUTI 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


'LS73A,XS76A,'LS78A, 
'LS107A,'LS112A, 
■LS113A,'LS114A 


'LS74A,'LS109A 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


*max 






Cl = 15 pF, 
RL = 2k!2, 
See Note 2 


30 45 


25 33 


MHz 


'PLH 


Clear, preset, or 
clock (as appropriate! 


QorQ 


15 20 


13 25 


ns 


'PHL 


15 20 


25 40 


ns 



ilfrnax ~ maximum clock frequency 
tpLH — propagation delay time, low-to-high-level output 
*PHL~ propagation delay time, high-to-low-level output 

NOTE 2: Load circuit and voltage waveforms are shown on page 3-11 . 



functional block diagrams and schematics of inputs and outputs 



PRESET 
(EXCEPT 
■LS73A,'LS107A 



'LS73A,'LS107A-DUAL J-KWITH CLEAR 
'LS76A,'LS112A-DUAL J-K WITH CLEAR AND PRESET 
'LS78A, 'LS114A-DUAL J-K WITH PRESET, COIVIIVION CLEAR, 

AND COMMON CLOCK 
'LSI 13A-DUAL J-K WITH PRESET 

'LS73A, •LS76A, 'LS78A, 'LS107A, 'LS112A, 'LSIISA, 'LSn4A 





CLEAR i-^ 



EQUIVALENT OF 
EACH INPUT 



i Re 



IilMax 

-0.4 mA 
-0.8 mA 
-1.6 mA 



Req NOM 

17 kn 

8.25 kn 

4.1 kn 



TYPICAL OF 
ALL OUTPUTS 




OUTPUT 



'LS74A-DUAL D WITH CLEAR AND PRESET 




'■ nm^' 



-^-^ 



'LS109A-DUAL J-K WITH CLEAR AND PRESET 



C/3 



r- 

•Pi 
C/3 



O 
C/9 



recommended operating conditions 



° — 

!3 m 

o X 

g °z 

• O J 







SERIES 54S/74S 


'S74 


'S1 12 


'3113 


'S1 14 


UNIT 




MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


MIN 


NOM MAX 


MIN 


NOM MAX 


Supply voltfige, Vqc 


Series 543 


4.5 


5 


5.5 


4.5 


5 


5.5 


4.5 


5 5.5 


4.5 


5 5.5 


V 


Series 743 


4.75 


5 


5.25 


4.75 


5 


5.25 


4.75 


5 5.25 


4.75 


5 5.25 


High-level output current, loH 


-1 


-1 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


20 


20 


mA 


Pulse width, t^ 


Clock high 


6 


6 


6 


6 


ns 


Clock low 


7.3 


6.5 


6.5 


6.5 


Clear or preset low 


7 


8 


8 


8 


Input setup time, tj^ 


High-level data 


3t 


3i 


3^ 


3; 


ns 


Low-level data 


3t 


3; 


3i 


3i 


Input hold time, th 


2t 


o; 


o; 


Oi 


ns 


Operating free-air temperature, T/^ 


Series 543 


-55 




125 


-55 




125 


-55 


125 


-55 


125 


°C 


Series 743 







70 







70 





70 





70 



tiThe arrow indicates the edge of the clock pulse used for reference: t for the rising edge, I for the falling edge. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


'S74 


'S112 


'S1 13 


'3114 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt MAX 


MIN TYPt MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


2 


2 


V 


V|L 


Low-level input voltage 






0.8 


0.8 


0.8 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| =-18mA 


-1.2 


-1.2 


-1.2 


-1.2 


V 


VOH 


High-level output voltage 


Series 543 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0H = -1 rnA 


2.5 3.4 


2.5 


3.4 


2.5 3.4 


2.5 


3.4 




V 


Series 74S 


2.7 3.4 


2.7 


3.4 


2.7 3.4 


2.7 


3.4 




Vol 


Low-level output voltage 




Vcc = MIN, 
V|u = 0.8V, 


V,H = 2V, 
Iql ^ 20 mA 


0.5 


0.5 


0.5 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


1 


1 


mA 


l|H 


High-level input current 


J, K, or D 


Vcc = MAX, 


V| = 2.7V 


50 


50 


50 


50 


mA 


Clear 


150 


100 




200 


Preset 


100 


100 


100 


100 


Clock 


100 


100 


100 


200 


l|L 


Low-level input current 


J, K,orD 


Vcc = MAX, 


V|=0.5V 


-2 


-1.6 


-1.6 


-1.6 


mA 


Clear * 


-6 


-7 




-14 


Preset * 


-4 


-7 


-7 


-7 


Clock 


-4 


-i 


-4 


-8 


'OS 


Short-circuit output current* 




Vcc = MAX 


-40 


-100 


-40 


-100 


^0 -100 


-40 




-100 


mA 


Ice 


Supply current (average per flip-flop) 




Vcc = MAX, 


See Note 1 


15 


25 


15 25 


15 25 




15 


25 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions 
+ AII typical values are at Vqq = 5 V, T^^ = 25°C. 

*Not more than one output should be shorted at a time, and duration of short-circuit should not exceed one second. 
*CIear is tested with preset high and preset is tested with clear high. 
NOTE 1 : With all outputs open, l^c is measured with the Q and Q outputs high in turn. At the time of measurement, the clock input is grounded. 
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CJl 
CO 
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■o 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



schematics of inputs and outputs 



o X 

n 

a - 
Zm— I 

2 ^»^ 
• o-J 

> >?o 
" z 

i H 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


'S74 


'S1 12, 


'S1 13, 


'S1 14 


UNIT 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


'max 






Cl= 15pF, 
RL = 280n, 
See Note 2 


75 


110 




80 


125 




MHz 


tPLH 


Preset or clear 


Qor Q 




4 


6 




4 


7 


ns 


tPHL 


Preset or clear (clock high) 


Qor O 




9 


13.5 




5 


7 


ns 


Preset or clear (clock low) 




5 


8 




5 


7 


tPLH 


Clock 


Qor Q 




6 


9 




4 


7 


ns 


tPHL 




6 


9 




5 


7 



»fmax — maximum clock frequency 
^PLH — propagation delay time, low-to-high-level output 
tpHL ^ propagation delay time, high-to-low-level output 

NOTE 2: Load circuit and voltage waveforms are shown on page 3-10. 



functional block diagrams 




'S74-DUAL D WITH CLEAR AND PRESET 



EQUIVALENT OF EACH INPUT 




■h 


INPUT — » — ' ^^ »- 


IilMAX Req NOM 
-1.6 mA 4 kn 


-2 mA 2.8 kn 


-4 mA 1.4 kn 


-6 mA 940 n 


-7 mA 900 n 


-8 mA 700 n 


-14 mA 450 n 




TYPICAL OF ALL OUTPUTS 


50 n nom; 


' Vcc 


--<zP 




-TV 


j OUTPUT 

< 





'S112-DUAL J-K WITH CLEAR AND PRESET 
'S113-DUAL J-K WITH PRESET 

'S114-DUAL J-K WITH PRESET, COMMON CLEAR, 
AND COMMON CLOCK 



C/3 



CO 
C/> 



o 

CO 



recommended operating conditions 





54 FAMILY 
74 FAMILY 


SN54279 
SN74279 


SN54LS279 
SN74LS279 


UNIT 




MIN NOM 


MAX 


MIN NOM MAX 


Supply voltage, Vqc 


54 Family 


4.5 5 


5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 


5.25 


4.75 5 5.25 


High-level output current, Iqh 


-800 


-400 


mA 


Low-level output current, Iql 


54 Family 


16 


4 


mA 


74 Family 


16 


8 


Operating free-air temperature, Ta 


54 Family 


-55 


125 


-55 125 


°C 


74 Family 





70 


70 



301 

> 
-H 

m 
Ui 



S 7> 



H 

m 

> 

z 

H 

c 

m 
z 

H 
«3 



electrical characteristics over recommended free-air operating temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54279 
SN74279 


SN54LS279 
SN74LS279 


UNIT 


MIN TYPt 


MAX 


MIN TYPt MAX 


V|H 


High-level output voltage 




2 


2 


V 


V|L 


Low-level output voltage 




54 Family 


0.8 


0.7 


V 


74 Family 


0.8 


0.8 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = § 




-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = V|L max. 


V,H = 2V, 
lOH = MAX 


54 Family 


2.4 3.4 


2.5 3.4 


V 


74 Family 


2.4 3.4 


2.7 3.4 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = V|L max, 
V|H = 2V 


Iql = MAX 


54 Family 


0.2 


0.4 


0.25 0.4 


V 


74 Family 


0.2 


0.4 


0.35 0.5 


Iql ~ 4 mA 


Series 74 LS 




0.35 0.4 


l4 


Input current at maximum input voltage 


Vcc = MAX 


V| =5.5V 


1 




mA 


V| = 7V 




0.1 


■IH 


High-level input current 


Vcc = MAX 


V| = 2.4 V 


40 




nA 


V| = 2.7V 




20 


l|L 


Low-level input current 


Vcc = MAX, 


V| = 0.4 V 




-1.6 


-0.4 


mA 


lOS 


Short-circuit output current* 


Vcc = MAX 


54 Family 


-18 


-55 


-20 -100 


mA 


74 Family 


-18 


-57 


-20 -100 


'cc 


Supply current 


Vcc = MAX, 


See note 1 




18 


30 


3.8 7 


mA 



^^For conditions shown as MIN or MAX, use the appropriate value specifleti under recommended operating conditions. 

♦aII typical values are at Vcc = 5 V, T^ = 25°C. 

§l| = -12 mA for SN547SN74' and -18 mA for SN54LS'/SN74LS'. 

*Not more than one output should be shorted at a time, and for SN54LS7SN74LS', duration of the output short circuit should not exceed one second. 

NOTE 1 : Ice '* measured with all R Inputs grounded, all S Inputs at 4.5 V, and all outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


'279 


'LS279 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tpLH Propagation delay time, low-to-high-level output from S input 


CL = 15pF, 

See Notes 2 and 3 


12 22 


12 22 


ns 


tpHL Propagation delay time, high-to-low-level output from S input 


9 15 


13 21 


tPHL Propagation delay time, high-to-low-level output from R input 


15 27 


15 27 



NOTE 2: Load circuit and voltage waveforms are shown on pages 3-1 and 3-11. 
NOTE 3: Rl = 400 « for '279, Rl = 2 kfi for 'LS279. 



schematics of inputs and outputs 



o X 

o z^^ 

goZ 

-I ^ 

> 2 
» z 

K en 



'279 CIRCUITS 



'LS279 CIRCUITS 



EQUIVALENT OF EACH INPUT 



INPUT 




TYPICAL OF ALL OUTPUTS 




EQUIVALENT OF R INPUTS 



17kn 
NOM 



■n- 



EQUIVALENT OF S INPUTS 



17 kn 

NOM 



INPUT » J^ * I ►- - 



TYPICAL OF ALL OUTPUTS 



i2on 

NOM 



-c 



1 1- 

1 



C/3t 
■ 

asi 

> 



CO 



SN54LS63, SN74LS63 

HEX CURRENT-SENSING INTERFACE GATES 

WITH TOTEM-POLE OUTPUTS 



• Translates low-level input current to 
low-level output voltage 

• Translates high-level input current to 
high-level output voltage 

• Interfaces to PLA's or other logic 
elements that source current but do 
not sink current 

• Operates from a single 5 V supply 

• TTL compatible 

• Low power dissipation . . .40 mW 
typical 

description 

Each of these Schotty-clamped interface gates is able 
to discriminate between low-level (< 50 juA) and 
high-level O 200 jjlA) input currents. 

The outputs are fabricated with standard Low-Power 
Schottky design rules and are compatible with all 
TTL families. 
schematic (each gate) 



SN54LS63 ... J OR W PACKAGE 
SN74LS63 ... J OR N PACKAGE 



6A 6Y 5Y 5A 4A 



M _ 13 _ 12 _ 11 _ 10 _ 9 



y ^ l^ 

fD^ ^ f{>i 



1 2 3 4 5 6 7 



1A lY 2Y 2A 3A 3Y GND 



logic: Y = A 




vcc 







Resistor values shown are nominal and in ohms. 



recommended operating conditions 





SN54LS63 


SN74LS63 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


IIA 


Low-level output current, Iql 


4 


8 


mA 


Input current, l| 


1 


1 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 
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TYPES SN54LS63, SN74LS63 

HEX CURRENT-SENSING INTERFACE GATES 

WITH TOTEM-POLE OUTPUTS 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDlTIONSf 


SN54LS63 


SN74LS63 


UNIT 


MIN TYP* MAX 


MIN TYPt 


MAX 


V| Input voltage 


l| = 50mA, 


Vcc = MIN 




0.35 1.05 1.75 


0.6 1.05 


1.6 


V 


I| = 200mA, 


Vcc = MAX 




0.6 1.30 2 


0.85 1.30 


1.8 


Vqh High-level output voltage 


Vcc = MAX 


I| = 2CX)mA 


IOH = -''00juA, 


3.5 3.4 


3.2 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, 


l| = 50M 


'OL = 4 mA 


0.25 0.4 


0.25 


0.4 


V 


l0L = 8 mA 




0.35 


0.5 


Iqs Short-circuit output current§ 


Vcc = MAX 


I| = 600mA 




-20 -100 


-20 


-100 


mA 


'CC Supply current 


Vcc = MAX, 


See Note 1 




8 16 


8 


16 


mA 



^ For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAll typical values are at Vqc = 5 V, T^ = 25°C. 

§Not more than one output should be shorted at a time, and duration of output short circuit should not exceed one second, 
NOTE 1 ■ Ice is measured with inputs and outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP MAX 


UNIT 


tPLH Propogatlon delay time, low-to-high -level output 


Cl= 15 pF, 
RL = 2 kn 


27 45 


ns 


tPHL Propogatlon delay time, high-to-low-level output 


15 25 


ns 





PARAMETER MEASUREMENT INFORMATION 



Vcc 



Vcc 




tf < 15 ns 
INPUT 



J"~^ 



tf < 6 ns 

5V 



OUTPUT 



ktPLH->| J«-*PHL-^ 



m 



NOTES: a. C|_ inctudes probe and jig capacitance 
b. All diodes are 1Ngi6 or 1N3064 
TEST CIRCUIT 



VOLTAGE WAVEFORMS 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



6-63 



TYPES SN54121, SN54L121, SN74121, SN74L121 

MONOSTABLE MULTIVIBRATORS 

WITH SCHMITT-TRIGGER INPUTS 



Programmable Output Pulse Width 



With R 



35 ns Typ 



40 ns to 28 Seconds 



int : ■ 
With Rext/Cext 
Internal Compensation for Virtual 
Temperature Independence 

Jitter-Free Operation up to 90% 
Duty Cycle 

Inhibit Capability 



FUNCTION TABLE 



SN54121 ...J OR W PACKAGE 

SN54L121 ... J OR T PACKAGE 

SN741 21 , SN74L1 21 ... J OR N PAC KAG E 



INPUTS 


OUTPUTS 


A1 A2 


B 


Q Q 


L X 


H 


L H 


X L 


H 


L H 


X X 


L 


L H 


H H 


X 


L H 


H i 


H 


n IS 


; H 


H 


J-L "U- 


; ; 


H 


J-L "LT 


L X 


t 


-TL -i_r 


X L 


t 


j-L -i_r 



For explanation of function table 
symbols, see page 3-8. 





Vcc 
_ 14 - 


Rext/ 
NC NC Cext 

13 _ 12 _ 11 


Cext 

_ 10 


Rint 

_ 9 _ 


NC 

8 _ 








' 1 










1 




|— <r-x 


-) 


5 
Q 


-1 










L 










1 


1 




1 1 


1 1 




~ 1 

Q 


2 " 3 " 4 

NC A1 A2 


■ 5 

B 


^ 6 - 

Q 


7 - 

GND 




positive logic: See function table 



NC— No internal connection 
NOTES: 1 



description 



An external capacitor may be connected between 
Cext (positive) and Rext/Ceyf 
To use the Internal timing resistor, connect Rjnt 
to Vqc ^°^ improved pulse width accuracy and 
repeatability, connect an external resistor between 
Rgxt/^'ext 3"d Vcc vjhU H\fyx open-circuited. 



These multivibrators feature dual negative-transition 
which can be used as an inhibit input. Complementary 



■triggered inputs and a single positive-transition-triggered input 
output pulses are provided. 



Pulse triggering occurs at a particular voltage level and is not directly related to the transition time of the input pulse. 
Schmitt-trigger input circuitry (TTL hysteresis) for the B input allows jitter-free triggering from inputs with transition 
rates as slow as 1 volt/second, providing the circuit with an excellent noise immunity of typically 1.2 volts. A high 
immunity to Vcc noise of typically 1 .5 volts is also provided by internal latching circuitry. 

Once fired, the outputs are independent of further transitions of the inputs and are a function only of the timing 
components. Input pulses may be of any duration relative to the output pulse. Output pulse length may be varied from 
40 nanoseconds to 28 seconds by choosing appropriate timing components. With no external timing components 
(i.e., Rjnt connected to Vcc> Cext 3"^ Rext/^ext open), an output pulse of typically 30 or 35 nanoseconds is achieved 
which may be used as a d-c triggered reset signal. Output rise and fall times are TTL compatible and independent of 
pulse length. 

Pulse width stability is achieved through internal compensation and is virtually independent of VqC a"d temperature. 
In most applications, pulse stability will only be limited by the accuracy of external timing components. 

Jitter-free operation is maintained over the full temperature and Vcc ranges for more than six decades of timing 
capacitance (10 pF to lOjuF) and more than one decade of timing resistance (2 kS2 to 30 kJ2 for the 
SN54121/SN54L121 arid 2 kJ2 to 40 kfi for the SN74121/SN74L121). Throughout these ranges, pulse width is 
defined by the relationship tw(out) = CextRT'n2 '^O.? CextRT- 'n circuits where pulse cutoff is not critical, timing 
capacitance up to 1000 juF and timing resistance as low as 1.4 kfi may be used. Also, the range of jitter-free output 
pulse widths is extended if Vqc is held to 5 volts and free-air temperature is 25°C. Duty cycles as high as 90% are 
achieved when using maximum recommended Rj- Higher duty cycles are available if a certain amount of pulse-width 
jitter is allowed. 
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TYPES SN54121, SN54L121, SN74121, SN74L121 

MONOSTABLE MULTIVIBRATORS 

WITH SCHMITT-TRIGGER INPUTS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 
VCC- 




INPUT 



^eq ' 



, NOM 
'121 'L121 

A1 4 kn 8 kfi 

A2 4 kn 8 kn 

B 2 kn 4 kn 



TYPICAL OF BOTH OUTPUTS 




•Vcc 



■ OUTPUT 



'121: Req = 130 n NOM 
'L121: Req= 260 n NOM 



recommended operating conditions 





54 FAMILY 
74 FAMILY 


SN54121 
SN74121 


SN54L121 
SN74L121 


UNIT 




MIN NOM 


MAX 


MIN NOM MAX 


Supply voltage, Vqc 


54 Family 


4.5 5 


5.5 


4.5 5 5.5 


V 


74 Family 


4.75 5 


5.25 


4.75 5 5.25 


High-level output current, Iqh 


-400 


-200 


HA 


Low-level output current, Iql 


16 


8 . 


mA 


Rate of rise or fall of input pulse, dv/dt 


Schmitt Input, B 


1 


1 


V/s 


Logic inputs, A1, A2 


1 


1 


y/lis 


Input pulse width, tw(|n) 


50 


100 


ns 


External timing resistance, Rext 


54 Family 


1.4 


30 


1.4 30 


kn 


74 Family 


1.4 


40 


1.4 40 


External timing capacitance, Cgxt 





1000 


1000 


mF 


Duty cycle 


Rj = 2 kn 


67 


67 


% 


Rj = MAX Rext 


90 


90 


Operating free-air temperature, T^ 


54 Family 


-55 


125 


-55 125 


°c 


74 Family 





70 


70 
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TYPES SN54121. SN54L121, SI\I74121, SN74L121 
MONOSTABLE MULTIVIBRATORS 
WITH SCHMITT-TRIGGER INPUTS 



electrical characteristics over recommended operating free-air temperature range (unless otherwise 


noted) 


PARAMETER 


TESTCONDITIONSt 


SN54121 
SN74121 


SN54L121 
SN74L121 


UNIT 


MIN TYP* MAX 


MIN TYP* MAX 


vt+ 


Positive-going thresholcJ voltage at A input 


Vcc = MIN 


1.4 2 


1.4 


2 


V 


vt- 


Negative-going threshold voltage at A input 


Vcc = MIN 


0.8 1.4 


0.8 1.4 


V 


Vt+ 


Positive-going threshold voltage at B Input 


Vcc = MIN 


1.55 2 


1.55 


2 


V 


Vt- 


Negative-going threshold voltage at B input 


Vcc = MIN 


0.8 1.35 


0.8 1.35 


V 


VlK 


Input clamp voltage 


Vcc = MIN, 


l| =-12mA 


-1.5 


-1.5 


V 


vqh 


High-level output voltage 


Vcc = MIN, 


l0H = MAX 


2.4 3.4 


2.4 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 


lOL = MAX 


0.2 0.4 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 
V| = 2.4 V 


AI or A2 


40 


20 


HA 


B 


80 


40 


l|L 


Low-level input current 


Vcc = MAX, 
V| = 0.4 V 


AI or A2 


-1.6 


-0.8 


mA 


B 


-3.2 


-1.6 


Ids 


Short-circuit output current* 


Vcc = MAX 


54 Family 


-20 -55 


-10 


-27 


mA 


74 Family 


-18 -55 


-9 


-27 


Ice 


Supply current 


Vcc = MAX 


Quiescent 


13 25 


7 


12 


mA 


Triggered 


23 40 


9 


20 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vqc = 5 V, T/\ = 25° C. 
*Not more than one output should be shorted at a time. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 






'121 


'L121 


UNIT 




MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


tPLH 


Propagation delay time, low-to-high- 
level Q output from either A input 


Cl= 15 pF, 
RL = 400nfor'121, 
RL = 800nfor'L121, 
See Note 3 


Cext=80pF, 
Rint to Vcc 




45 


70 


140 


ns 


tPLH 


Propagation delay time, low-to-high- 
level Q output from B input 




35 


55 


110 


ns 


tPHL 


Propagation delay time, high-to-low- 
level Q output from either A input 




50 


80 


160 


ns 


tPHL 


Propagation delay time, high-to-low- 
level Q output from B input 




40 


65 


130 


ns 


Cext= 80 pF, 
Rint to Vcc 


70 


110 


150 


70 


225 


260 


ns 


tw{out) 


Pulse width obtained using 
internal timing resistor 


*w(out) 


Pulse width obtained with 
zero timing capacitance 


Cext = 0. 
Rint to Vcc 




30 


50 




35 


70 


ns 


tw(out) 


Pulse width obtained using 
external timing resistor 


Cext= 100 pF, 
Rt= 10 kn 


600 


700 


800 


600 


700 


850 


ns 


Cext=1fF. 
Rt= 10 kn 


6 


7 


8 


6 


7 


8 


ms 



NOTE 3: Load circuit and voltage waveforms are shown on pages 3-10 and 3-11. 
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TYPES SN54121, SN54L121, SN74121, SN74L121 

MONOSTABLE MULTIVIBRATORS 

WITH SCHMITT-TRIGGER INPUTS 



DISTRIBUTION OF UNITS 

for 

OUTPUT PULSE WIDTH 



TYPICAL CHARACTERISTICS§ 

VARIATION IN INTERNAL TIMING RESISTOR VALUE 
» FREE-AIR TEMPERATURE 



VARIATION IN OUTPUT PULSE WIDTH 
SUPPLY VOLTAGE 



vcc- 

Ta-2 
Cext = 


)V 




\ 




Rt- ic 

(Extern 


3ll 




-\ 




1 

s 

I 




1 ^ 
1 c 


\ 


1 

S 

\ 




1 1 
/ 5 




1 


y^ 









jl ■H0% 
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FIGURE 1 

SCHMITT TRIGGER THRESHOLD VOLTAGE 

FREE-AIR TEMPERATURE 
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> 
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> 

1 1.6 
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FIGURE 4 

OUTPUT PULSE WIDTH 

vs 

TIMING RESISTOR VALUE 
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VARIATION IN OUTPUT PULSE WIDTH 
FREE-AIR TEMPERATURE 
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FIGURES 

OUTPUT PULSE WIDTH 

vs 

EXTERNAL CAPACITANCE 



1 ms 

10 /lis 

l/is 

100 ns 

10 ns 





% 




= 




= s 




\\\X^^\ 






= 


s 












— 








\ Lo\i^t 


i-i 




^ 






S.M 


QjTlX r^\ 




=^ 








\ LrloO^tl 




= 








Cr^t i^n 






— 










\\ 




m 








Cry^ r— 'H 






— 









3|^[ 1 1 

Vrr = 5 V = ^^ 


s^ 


-^ 


_ 




-~ 


Ta-25°C fj 


See Note 4— • 









1 ms 
100 MS 

10 ms 

Ins 

100 ns 



10 ns 



:vcc = 


5VSis 


w:. = 


^ 


i'lp 




1 


■ta = 25-c m- 


--■■ - iiiiir 


~ ' 1 1 _/ 




Ij 






--■IC 


t\ 


^» 


'^T 




\ 






EE!:: p 


iPe.'hj 










■^A ^"1" - 










Ie = 


ifc 


5». 


'■ =1 


imnJ 


[;; 








^V/ 


C^ " — 








1 


i:^ 




in i 


™n 


















■ ■ ■ 
















! 1 


-- r 










— ; 






— 


__ . |— 








w 








in i 


i:;li 












— — 


— 


■■ ■ ■ — 


- . . . — 

























2 3 4 7 10 20 40 70 100 
Rj— Timing Resistor Value-kfi 



10-11 10-10 10-9 10-8 10-7 10-6 10-5 

C„„,— Timing Capacitance-F 

FIGURE? 



"ext 



NOTE 4; These values of resistance exceed the maximum recommended for use over the full temperature range of the SN54L121. 
§Data for temperatures below 0°C and above 70°C are applicable for SN54121 and SN54L121. 
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TYPES SN54221, SN54LS221, SN74221, SN74LS221 

DUAL MONOSTABLE MULTIVIBRATORS 

WITH SCHMin-TRIGGER INPUTS 



SN54221, SN54LS221, SN74221 and 
SIM74LS221 Are Dual Versions of Highly 
Stable SIM54121,SN74121 One-Shots on 
a Monolithic Chip 

SiM54221 and SN74221 Demonstrate 
Electrical and Switching Characteristics 
That Are Virtually Identical 
to the SN54121, SN74121 One-Shots 

Pin-Out Is Identical to the SN54123 
SN74123, SISi54LS123, SN74LS123 

Overriding Clear Terminates 
Output Pulse 



SN54221, SN54LS221 ... J OR W PACKAGE 

SN74221, SN74LS221 . . . J OR^N^ACJ<AGE 

(TOP VIEW) 





TYPICAL 


MAXIMUM 


TYPE 


POWER 


OUTPUT PULSE 




DISSIPATION 


LENGTH 


SN 54221 


130mW 


21 s 


SN74221 


130mW 


28 s 


SN54LS221 


23 mW 


49 s 


SN74LS221 


23 mW 


70s 


description 







1 Rext/ 




^£)>°-' 



11 _ 10 



sm 




1Q 



2 2 R^^,/ GND 
Cext Cext 



positive logic: Low input to clear resets Q low and 
Q high regardless of d-c levels at A 
or B inputs. 



The '221 and 'LS221 are monolithic dual multivibrators with performance characteristics virtually identical to those of 
the '121. Each multivibrator features a negative-transition-triggered input and a positive-transition-triggered input either 
of which can be used as an inhibit input. 

Pulse triggering occurs at a particular voltage level and is not directly related to the transition time of the input pulse. 
Schmitt-trigger input circuitry (TTL hysteresis) for B input allows jitter-free triggering from inputs with transition rates 
as slow as 1 volt/second, providing the circuit with excellent noise immunity of typically 1.2 volts. A high immunity to 
Vcc noise of typically 1 .5 volts is also provided by internal latching circuitry. 

Once fired, the outputs are independent of further transitions of the A and B inputs and are a function of the timing 
components, or the output pulses can be terminated by the overriding clear. Input pulses may be of any duration 
relative to the output pulse. Output pulse length may be varied from 35 nanoseconds to the maximums shown in the 
above table by choosing appropriate timing components. With Rext = 2 kfi and Cext "^ 0- 3" output pulse of typically 
30 nanoseconds is achieved which may be used as a d-c-triggered reset signal. Output rise and fall times are TTL 
compatible and independent of pulse length. Typical triggering and clearing sequences are illustrated as a part of the 
switching characteristics waveforms. 

FUNCTION TABLE 
Pulse width stability is achieved through internal 
compensation and is virtually independent of Vqq and 
temperature. In most applications, pulse stability will only be 
limited by the accuracy of external timing components. 

Jitter-free operation is maintained over the full temperature 
and Vcc ranges for more than six decades of timing 
capacitance (10 pF to lOjuF) and more than one decade of 
timing resistance (2 k9, to 30 kf2 for the SN54221, 2 kD, to 
40 kO for the SN74221, 2 kf2 to 70 kO. for the SN54LS221, 
and 2 kn to 100 kfi for the SN74LS221). Throughout these 
ranges, pulse width is defined by the relationship: 
tw(out) = CextRext ^«2«0.7 CextRext- '" circuits where 
pulse cutoff is not critical, timing capacitance up to 1000 /nF 
and timing resistance as low as 1.4 k^ may be used. Also, the 
range of jitter-free output pulse widths is extended if Vcc '^ 



(EACH MONOSTABLE) 



INPUTS 


OUTPUTS 
O Q 


CLEAR 


A 


B 


L 


X 


X 


L H 


X 


H 


X 


L H 


X 


X 


L 


L H 


H 


L 


t 


_n- -ir 


H 


1 


H 


_ru -LT 


t 


L 


H 


_n_ -ur 


Also see description 


and switching 


characteristics 







See explanation of function tabtes on page 3-8, 
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TYPES SN54221, SN54LS221, SN74221, SN74LS221 

DUAL MONOSTABLE MULTIVIBRATORS 

WITH SCHMin-TRIGGER INPUTS 



description (continued) 

held to 5 volts and free-air temperature is 25 C. Duty cycles as high as 90% are achieved when using maximum 
recommended Rj. Higher duty cycles are available if a certain amount of pulse-width jitter is allowed. 

The variance in output pulse width from device to device is typically less than ±0.5% for given external timing 
components. An example of this distribution for the '221 is shown in Figure 2. Variations in output pulse width versus 
supply voltage and- temperature for the '221 are shown in Figure 3 and 4, respectively. 

Pin assignments for these devices are identical to those of the SN54123/SN74123 or SN54LS123/SN74LS123 so that 
the '221 or 'LS221 can be substituted for those products in systems not using the retrigger by merely changing the 
value of Rext and/or Cext- 

Vcc 



vJ7 

■T 



To Rext/'-ext 
Terminal 



schematics of inputs and outputs 



Terminal 
TIMING COMPONENT CONNECTIONS 



'221 



EQUIVALENT OF EACH INPUT TYPICAL OF ALL OUTPUTS 




Input A: Rgq = 4knNOM 
Input B, Clear: R-n = 2 kfl NOM 



100 n 

NOIVl 




EQUIVALENT OF 
EACH INPUT 



W- 



l 



Input A: 

Input B: 

Clear: 



Req = 25 kn NOM 
Req = 15.4 kli NOM 
Req = 12.5 kn NOM 



TYPICAL OF ALL OUTPUTS 
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TYPES SN54221. SN74221 

DUAL MONOSTABLE MULTIVIBRATORS 

WITH SCHMrrr-TRIGGER INPUTS 



recommended operating conditions 





SN54221 


SN74221 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vqc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, loH 


-800 


-800 


AiA 


Low-level output current, Iql 


16 


16 


mA 


Rate of rise or fall of input pulse, dv/dt 


Schmitt input, B 


1 


1 


V/s 


Logic input, A 


1 


1 


V/ns 


Input pulse width 


AorB,t^(ln) 


50 


50 


ns 


Clear, t^(ciear) 


20 


20 


Clear-inactive-state setup time, tju 


15 


15 


ns 


External tinning resistance, Rgxt 


1.4 


30 


1.4 


40 


kn 


External timing capacitance, Cgxt 





1000 





1000 


nF 


Output duty cycle 


Rext=2kn 


67 


67 


% 


Rext=MAXRext 


90 


90 


Operating free-air temperature, T/\ 


-55 


125 





70 


°c 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS^ 


MIN 


TYP* 


MAX 


UNIT 


Vt+ 


Positive-going threshold voltage at A input 


Vcc = MIN 




1.4 


2 


V 


vt- 


Negative-going threshold voltage at A input 


Vcc = MIN 


0.8 


1.4 




V 


Vt+ 


Positive-going threshold voltage at B input 


Vcc = IVIIN 




1.55 


2 


V 


Vt- 


Negative-going threshold voltage at B input 


Vcc=MIN 


0.8 


1.35 




V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 


'OH = -800 mA 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 


Iql = 16 mA 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.4 V 


Input A 


40 


*^A 


Input B, Clear 


80 


l|L 


Low-level input current 


Vcc = MAX, 


V| = 0.4V 


Input A 


-1.6 


mA 


Input B, Clear 


-3.2 


IqS 


Short-circuit output current? 


Vcc = MAX 


SN54221 


-20 




-55 


mA 


SN 74221 


-18 




-55 


'cc 


Supply current 


Vcc = MAX 


Quiescent 




26 


50 


mA 


Triggered 




46 


80 



'•'For conditions shown as MIN or MAX, use the appropriate valu 

Iaii typical values are at Vqq = 5 V, T/^ = 25°C. 

SNot more than one output should be shorted at a time. 



e specified under recommended operating conditions. 



switching characteristics, VcC = 5 V, Ta = 25° C 














PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


tPLH 


A 


Q 


Cl= 15pF, 
RL = 400n, 
See Figure 1 
and Note 2 


Cext = 80 pF, Rext = 2 kn 




45 


70 


ns 


B 


Q 




35 


55 


tPHL 


A 


Q 




50 


80 


ns 


B 


Q 




40 


65 


tPHL 


Clear 


Q 


27 


ns 


tPLH 


Clear 


Q 


40 


ns 


tw(out) 


AorB 


QorQ 


Cext = 80 pF, Rext = 2 kfi 


70 


110 


150 


ns 


Cext = 0. Rext = 2 kn 


20 


30 


50 


Cext = 100 PF-Rext = I" kn 


650 


700 


750 


Cext=1^'F, Rext=10kn 


6.5 


7 


7.5 


ms 



"*PLH = Propagation delay time, low-to-high-level output 
tp(_|L — Propagation delay time, high-to-low-level output 
*w(out) — Output pulse width 
NOTE 2: Load circuit is shown on page 3-10. 
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TYPES SN54LS221, SN74LS221 

DUAL MONOSTABLE MULTIVIBRATORS 

WITH SCHMrrr-TRIGGER INPUTS 



recommended operating conditions 




SN54LS221 


SN74LS221 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqq 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Rate of rise or fall of input pulse, dv/dt 


Schmitt, B 


1 


1 


V/s 


Logic input, A 


1 


1 


V/ms 


Input pulse width 


AorB,tv«(|n) 


40 


40 


ns 


Clear, t„„(ciear) 


40 


40 


Clear-inactive-state setup time, tju 


15 


15 


ns 


External timing resistance, Rgxt 


1.4 




70 


1.4 




100 


kn 


External timing capacitance, Cext 







1000 







1000 


mF 


Output duty cycle 


Rj = 2 kn 


50 


50 


% 


RT=MAXRext 


90 


90 


Operating free-air temperature, T/\ 


-55 




125 







70 


°c 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIOIMSt 


SN54LS221 


SN74LS221 


UNIT 


MIN 


TYP* 


MAX 


MIN 


TYPt 


MAX 


Positive-going threshold 
V-r+ 

voltage at A input 


Vcc=MIN 




1.0 


2 




1.0 


2 


V 


Negative-going threshold 
voltage at A input 


Vcc = MIN 


0.7 


1.0 




0.8 


1.0 




V 


Positive=going threshold 
voltage at B input 


Vcc=IVIIN 




1.0 


2 




1.0 


2 


V 


Negative-going threshold 
V-r_ 

voltage at B input 


Vcc = MIN 


0.7 


0.9 




0.8 


0.9 




V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


^OH High-level output voltage 


Vcc = IVIIN, Ioh = -400mA 


2.5 


3.4 




2.7 


3.4 




V 


Vql Low-level output voltage 


Vcc = MIN 


Iql - 4 mA 




0.25 


0.4 




0.25 


0.4 


V 


Iql = 8 mA 






0.35 


0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 7V 


0.1 


0.1 


mA 


llH High-level input current 


Vcc = MAX, V( = 2.7V 


20 


20 


mA 


l|L Low-level input current 


Input A 


Vcc=MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


Inputs 


-0.8 


-0.8 


Clear 


-0.8 


-0.8 


'OS Short-circuit output current § 


Vcc = MAX 


-20 




-100 


-20 




-100 


mA 






Quiescent 




4.7 


11 




4.7 


11 


mA 










Triggered 




19 


27 




19 


27 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at V^q = 5 V, T/^ = 25°C 

^Not more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 
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TYPES SN54LS221. SN74LS221 

DUAL MONOSTABLE MULTIVIBRATORS 

WITH SCHMrrr-TRIGGER INPUTS 



switching characteristics, Vcc = 5 V, Ta = 25° C 














PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


tPLH 


A 


O 


CL=15pF, 
RL = 2kn, 
See Figure 1 
and Note 3 


Cext = 80pF, Rext = 2kn 




45 


70 


ns 


B 


Q 




35 


55 


tPHL 


A 


Q 




50 


80 


ns 


B 


Q 




40 


65 


tPHL 


Clear 


Q 




35 


55 


ns 


tPLH 


Clear 


O 




44 


65 


ns 


*w(out) 


AorB 


QorQ 


Cext = 80pF, Rext = 2kn 


70 


120 


150 


ns 


Cext = 0, Rext = 2 kn 


20 


47 


70 


Cext = 100 Pf^.Rext = 10 kn 


600 


670 


750 


06X1=1/^^. Rext=10kn 


6 


6.9 


7.5 


ms 



'PLH — Propagation delay time, low-to-high-level output 
*PHL — Propagation delay time, high-to-low-level output 
*w(Qut) - Output pulse width 
NOTE 3: Load circuit is shown on page 3-11. 
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TYPES SN54221, SN54LS221, SN74221, SN74LS221 

DUAL MONOSTABLE MULTIVIBRATORS 

WITH SCHMin-TRIGGER INPUTS 



PARAMETER MEASUREMENT INFORMATION 

f *w(in) H 



INPUT / \^ 



3 V 
B I 

f j •> Q y 

r* >60 ns — H 

j Vl J 3V 

CLEAR I V / 

I j\____^ OV 

U H-*PLH I* "^tPHL 

1/ ; \j VoH 

Q OUTPUT I / I -V 

1 r I N Vol 

U ^tpHL H H— tpLH 

v! !/ °n 

Q OUTPUT \ /■ 

A input is low. ^ ' ^OL 

TRIGGER FROM B, THEN CLEAR-CONDITION 1 



■ — 3V 
B INPUT 

^1 \ OV 

U >60 ns ►) 

J 3V 

CLEAR 

V 



y ^ 



VoH 

Q OUTPUT 

Vol 

A input is low TRIGGER FROM B, THEN CLEAR-CONDITION 2 



.3V 
B INPUT 

~ ' , " V 

^_„ ^ I r* H- setup 

■>50ns — H ^ '~ >„ 

CLEAR 

. V 



TRIGGERED 



/V "UM 
. A— Vol 

'•~*w(out)"*' 



V VoH 

O OUTPUT \ 

NOT TRIGGERED 
A input is low 

CLEAR OVERRIDING B, THEN TRIGGER FROM B 



B IIMPUT 

.OV 

I N >50ns- 

->50ns — H I r^V 

CLEAR 

V 



■\__Ur 



^ VoH 

\ 

> Vol 

A input is low 

TRIGGERING FROM POSITIVE TRANSITION OF CLEAR 

FIGURE 1-SWITCHING CHARACTERISTICS 



Texas Instruments 6-73 



INCORPORATED 
POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



TYPES SN54221, SN54LS221, SN74221, SN74LS221 
DUAL MONOSTABLE MULTIVIBRATORS 
WITH SCHMin-TRIGGER INPUTS 



PARAMETER MEASUREMENT INFORMATION 



A INPUT V 



Q OUTPUT 



tPHL U- 



B input is higli 



•^w(in)- 



L 



tpLH -4« *\ 

Q OUTPUT ! Jf 



\ 



L 



* H-lPHL 



\ 



►f— «PLH 
l> 



1 



3V 
OV 
3V 



V 

VoH 

Vol 

VoH 

Vol 



TRIGGER FROM A, THEN CLEAR 



/ 



Q OUTPUT 

B and clear inputs are high 



\ 



L 



3 V 
V 



• tw(out)- 



X 



-tw(out)- 



VoH 

— Vol 

_ Von 

— Vol 



L 



TRIGGER FROM A 



NOTES: A. Input pulses are supplied by generators having the following characteristics: PRR < 1 MHz, Z^yt " 50 12; for '221, t^ < 7 ns, 
tf < 7 ns, for 'LS221, t^ < 15 ns, tf < 6 ns. 
B. All measurements are made between the 1.5 V points of the indicated transitions for the '221 or between the 1.3 V points for the 
'LS221. 

FIGURE 1-SWITCHING CHARACTERISTICS (CONTINUED) 
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TYPES SN54221. SN74221 

DUAL MONOSTABLE MULTIVIBRATORS 

WITH SCHMrrr-TRIGGER INPUTS 



TYPICAL CHARACTERISTICS {'221 OiMLY)t 

VARIATION IN OUTPUT PULSE WIDTH 

vs 

SUPPLYVOLTAGE 



DISTRIBUTION OF UNITS 

for 

OUTPUT PULSE WIDTH 



Vcc 


= 5 V 














T3 


















5 
(U 


















3 
3 


















3 

o 


















c 
g 


















CO 

to 

> 




IV 


EDIA 


N 


IV 


EDl/5 


N 




3 
O 




' 


-0.5°/ 

1 


_J 


L 


+0.5% 
1 






< 


tv 


] MEDIAN 1 






1* 
i/(outl 


-Out 
FIG 


put Pl 
JRE2 


'1 
IseW 


dth 



1% 



•5 0.5% 



0% 



-0.5% 



-1% 



1 

Cext = 60 pF 






Ta = 25°C 












^^ 






^^ 






^ 


tw(out) ^ 
at Vcc = 


420 ns 
5 V 


y 








^ 

















4.5 4.75 5 5.25 

Vcc— Supply Voltage-V 
FIGURES 



5.5 



VARIATION IN OUTPUT PULSE WIDTH 

vs 

FREE-AIR TEMPERATURE 



0.5% 






-0.5% 



-1% 



10 ms 




OUTPUT PULSE WIDTH 

vs 

TIMING RESISTOR VALUE 



Ta - odT I I I See Note 4. 
' A - ■^^ ^. II I II II I 




Ta— Free-Air Temperature— C 
FIGURE 4 



2 4 7 10 20 40 70 100 

Rext— Timing Resistor Value— kJ^ 
FIGURES 



NOTE 4: These values of resistance exceed the maximum recommended for use over the full temperature range of theSN54221. 
tOata for temperatures below 0°C and above 70°C, and for supply voltages below 4.75 V and above 5.25 V are applicable for the SN54221 
only. 
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TYPES SN54122, SN54123, SN54L122, SN54L123. SI\I54LS122, SN54LS123, 

SN74122, SN74123. SN74L122. SN74L123. SN74LS122. SN74LS123 

RETRIGGERABLE MONOSTABLE MULTIVIBRATORS 



D-C Triggered from Active-High or 
Active-Low Gated Logic Inputs 

Retriggerable for Very Long Output 
Pulses, Up to 100% Duty Cycle 

Overriding Clear Terminates Output Pulse 

Compensated for Vcc and Temperature 
Variations 

'122. 'L122, 'LS122 Have Internal 
Timing Resistors 



SN54122, SN54LS122 ... J OR W 

SN54L122 ... JOR T 

SN74122, SN74L122,SN74LS122 ... J OR N 

(TOP VIEW) (SEE NOTES 1 THRU 4) 



' 


122,'L122, 


'LSI 22 




FUNCTION TABLE 




INPUTS 


OUTPUTS 1 


CLEAR 


A1 A2 B1 


B2 


Q 


Q 


L 


XXX 


X 


L 


H 


X 


H H X 


X 


L 


H 


X 


XXL 


X 


L 


H 


X 


XXX 


L 


L 


H 


H 


L X t 


H 


n 


U 


H 


L X H 


t 


n 


TJ 


H 


X L t 


H 


n. 


U 


H 


X L H 


t 


n 


XS 


H 


H i H 


H 


n. 


\S 


H 


i i H 


H 


n. 


XT 


H 


i H H 


H 


n 


U 


t 


L X H 


H 


JT- 


-IT 


t 


X L H 


H 


JT. 


TJ- 



'123 


'L123, 


'LSI 23 


FUNCTION TABLE 


INPUTS 


OUTPUTS 


CLEAR 


A B 


Q Q 


L 


X X 


L H 


X 


H X 


L H 


X 


X L 


L H 


H 


L t 


XL XT 


H 


; H 


n If 


t 


L H 


J-L IS 



Rext/ 
Vcc Cext NC Cext NC Rjnt Q 



nC> 



ZL 



If 



■N/W-l 



CLR 

— O — 



B2 CLR 



logic: see function table 



NC— No internal connection. 



SN54123,SN54LS123. .. JOR W 

SN54L123...J 

SN74123, SN74L123, SN74LS123 ... J OR N 

(TOP VIEW) (SEE NOTES 1 THRU 4) 



See explanation of function tables on page 3-8. 



description 



1 Rext/ 1 _ 2 

Vcc Cext Cext 1Q 20 CLR 2B 2A 

JV^i^|J17|_J^i3]__[T^ 



"- Q 



B 



IB 1 1Q 20 2 2Rext/GND 

CLR Cext Cext 



logic: see function table 



These d-c triggered multivibrators feature output 
pulse width control by three methods. The basic 
pulse time is programmed by selection of external 
resistance and capacitance values (see typical applica- 
tion data). The '122, 'L122, and 'LS122 have internal 
timing resistors that allow the circuits to be used with 
only an external capacitor, if so desired. Once 
triggered, the basic pulse width may be extended by 
retriggering the gated low-level-active (A) or high- 
level-active (B) inputs, or be reduced by use of the 
overriding clear. Figure 1 illustrates pulse control by 
retriggering and early clear. 

The 'LS122 and 'LS123 are provided enough Schmitt 
hysteresis to ensure jitter-free triggering from the B 
input with transition rates as slow as 0.1 millivolt per 
nanosecond. 

=8 ; 1 . An external timing capacitor may be connected between C^xt a"^ Rext'^ext (positive). 

2. To use the internal timing resistor of '122, 'LI 22 or 'LSI 22, connect Rjntto Vqc- 

3. For Improved pulse widtfi accuracy and repeatability, connect an external resistor between Rext'Cext e"'^ Vcc with Rj^t 
open-circuited. 

4. To obtain variable pulse v\(idths, connect an external variable resistance between Rjnt or Rext/'-ext ^""^ Vcc- 
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TYPES SN54122, SN54123, SN54L122. SN54L123, SN54LS122, SN54LS123, 

SN74122. SI\I74123. SN74L122. SN74L123. SN74LS122, SM74LS123 

RETRIGGERABLE MONOSTABLE MULTIVIBRATORS 



description (continued) 



'J^ 



RETRIGGER PULSE 
(See Note! 



' ™ 'OUTPUT WITHOUT RETRIGGER 

OUTPUT PULSE CONTROL USING RETRIGGER PULSE 



'_n 



■°j 



OUTPUT WITHOUT CLEAR 



OUTPUT PULSE CONTROL USING CLEAR INPUT 
NOTE; Retrigger pulse must not start before 0.22 Cgxt ('" picofarads) nanoseconds after previous trigger pulse. 



schematics of inputs and outputs 



FIGURE 1-TYPICAL INPUT/OUTPUT PULSES 



'122, '123, 'L122, 'L123 CIRCUITS 



EQUIVALENT OF EACH INPUT 




Clear inputs of '122, '123 

Other inputs of '122, '123 

Clear inputs of 'L122, 'L123 

Other inputs of 'L122, 'L123 



Req = 2 kfi NOM 
Req = 4 kn NOM 
Req =4kn NOM 
Req 



= 8kn NOM 



TYPICAL OF ALL OUTPUTS 




'122, '123: R = lOOn NOM 
'L122,'L123: R = 200nNOM 







'LS122, 


'LS123 CIRCUITS 




EQUIVALENT OF EACH INPUT 




TYPICAL OF ALL OUTPUTS 


l^20n NOM 


: 17kn NOM 




, 


"^ 


f 


i 


' ; 


r 

I 

'r 


:• ^L 1 


, ,r^ 


r 


Pi 


7 




r 
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TYPES SN54122, SN54123, SN74122, SN74123 
RETRIGGERABLE MONOSTABLE MULTIVIBRATORS 



recommended operating conditions 




SN54' 


SN74' 


UNIT 


MIN IMOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Pulse width, t^ 


40 


40 


ns 


External timing resistance, Rext 


5 


25 


5 




50 


kn 


External capacitance, Cgxt 


No restriction 


No restriction 




Wiring capacitance at Rext/^ext terminal 


50 


50 


pF 


Operating free-air temperature, T^ 


-55 


125 







70 


°C 


electrical characteristics over recommended free-air 


operating temperature range (un 


less otherwi 


se noted) 


PARAMETER 


TESTCONDITIONSt 


'122 


'123 


UNIT 


MIN TYP:|: 


MAX 


MIN 


TYPt 


MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-levelinput voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


VqH High-level output voltage 


Vcc = MIN, 
See Note 1 


lOH =-800mA, 


2.4 3.4 


2.4 


3.4 




V 


Vql Low-level output voltage 


Vcc = MIN, 
See Note 1 


l0L = 16 mA, 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = IVlAX, 


V| = 5.5 V 


1 


1 


mA 


l||^ High-levellnput current 


Data inputs 


Vcc = MAX, 


V| = 2.4 V 


40 


40 


mA 


Clear input 


80 


80 


l|L Low-level input current 


Data inputs 


Vcc = MAX, 


V| =0.4 V 


-1.6 


-1.6 


mA 


Clear input 


-3.2 


-3.2 


'OS Short-circuit output current* 


Vcc = MAX, 


See Note 5 


-10 


-40 


-10 




-40 


mA 


Ice Supply current (quiescent or triggered) 


Vcc = MAX, 


See Notes 6 and 7 


23 


28 




46 


66 


mA 



t For conditions shown as Ml N or MAX, use the value specified under recommended operating conditions. 

t All typical values are at Vcc = 5 V, T/^ = 25°C. 

*Not more than one output should be shorted at a time. 

NOTES; 5. Ground Cgxt to measure Vqh at Q. Vql 3* ^. °^ 'OS at Q. Cgxt '^ open to measure Vqh at Q, Vql at Q, or Iqs at Q. 

6. Quiescent Ice is measured (after clearing) with 2.4 V applied to all clear and A inputs. B inputs grounded, all outputs open, Cgxt 
= 0.02 pF, and Rg^t = 25 kfl. H;„x of '122 is open. 

7. Ice is measured in the triggered state with 2.4 V applied to all clear and B inputs, A inputs grounded, all outputs open, Cg^t = 
0.02 liF, and Rg^t = 25 kfi. Rjp^ of '122 is open. 

switching characteristics, Vcc = 5 V, Ta = 25° C, see note 8 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'122 


'123 


UNIT 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


tPLH 


A 


Q 


Cext = 0, Rext = 5 kn, 
Cl = 15pF, RL = 400n 




22 


33 




22 


33 


ns 


B 




19 


28 




19 


28 


tPHL 


A 


a 




30 


40 




30 


40 


ns 


B 




27 


36 




27 


36 


tPHL 


Clear 


Q 




18 


27 




18 


27 


ns 


tPLH 


Q 




30 


40 




30 


40 


twQ (min) 


Aor B 


Q 




45 


65 




45 


65 


ns 


twQ 


Aor B 


Q 


Cext = 1000 pF, Rext = 10l<n, 
Cl = 15pF, RL = 400n 


3.08 


3.42 


3.76 


2.76 


3.03 


3.37 


JUS 



" tPLH ^ propagation delay time, low-to-high-level output 
tPHL ~ propagation delay time, high-to-low-level output 
t^Q ~ width of pulse at output Q 

NOTE 8: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54L122, SN54L123, SN74L122, SN74L123 
RETRIGGERABLE MONOSTABLE MULTIVIBRATORS 



recommended operating conditions 




SN54L' 


SN74L' 


UNIT 


MIN NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


ma 


Low-level output current, Iql 


8 


8 


mA 


Pulse width, t^ 


50 


50 


ns 


External timing resistance, Rext 


5 


25 


5 




50 


kii 


External capacitance, Cgxt 


No restriction 


No restriction 




Wiring capacitance at Rgxt/Cext terminal 


50 


50 


pF 


Operating free-air temperature, Ta 


-55 


125 







70 


°C 


electrical characteristics over recommended free-air 


operating temperature range (un 


ess Otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


'LI 22 


'L123 


UNIT 


MIIM TYP$ 


MAX 


MIN 


TYP| 


MAX 


V||-| High-level Input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


VoH High-level output voltage 


Vcc = WIN, 
See Note 1 


IOH = -400mA, 


2.4 3.4 


2.4 


3.4 




V 


Vol Low-level output voltage 


Vcc = MIN, 
See Note 1 


IqL = 8 mA, 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l||^ High-level input current 


Data inputs 


Vcc = MAX, 


V| = 2.4 V 


20 


20 


mA 


Clear input 


40 


40 


l|L Low-level input current 


Data inputs 


Vcc = MAX, 


V| =0.4 V 


-0.8 


-0.8 


mA 


Clear input 


-1.6 


-1.6 


Iqs Short-circuit output current* 


Vcc = MAX, 


See Note 9 


-5 


-20 


-5 




-20 


mA 


Ice Supply current (quiescent or triggered) 


Vcc = MAX, 


See Notes 10 and 11 


11 


14 




23 


33 


mA 



^ For conditions shown as MIN or MAX, use the value specified under recommended operating conditions. 

+ A1I typical values are at V^c = 5 V, T/^ = 25°C. 

*Not more than one output should be shorted at a time. 

NOTES: 9. Ground Cgxt t° measure Vqh 3t Q, Vql at Q, or Iqs at Q. Cgxt is open to measure Vqh at Q, Vqu at Q, 

10. Quiescent Ice '* measured (after clearing) with 2.4 V applied to all clear and A inputs, B inputs grounded 
= 0.02 mF, and Rgxt = 25 kn. Rim of 'L122 is open. 

1 1. Ice i' measured in the triggered state with 2.4 V applied to all clear and B inputs, A inputs grounded, all outputs open, Cgxt 
0.02 jUF, and Rgxt = 25 kfi. Rj^t of 'L122 is open. 



or Iqs at Q. 

all outputs open, C^xt 



switching characteristics, Vcc = 5 V, Ta = 25° C, see note 8 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'L122 


'LI 23 


UNIT 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


tPLH 


A 


Q 


Cext = 0, Rext = 5 kn, 
Cl = 15pF, RL = 800n 




44 


66 




44 


66 


ns 


B 




38 


56 




38 


56 


*PHL 


A 


Q 




60 


80 




60 


80 


ns 


B 




54 


72 




54 


72 


tPHL 


Clear 


Q 




36 


54 




36 


54 


ns 


tPLH 


Q 




60 


80 




60 


80 


•wQ (min) 


Aor B 


Q 




go 


135 




90 


135 


ns 


twQ 


Aor B 


Q 


Cext = 400 pF, Rext = 10kn 
Cl = 15pF, RL = 800n 


1.7 


1.9 


2.1 


1.3 




2.1 


MS 



"tpLH = propagation delay time, low-to-high-level output 
*PHL ^ propagation delay time, high-to-low-level output 
*wQ — width of pulse at output Q 

NOTE 8: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS122, SN54LS123, SN74LS122, SN74LS123 
RETRIGGERABLE MONOSTABLE MULTIVIBRATORS 

recommended operating conditions 





SIM54LS' 


SN74LS' 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


ma 


Low-level output current, Iql 


4 


8 


mA 


Pulse width, tw 


40 


40 


ns 


External tinning resistance, Rext 


5 180 


5 260 


kn 


External capacitance, Cgxt 


No restriction 


No restriction 




Wiring capacitance at Rext/^ext terminal 


50 


50 


PF 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS' 


SN74LS' 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V||-| High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V| K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax Iqh^— ^OOmA 


2.5 3.5 


2.7 3.5 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V||_ = V|Lmax 


Iql ^^ rnA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current at 
maximum input voltage 


Vcc = MAX, V|=7V 


0.1 


0.1 


mA 


l|l^ High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


ma 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


IqS Short-circuit output current* 


Vcc = MAX 


-20 —100 


-20 -100 


mA 


Supply current 
^^ (quiescent or triggered) 


Vcc = MAX, See Note 13 


'LS122 


6 11 


6 11 


mA 


'LSI 23 


12 20 


12 20 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vqc = 5 V, Ta = 25°C. 

^Not more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 

NOTES: 12. To measure Vqh at Q, Vqu at Q, or Iqs st ^- ground Rexf'^ext- aPPiV 2 V to B and clear, and pulse A from 2 V to V. 

13. With all outputs open and 4.5 V applied to all data and clear inputs, Iqq is measured after a momentary ground, then 4.5 V, is 
applied to clock. 



switching characteristics, Vcc = 5 V, Ta = 25° C, see note 14 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


A 


Q 


Cext = 0. Flext = 5 kn, 
Cl=15pF, RL = 2kn 


23 33 


ns 


B 


23 44 


tPHL 


A 


Q 


32 45 


ns 


B 


34 56 


tPHL 


Clear 


Q 


20 27 


ns 


tPLH 


Q 


28 45 


twQ (min) 


Aor B 


Q 


116 200 


ns 


twQ 


AorB 


Q 


Cext = 1000 pF, Rext = 10kn, 
Cl = 15pF, RL = 2kn 


4 4.5 5 


MS 



ntpLH = propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-level output 
*wQ = width of pulse at output Q 

NOTE 14: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54122, SN74122. SN54123, SN74123 

SN54L122, SN74L122, SN54L123, SN74L123, 

RETRIGGERABLE MONOSTABLE MULTIVIBRATORS 

TYPICAL APPLICATION DATA FOR '122, '123, 'L122, 'L123 



For pulse widths when Cext ^ 1000 pF, See 
Figures 4 and 5. 

The output pulse is primarily a function of the 
external capacitor and resistor. For Cext -^ 1000 pF, 
the output pulse width (tw) is defined as: 



tw - K • R J • Ce 



0.7 
1 + — 

Rt 



where 



K is 0.32 for '122, 0.28 for '123, 
0.37 for 'LI 22, 0.33 for 'LI 23 

Rj is in k^ (internal or external timing resistance. 



Cext is in pF 

, tw is in nanoseconds 

To prevent reverse voltage across Cext- it 'S recom- 
mended that the method shown in Figure 2 be 
employed when using electrolytic capacitors and in 
applications utilizing the clear function. In all applica- 
tions using the diode, the pulse width is; 



tw = Kd • Rt • Cext 1 + 



0.7 

Rt 

Kd is 0.28 for '122, 0.25 for '123, 
0.33 for 'L122, 0.29 for 'L123 



f^ext < 0-6 Rext'^3'^- 

(See recommended operating 

conditions for Rp„*max.) 



Any silicon switching diode 
such as 1 N91 6, 1 N3064, etc. 



To Co 



▼ 

To Rgxt/Cext 
terminal 



TIMING COMPONENT CONNECTIONS WHEN 

Cext > 1000 pF ^ND CLEAR IS USED 

FIGURE 2 



Applications requiring more precise pulse widths (up 
to 28 seconds) and not requiring the clear feature can 
best be satisfied with the '121 or 'LI 21. 



r 
T 



ext 
terminal 



" ext' ext 
terminal 



TIMING COMPONENT CONNECTIONS 
FIGURE 3 



'122, '123 
TYPICAL OUTPUT PULSE WIDTH 



EXTERNAL TIMING CAPACITANCE 
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FIGURE 4 

'L122 

TYPICAL OUTPUT PULSE WIDTH 



EXTERNAL TIMING CAPACITANCE 
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Cext— External Timing Capacitance— pF 

FIGURES 

^These values of resistance exceed the maximum recommended for use 

over the full temperature range of the SN54' and SNI54L' circuits. 
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TYPES SN54LS122, SN74LS122, SN54LS123, SN74LS123 
RETRIGGERABLE MONOSTABLE MULTIVIBRATORS 



TYPICAL APPLICATION DATA FOR 'LS122, 'LS123 



The basic output pulse width is essentially deter- 
mined by the values of external capacitance and 
timing resistance. For pulse widths when Cext ^ 
1000 pF, see Figure 7. 

When Cext ^ 1000 pF, the output pulse width is 
defined as: 



tw = 0.45 • Rt • Cext 



where 



Rj is in kSl (internal or external timing resistance.) 

Cext '*' '" P^ 

t^is in nanoseconds 

For best results, system ground should be applied to 
the Cext terminal. The switching diode is not needed 
for electrolytic capacitance applications. 



Vcc 



r 



To Cext ^° f ext/Cext 
terminal terminal 



TIMING COMPONENT CONNECTIONS 
FIGURE 6 



'LSI 22, 'LSI 23 

TYPICAL OUTPUT PULSE WIDTH 

vs 

EXTERNAL TIMING CAPACITANCE 



100000 
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100 



^°1 10 100 1000 

Cexf-External Timing Capacitance— pF 

^This value of resistance exceeds the maximum recommended for use o 
the full temperature range of the SN54LS circuits. 
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TYPES SN54LS240,SI\I54LS241,SN54LS244,SN54S240,SN54S241, 

SN74LS240,SN74LS241,SN74LS244,SN74S240,SN74S241 

OCTAL BUFFERS AND LINE DRIVERS WITH 3-STATE OUTPUTS 





Typical 

'OL 

(Sink 


Typical 

'oh 

(Source 


Typical Propagation 
Delay Times 


Typical 
Enable/ 
Disable 


Typical Power 
Dissipation 
(Enabled) 


SN54LS' 


Current) 

12 mA 


Current) 
-12 mA 


Inverting Noninverting 
10.5 ns 12 ns 


Times 

18 ns 


Inverting N 

130 mW 


oninverting 

135 mW 


SN74LS' 


24 mA 


-15 mA 


10.5 ns 12 ns 


18 ns 


130 mW 


135 mW 


SN54S' 


48 mA 


-12 mA 


4.5 ns 6 ns 


9 ns 


450 mW 


538 mW 


SN74S" 


64 mA 


-15 mA 


4.5 ns 6 ns 


9 ns 


450 mW 


538 mW 


• 3-State Outputs D 
or Buffer Memory 


rive Bus Lines 
Address Register 


s 


SN54LS240, SN54S240 ... J 

SN74LS240, SN74S240 ... J OR N 

(TOP VIEW) 



o P-N-P Inputs Reduce DC Loading 

• Hysteresis at Inputs Improves 
Noise Margins 

description 

These octal buffers and line drivers are designed 
specifically to improve both the performance and 
density of three-state memory address drivers, clock 
drivers, and bus-oriented receivers and transmitters. 
The designer has a choice of selected combinations of 
inverting and noninverting outputs, symmetrical G 
(active-low output control) inputs, and comple- 
mentary G and G inputs. These devices feature high 
fan-out, improved fan-in, and 400-mV noise-margin. 
The SN74LS' and SN74S' can be used to drive 
terminated lines down to 133 ohms. 

schematics of inputs and outputs 

'LS240, 'LS241, 'LS244 



EQUIVALENT OF 
EACH INPUT 



VCC- 



'S240 'S241 



EQUIVALENT OF 
EACH INPUT 




TYPICAL OF ALL 
OUTPUTS 



vcc 




i — GND 



'LS240,'LS241,'LS244; 

R = 50 n NOM 
'S240, '8241 : 

R =25n NOM 



j^^]mj«U3J«y]3J3^^ 




nininiJiAnininirLinirij^ 



SN54LS241, SN54S241 ... J 

SN74LS241 , SN74S241 ... J OR N 

(TOP VIEW) 



y^mmmyuyu^^^ 




niniJiinirLLTLinLrLini^^ 



1A2 2y3 1A3 2V2 



SN54LS244 ... J 

SN74LS244 ... J OR N 

(TOP VIEW) 



^CC 2G 1Y1 2A4 1Y2 2A3 1Y3 2A2 1Y4 2A1 




1G 1A1 2V4 1A2 2Y3 1A3 2Y2 1A4 2V1 GND 
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TYPES SN54LS240,SN54LS241,SN54LS244, 

SN74LS240,SN74LS241,SN74LS244 

BUFFERS AND LINE DRIVERS WITH 3-STATE OUTPUTS 



recommended operating conditions 



PARAMETER 


SN54LS' 


SN74LS' 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc (see Note 1) 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, (qh 


-12 


-15 


mA 


Low-level output current, Iql 


12 


24 


mA 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54LS' 


SN74LS' 


UNIT 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Hysteresis (Vj+ - Vx_) 


Vcc = MIN 


0.2 


0.4 




0.2 


0.4 




V 


VOH 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max, Iqh = -3 mA 


2.4 


3.4 




2.4 


3.4 




V 


Vcc = MIN, V|H = 2V, 
V|L = 0.5V, loH = MAX 


2 


2 


Vol 


Low-level output voltage 


Vcc = MIN, 
V,H = 2V, 
V|L ~ V|Lmax 


Iql = 12 mA 


0.4 


0.4 


V 


Iql = 24 mA 




0.5 


'OZH 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, 
V|H = 2V, 
V|L = V|Lmax 


Vo = 2.7 V 


20 


20 


mA 


iqzl 


Off-state output current, 
low-level voltage applied 


Vo = 0.4 V 


-20 


-20 


Input current at maximum 
input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


l|H 


High-level input current, any input 


Vcc = MAX, V| = 2.7 V 


20 


20 


HA 


l|L 


Low-level input current 


Vcc = MAX, V|L = 0.4V 


-0.2 


-0.2 


mA 


'OS 


Short-circuit output current* 


Vcc = MAX 


-40 




-225 


-40 




-225 


mA 


Ice 


Supply current 


Outputs high 


Vcc = MAX 
Outputs open 


All 




17 


27 




17 


27 


mA 


Outputs low 


'LS240 




26 


44 




26 


44 


'LS241,'LS244 




27 


46 




27 


46 


All outputs 
disabled 


'LS240 




29 


50 




29 


50 


'LS241,'LS244 




32 


54 




32 


54 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

TAII typical values are at Vqq = 5 V, T/\ = 25°C. 

*Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


'LS240 


'LS241, •LS244 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


tPLH 


Propagation delay time, 
low-to-high-level output 


Cl = 45pF, RL = 667n, 
See Note 2 


9 


14 


12 


18 


ns 


«PHL 


Propagation delay time, 
high-to-low-level output 


12 


18 


12 


18 


ns 


tPZL 


Output enable time to low level 


20 


30 


20 


30 


ns 


IPZH 


Output enable time to high level 


15 


23 


15 


23 


ns 


tPLZ 


Output disable time from low level 


Cl = 5pF, RL = 667n, 
See Note 2 


15 


25 


15 


25 


ns 


tPHZ 


Output disable time from high level 


10 


18 


10 


18 


ns 



NOTE 2: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54S240. SN54S241. SN74S240, SN74S241 
BUFFERS/LINE DRIVERS/LINE RECEIVERS WITH 3-STATE OUTPUTS 



REVISED AUGUST 1979 



recommended operating conditions 



PARAMETER 


SN54S' 


SN74S' 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vqc (see Note 1) 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-12 


-15 


mA 


Low-level output current, Iql 


48 


64 


mA 


External resistance between any input or Vcc a"d ground 


40 


40 


kn 


Operating free-air temperature, Ta (see Note 3) 


-55 


125 





70 


"C 



NOTES: 1. Voltage values are with respect to network ground terminal. 

3. An SN54S241J operating at free-air temperature above 1 16 C requires a heat sink that provides a thermal resistance from case to 
free-air, RgcA- °* "°' more than 40°C/\N. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


'S24Q 


'S241 


UNIT 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -18 mA 


-1.2 


-1.2 


V 


Hysteresis (Vx+ - Vt-I 


Vcc = MIN 


0.2 


0.4 




0.2 


0.4 




V 


VOH 


High-level output voltage 


SN74S' 


Vcc = MIN, 
V|L =0.8V, 


V|H = 2V, 
Iqh = -1 "iA 


2.7 


2.7 


V 


SN54S' and 
SN74S' 


Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
Iqh = -3 mA 


2.4 


3.4 




2.4 


3.4 




SN54S' and 
SN74S' 


Vcc = MIN, 
V|L = 0.5V, 


V|H.= 2V, 
l0H = MAX 


2 


2 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8 V, 


V|H = 2V, 
l0L = MAX 


0.55 


0.55 


V 


lOZH 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, 
V|H = 2V, 
ViL = 0.8V 


Vo = 2.4 V 


50 


50 


)iA 


lOZL 


Off-state output current, 
low-level voltage applied 


Vo = 0.5 V 


-50 


-50 


Input current at maximum 

'I 

mput voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current, any input 


Vcc = MAX, 


V| = 2.7 V 


50 


50 


^A 


IlL 


Low-level input current 


Any A 


Vcc = MAX, 


V| = 0.5 V 


-40O 


-400 


mA 


Any G 


-2 


-2 


mA 


lOS 


Short-circuit output current* 


Vcc = MAX 


-50 




-225 


-50 




-225 


mA 


'cc 


Supply current 


Outputs high 


Vcc = MAX, 
Outputs open 


SN54S' 




80 


123 




95 


147 


mA 


SN74S' 




80 


135 




95 


160 


Outputs low 


SN54S' 




100 


145 




120 


170 


SN74S' 




100 


150 




120 


180 


Outputs 
disabled 


SN54S' 




100 


145 




120 


170 


SN74S' 




100 


150 




120 


180 



'^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

IaII typical values are at Vqc = 5 V, T;^ - 25°C. 

•Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 



■ lui iiiuio iiiaii uiio uuipui ^iiuuiu ue biluilou di cj iiiiic, ailu UUIj 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


'S240 


'S241 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


•PLH 


Propagation delay time, 
low-to-high-level output 


Cl = 50pF, RL=90n, 
See Note 4 


4.5 


7 


6 


9 


ns 


'PHL 


Propagation delay time, 
high-to-low-level output 


4.5 


7 


6 


9 


ns 


«PZL 


Output enable time to low level 


10 


15 


10 


15 


ns 


'PZH 


Output enable time to high level 


6.5 


10 


8 


12 


ns 


<PLZ 


Output disable time from low level 


Cl = 5pF, RL = 90n, 
See Note 4 


10 


15 


10 


15 


ns 


'PHZ 


Output disable time from high level 


6 


9 


6 


9 


ns 



NOTE 4: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS240.SN54LS241. 

SN54LS244.SN54S240.SN54S241.SN74LS240, 

SN74LS241,SN74LS244,SN74S240.SN74S241 

OCTAL BUFFERS AND LINE DRIVERS WITH 3-STATE OUTPUTS 



UHlVtH I. 

1/8 ■LS241/'S241 P" 



^^ 



W^ Cl 



REPEATER 
1/8 'LS241, 'S241 
IT> 5< 1- 



REPEATER 
^/8 ■LS241, '5241 
|JT> fi ^ 



REPEATER 
J/8 'LS241, '8241 

\ijy~if »- 



IRECEIVER 

1/8 'LS241, 'S241 



\^ 



ii^:^9^^Si^"S^-S:^S 



OUTPUT 
'LS241, 'S241 USED AS REPEATER/LEVEL RESTORER 



CONTROL OR MICROPROGRAM ROM/PROM 

OR 

MEMORY ADDRESS REGISTER 



' ■LS240/ 
I 'S240 



OUTPUT, 
PORTS 



INPUT J 
PORTS S 






"^"^^^ "f^'^'^ff^" 



SYSTEM AND/OR MEMORY-ADDRESS BUS 
'LS241/S240 USED AS SYSTEM AND/OR MEMORY BUS 0RIVER-4-BIT 
ORGANIZATION CAN BE APPLIED TO HANDLE BINARY OR BCD 



nLS240 
I /'S240 



n 



3fl 



1/4 'LS241, '5241 PARTY-LINE 

nniwcn MULTIPLE-INPUT/OUTPUT BUS 



FROM 

> DATA 

BUS 



1/4 XS241, "5241 
DRIVER 

--\ 
NPUTB 

— r 

i toother 
'buffers 

OUTPUT 



OUTPUT-PORT 
CONTROL 



TO 
> DATA 
BUS 




L^> 



INPUT-PORT 
CONTROL 



NONE NONE 



PARTY-LINE BUS SYSTEM 
WITH MULTIPLE INPUTS, OUTPUTS, AND RECEIVERS 

External resistance between any Input of the 'S240 or 'S241 
and ground or Vqc must not exceed 40 kH. 



INDEPENDENT 4-BIT BUS DRIVERS/RECEIVERS 
IN A SINGLE PACKAGE 
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TYPES SN54LS242, 



SN54LS243, SN74LS242, SN74LS243 
QUADRUPLE BUS TRANSCEIVERS 



• Two-Way Asynchronous Communication 
Between Data Buses 

• P-N-P Inputs Reduce D-C Loading 

• Hysteresis (Typically 400 mV) at Inputs 
Improves Noise Margin 



description 



These four-data-line transceivers are designed for 
asynchromous two-way communications between 
data buses. The SN74LS' can be used to drive term- 
inated lines down to 133 ohms. 

FUNCTION TABLE (EACH TRANSCEIVER) 



CONTROL 
INPUTS 


'LS242 

DATA PORT 

STATUS 


'LS243 

DATA PORT 

STATUS 


GAB GBA 


A B 


A B 


H H 
L H 
H L 
L L 


O 1 

ISOLATED 
1 


1 

ISOLATED 

1 



Possibly destructive oscillation may occur if the 
transceivers are enabled in both directions at once. 
= Input, O = Output, O = Inverting Output. 



schematics of inputs and outputs 



EQUIVALENT 
OF EACHJNPUT 

vcc— 



TYPICAL OF 
ALL OUTPUTS 




-Vcc 



recommended operating conditions 



SN54LS242 ... J OR W 

SN74LS242 ... J OR N 

(TOP VIEW) 



13_12_11_10_9_l_ 




1A 2A 3A 4A GND 



SN54LS243 ... J OR W 

SN74LS243 ... J OR N 

(TOP VIEW) 



Vcc GBA 


NC 


1B 




2B 




3B 




4B 


^ 14 _ 13 


_ 12 


11 10 


_ 9 


_ • 


1 




r-p- J^ J 




7^ 


— 1>- 

1 


a 


jM 


1 

7, 


w 


te>r 


( 


^ 


■ 


^ 


1^* 


1 


^ 


1 


r 


1 


~ 2 


|_3 


4 


"^ 


5 




6 


~" 


7 



GAB NC 1A 2A 3A 4A GND 



NC— No internal connection 





SN54LS' 


SN74LS' 


UNIT 


IVIIN NOM 


MAX 


MIN NOM MAX 


Supply voltage, Vcc 'see Note 1) 


4.5 5 


5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-12 


-15 


mA 


Low-level output current, Iql 


12 


24 


mA 


Operating free-air temperature, Ta 


-55 


125 


70 


°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54LS242, SN54LS243, SN74LS242, SN74LS243 
QUADRUPLE BUS TRANSCEIVERS 



REVISED DECEMBER 1980 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS' 


SN74LS' 


UNIT 




MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Hysteresis (Vj+ - Vj-) 


Vcc = MIN 


0.2 0.4 


0.2 0.4 


V 


VOH 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L= Vitmax, Iqh = -3mA 


2.4 3.1 


2.4 3.1 


V 


Vcc = MIN, V|H = 2V, 
V|L = 0.5V, Iqh = MAX 


2 


2 


Vol 


Low-level output voltage 


Vcc = MIN, 
V,H = 2V, 
V|L = ViLmax 


'OL ~ 12 mA 


0.25 


0.4 


0.25 


0.4 


V 


'OL ° 24 mA 




0.35 


0.5 


'OZH 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, 
V|H = 2V, 
V|L = V|L max 


Vo = 2.7V 


40 


40 


/iA 


lOZL 


Off-state output current, 
low-level voltage applied 


Vq = 0.4 V 


-200 


-200 


mA 


Input current at maximum 
l| 

input voltage 


AorB 


Vcc = MAX, 


V| = 5.5 V 


0.1 


0.1 


mA 


GABorGBA 


V| = 7 V 


0.1 


0.1 


l|H 


High-level input current, any input 


Vcc = MAX, V| = 2.7 V 


20 


20 


mA 


l|L 


Low-level 
input current 


A inputs 


Vcc = MAX, V| = 0.4 V, 
GAB and GBA at V 


-0.2 


-02 


mA 


B inputs 


Vcc = MAX, V| = 0.4 V, 
GAB and GBA at 4.5 V 


-0.2 


-02 


5ABorGBA 


Vcc = MAX, V|=0.4V 


-0.2 


-0.2 


'OS 


Short-circuit output current* 


Vcc = MAX 


-40 


-225 


-40 


-225 


mA 


'cc 


Supply current 


Outputs high 


Vcc = MAX, 
Outputs open. 
See Note 2 


'LS242, ■LS243 


22 


38 


22 


38 


mA 


Outputs low 


■LS242,'LS243 


29 


50 


29 


50 


All outputs 
disabled 


'LS242 


29 


50 


29 


50 


'LS243 


32 


54 


32 


54 



'For conditions shown as MIN or MAX, use the appropriate value specified under reconnmended operating conditions. 
Jam typical values are at Vcc = 5 V, T/^ = 25'C. 

♦Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 2: Iqq is measured with transceivers enabled in one direction only, or with all transceivers disabled. 



switching characteristics, Vqc = 5 V, Ta = 25°C 



PARAMETER 


TEST CONDITIONS 


'LS242 


'LS243 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


tPLH 


Propagation delay time, 
low-to4iigh-level output 


CL = 45pF, 
See Note 3 


RL = 667n, 


g 


14 


12 


18 


ns 


tPHL 


Propagation delay time, 
high-to-low-level output 


12 


18 


12 


18 


ns 


tPZL 


Output enable time to low level 


20 


30 


20 


30 


ns 


tPZH 


Output enable time to high level 


15 


23 


15 


23 


ns 


tPLZ 


Output disable time from low level 


Cl = 5pF, 
See Note 3 


RL = 667n, 


15 


25 


15 


25 


ns 


tPHZ 


Output disable time from high level 


10 


18 


10 


18 


ns 



NOTE 3: Load circuit and waveforms are shown on page 3-1 1 . 
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TYPES SN54265, SN74265 
QUADRUPLE COMPLEMENTARY-OUTPUT ELEMENTS 



FOR SYMMETRICAL GENERATION OF COMPLEMENTARY TTL SIGNALS 



Switching Time Skew of the Complementary 
Outputs Is Typically 0.5 ns . , . Guaranteed 
to be No More than 3 ns at Rated Loading 

Full Fan-Out to 20 High-Level and 10 
Low- Level 54/74 Loads 

Active Pull-Down Provides Square 
Transfer Characteristic 



SN54265 ... J OR W PACKAGE 

SN74265 ... J OR N PACKAGE 

(TOP VIEW) 



description 



The SN54265 and SN74265 circuits feature comple- 
mentary outputs from each logic element, which have 
virtually symmetrical switching time delays from the 
triggering input. They are designed specifically for use 
in applications such as: 

• Symmetrical clock/clock generators 

• Complementary input circuit for decoders and 
code converters 

• Switch debouncing 

• Differential line driver 

Examples of these four functions are illustrated in the 
typical application data. 

The SN54265 is characterized for operation over the 
full military temperature range of — 55°C to 125°C; 
the SN74265 is characterized for operation from 0°C 
to 70° C. 



VCC 4A 4W 4Y 3B 3A 3W 3Y 



15 _ 14 _ 13 _ 12 _ 11 _ 10 _ 9 



r->^ TT- 


■l~2~3~4~5~6~7~8' 



1W 



1Y 



2A 



2B 



2W 



2Y GND 



positive logic: 

ELEMENTS 1 AND 4 ELEIV1ENTS2 AND 3 

Y = A Y = AB 

W=A W=AB 



schematics of inputs and outputs 




TYPICAL OF ALL OUTPUTS 

-Vcc 




OUTPUT 



/77 
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TYPES SN54265. SN74265 

QUADRUPLE COMPLEMENTARY-OUTPUT ELEMENTS 



recommended operating conditions 





SN54265 


SN74265 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 


CONDITIONSl^ 


MIN 


TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 




2 


V 


V|L 


Low-level input voltage 




0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -12mA 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 


Ioh = -800mA 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 


l0L= 16 mA 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.4 V 


40 


mA 


l|L 


Low-level input current 


Vcc = MAX, 


V| = 0.4V 


-1.6 


mA 


'OS 


Short-circuit output current? 


Vcc= MAX, 


SN 54265 


-20 




-57 


mA 


SN74265 


-18 




-57 


'cc 


Supply current 


Vcc = MAX, 


See Note 3 




25 


34 


mA 



Tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^All typical values are at Vqq = 5 V, T^ = 25° C. 

§Not more than one output should be shorted at a time. 

NOTE 3: \qq is measured with all outputs open and all inputs grounded. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH(W) 


AorB 
(as applicable) 


W 


RL = 400n, 
Cl= 15 pF, 
See Note 4 


11.6 18 


ns 


tPHL(Y) 


Y 


11.3 18 


tPHL(W) 


AorB 
(as applicable) 


W 


9.8 18 


ns 


tPLH(Y) 


Y 


10.2 18 


tPLH(W)-tPHL(Y) 


A or B 
(as applicable) 


W with 
respect to Y 


+0.3 ±3 


ns 


tPHL(W)-tPLH(Y) 


-0.4 ±3 



tpLH —Propagation delay time, low-to-high-level output. 

tpH L = Propagation delay time, high-to-low-level output. 

*PXX(W)~*PXX(Y) ~ Difference in indicated propagation delay times at the W and Y outputs, respectively. 

NOTE 4: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54265, SN74265 
QUADRUPLE COMPLEMENTARY-OUTPUT ELEMENTS 



TYPICAL CHARACTERISTICSt 



PROPAGATION DELAY TIME DIFFERENCE 
vs 
FREE-AIR TEMPERATURE 



b 


1 1 
Vcc = 5 V 
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RL = 400^2 
Cl= 15 pF 
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PROPAGATION DELAY TIME DIFFERENCE 

vs 

SUPPLY VOLTAGE 



= 1.5 

a> 
o 

1 1 
5 0.5 

<u 
E 
H 

>• 
S. 

S-0.5 

c 
o 

'i -1 

a 

2 -1.5 



Ta = 25°C 
Ri =400n 






Cl= 15 pF 












^^ 


tPLH(W)-tPHL(Y) 


















-tPHL(W)- 


-tPLH(Y)- 
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-75 -50 -25 



25 50 75 100 125 



4.5 



4.75 



5.25 



Ta— Free-Air Temperature— C 
FIGURE 1 



VcC~Supply Voltage— V 
FIGURE 2 
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fc 
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>- 




_i. 


-n^s 


X 




Q. 
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:S 
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_l- 


-l.b 



PROPAGATION DELAY TIME DIFFERENCE vs LOAD CAPACITANCE 

2 

f 1.5 

c 

- . 1 

0.5 

E 

5 -0.5 
a. 

1 -1 

_i 

I -1.5 

a. 

-2 



Vcc 

Ta = 


= 5 V 
25°C 






























._H 


L=4)c 


n 






-^ 


















^ 


;..^0 


o 


























, 























vcc = 

Ta = 


= 5V 
25°C 
































=.400 


r> 








^- 


BU 








^ 




























-^ 






Hl = 4 


kn- 





















15 20 25 30 35 40 45 50 

Cl— Load Capacitance— pF 
FIGURES 



15 20 25 30 35 40 45 50 

Cl— Load Capacitance— pF 
FIGURE 4 



^Data for temperatures below 0°C and above 70°C and for supply voltages below 4.75 V and above 5.25 V are applicable for SN54265 only. 
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TYPES SN54265, SN74265 

QUADRUPLE COMPLEMENTARY-OUTPUT ELEMENTS 



TYPICAL APPLICATION DATA 



GENERATOR 



1/6 SN 7404 



-!> 



1/4 SN 74265 



m U<>- 



.J 



CLOCK I 






FIGURE A - TYPICAL CLOCK/CLOCK GENERATOR CIRCUIT FIGURE B - SKEWLESS CLOCK/CLOCK GENERATOR CIRCUIT 



I 1 

2/3 SN7404 



!>-!> 



\>±Prj 



— I 

1/2SN74265 i 




'GATE 



fLi_>t ATE 1 



1 INPUT A 




3Cfc 



ICfci" 



3 INPUT B 



GATE 3 



*^ I i I T^—ycATE 1 
1^ >GATE2 



I J 



3 
GATE 3 






INPUT A I 
INPUT B 



— H 
L 



DECODER SKEW 



INPUT 

rn 



■ L INPUT 

GATE < 
H 2 



■ SYMMETRICAL DECODE 



OUTPUT 2 



\!i 



DECODER SPIKE 



Jl 



NO DECODE SPIKE 



OUTPUT 2 



L L 

FIGURE C - TYPICAL DECODER/CODE CONVERTER FIGURE D - SYMMETRICAL DECODER/CODE CONVERTER 
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TYPES SN54265, SN74265 
QUADRUPLE COMPLEMENTARY-OUTPUT ELEMENTS 



TYPICAL APPLICATION DATA 



i 



1/4SN74265 



i^ 



1/4SN74265 



1 



^x=^ 






V 



\m. 



Y OUTPUT 



AAJ [ 



■VoH 

■Vol 

-VoH 

-Vol 



WITHOUT FEEDBACK 



W OUTPUT 



1 [ 

J [ 



VoH 

Vol 

VoH 

•Vol 



WITH FEEDBACK TO 
STABILIZE INPUT 



FIGURE E - SWITCH DEBOUNCER 



1/4 SN 74265 



DIFFERENTIAL LINE RECEIVER 




Noise immunity tvpically 3 V 
for either high level or low level data 

FIGURE F - DIFFERENTIAL LINE DRIVER 
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SERIES 54/74, 54H/74H, 54L/74L. 54LS/74LS, 54S/74S 
TRANSISTOR-TRANSISTOR LOGIC 



PARAMETER MEASUREMENT INFORMATION 



TEST TABLE 



INPUT 
CONDITIONS ^ 
(See Test Table 
and Note) 



OPEN- 
COLLECTOR 
OUTPUTS 



J+) Vr 



TOTEM-POLE 
OUTPUTS 



OH 3 I '»" 



' VQH -I 

is 



FUNCTION 


INPUT CONDITIONS 


NAND 


Input under test at V|l max, all others at 4.5 V 


AND 


All inputs at Vm min 


NOR 


All inputs at V| L max 


OR 


Input under test at V|h min, all others at GND 


AND-OR- 
INVERT 


Inputs under test (a set including one input of each 
AND gate) at V|l max, all others at 4.5 V 


AND-OR 


All inputs of AND gate under test 
at ViH min, all others at GND 



For functions having three-state outputs, input conditions 
are maintained which will cause the outputs to be enabled 
(low-impedance). 

FIGURE 1-V|H, V|L. Vqh. IqH 



cc 



TEST TABLE 



INPUT 
CONDITIONS^ 
(See Test Table 
and Note) 



T 



lOL 



Vol 4- 

1-T 



For functions having three-state outputs, input conditions 
are maintained which will cause the outputs to be enabled 
(low-impedance). 



FUNCTION 


INPUT CONDITIONS 


NAND 


All inputs at V\h min 


AND 


Input under test at V||_ max, all others at 4.5 V 


NOR 


Input under test at V|h min, others at GND 


OR 


All inputs at V|l max 


AND-OR- 
INVERT 


All inputs of AND gate under test 
at V|H min, all others at GND 


AND-OR 


Inputs under test (a set including one input of each 
AND gate) at V|h min, all others at 4.5 V 



FIGURE2-V|H, V|L, Vol 



li 



REMAINING 

INPUTS< 
OPEN 



JT 



_ OUTPUT(S) 

"open 



NOTE: Each input is tested separately. 



FIGURE 3-V| 



I| or l,H 
( + ) ^ 


1 












REMAINING ' 




(See Note B) , 















OUTPUT(S) 
' OPEN 



A. Each input is tested separately. 

B. When testing AND-OR-INVERT or AND-OR gates, 
each AND gate is tested separately with inputs of 
AND gates not under test open when testing l| and 
grounded when testing Ij^. 

FIGURE4-I|, l|H 



REMAINING 
INPUTS 



T 



OUTPUT(S) 

"open 



NOTES: A. Each input is tested separately. 

B. When testing AND-OR-INVERT or AND-OR gates, each AND gate 
is tested separately with inputs of AND gates not under test open. 



FIGURE 5-l|L 
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INPUT 
CONDITIONS ^ 
(See Test Table 
and Note) 



SERIES 54/74. 54H/74H. 54L/74L. 54LS/74LS. 54S/74S 
TRANSISTOR-TRANSISTOR LOGIC 

PARAMETER MEASUREMENT INFORMATION 



T 



FIGURE 6-los 



TEST TABLE 



FUNCTION 


INPUT CONDITIONS 


NAND 


All Inputs at GND 


AND 


All inputs at 4.5 V 


NOR 


All Inputs at GND 


OR 


All Inputs at 4.5 V 


AND-OR-INVERT 


All inputs at GND 


AND-OR 


All inputs at 4.5 V 



NOTE: For functions having three-state 
outputs, input conditions are main- 
tained which will cause the outputs 
to be enabled (low-impedance). 



INPUT 

CONDITIONS 

(See Test Table 

and Note) 



< — 



TEST TABLE 



T 



_OUTPUT(S) 

"open 



FUNCTION 


INPUT CONDITIONS FOR IcCH 


INPUT CONDITIONS FOR IqcL 


NAND 


All inputs at GND 


All inputs at 4.5 V 


AND 


All inputs at 4.5 V 


All inputs at GND 


NOR 


All inputs at GND 


One input at 4.5 V, 
all others at GND 


OR 


One input at 4.5 V, 
all others at GND 


All inputs at GND 


AND-OR-INVERT 


All inputs at GND 


All inputs of one AND gate 
at 4.5 V, all others at GND 


AND-OR 


All inputs of one AND gate 
at4.5 V, all others at GND 


All inputs at GND 



NOTE: Iqq is measured simultaneously for all functions in a package. The average-per-gate values are calculated from 
the appropriate one of the following equations: 



'CC- 'CCH. °'^ 'ecu (average per gate or flip-flop) = 
'CC (average per gate, 50% duty cycle) 



total Ice. 'cCH' °' 'CCL 
(number of gates or flip-flops in package) 
CCH + ICCL 



2 (number of gates in package) 



FIGURE 7-lcc 



(I 1 "-^ 'OL 

Vol f 

1 t 



k^ 



■* (-) 

It- 



'OH 



VOH r 

i i 



FIGURE 8-Vt-h, \t+, Vql (FOR NAND SCHMITT TRIGGERS) FIGURE 9-Vt_, It— Vqh COR NAND SCHMITT TRIGGERS) 
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SERIES 54/74, 54H/74H, 54L/74L, 54LS/74LS. 54S/74S 
TRANSISTOR-TRANSISTOR LOGIC 



PARAMETER MEASUREMENT INFORMATION 



vcc 



02 




NOTES: A. Switches are In position 1 for SN547SN74', position 
2for SN54H7SN74H'. 
B. The 1^ limit for SN54' and SN74' circuits may be 
verified by an alternate equivalent procedure. The 
Vxx source is replaced by a resistor (see table below) 
in parallel with a voltmeter between the X and X pins. 
If the measured voltage, V^X' '' I®*' than 0,4, the 
specified limit for 1^ is met. 

RESISTANCE VALUE TABLE 



SN5423 


114n 


SN5450,SN5453 


138 n 


SN7423 


105 n 


SN7450,SN7453 


130 n 



FIGURE 10-lx (FOR EXPANDABLE GATES) 




Vol 

i 



1'°' t. 1 



FIGURE II-Vbe(Q) (FOR EXPANDABLE GATES) 




FIGURE 12-VoH (FOR EXPANDABLE GATES) 



T7 



VOH J] 



(-) 



FIGURE 13-VoH (FOR EXPANDABLE GATES) 



^J7 

X 1 



(+) 



i -I 



FIGURE 14-VoL (FOR EXPANDABLE GATES) 
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SERIES 54/74, 54H/74H, 54L/74L 54LS/74LS, 54S/74S 
TRANSISTOR-TRANSISTOR LOGIC 



PARAMETER MEASUREMENT INFORMATION 



VCC 




V|H — :*>■ 



FIGURE 15-ON-STATE CHARACTERISTICS 
FOR EXPANDERS 





FIGURE 16-OFF-STATE CHARACTERISTICS 
FOR EXPANDERS 



'"-dI3 



vx j_ 

1 1 t 



FIGURE 17-ON-STATE CHARACTERISTICS 
FOR EXPANDERS 



) V. 



FIGURE 18-OFF-STATE CHARACTERISTICS 
FOR EXPANDERS 



(See Notes 2 and 3) < 


L- 
r- 


OTHER 
INPUTS 

OUTPUT 

CONTROL 

INPUTS 


lO(off) 

^ (+) (See Note 2) 

(-)-♦ (See Note 3) 


To V|H or V|L.^ 
(See Note 1) 


^O 



NOTES: 1 . Input conditions are maintained which will ensure that the three-state output{s) is (are) disabled to the high-impedance state. See 
function table or logic for the particular device. 

2. When testing for current into the output with a high-level output voltage, input conditions are applied that would cause the 
output to be low if it were enabled. 

3. When testing for current out of the output with a low-level output voltage. Input conditions are applied that would cause the 
output to be high If It were enabled. 

FIGURE 19-lo(off) (THREE-STATE OUTPUTS) 
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SERIES 54/74 
TRANSISTOR-TRANSISTOR LOGIC 



TYPICAL CHARACTERISTICSti 



OUTPUT VOLTAGE 

vs 

INPUT VOLTAGE 



Ta 


1 

125°C 












C-5V 

-40on 


h^ 


\ 














■Ta 


CCO(~ 








N 


s 
























Ta 


--5 


°c 












\ 




^ 












y 














ta-us-c-- 


-A 




I 
















^ 




\ 


\ 













FIGURE A1 

LOW-LEVEL OUTPUT VOLTAGE 

vs 
LOW-LEVEL OUTPUT CURRENT 



vcc 
V| -- 


5 V 
.4V 






TA--55-C / 
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..^> 












W- 


/^ 


y 








^ 


/ 


/• 


-sp- 
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^ 


^ 





























HIGH-LEVEL OUTPUT VOLTAGE 

vs 
HIGH-LEVEL OUTPUT CURRENT 











Vcc - 5 V 
V| - 0.4 V 


^ 


^Ta 


■25"C 








V 


\ 












\^ 


Tft-ias-c 






Ta- 


-."C^ 


n\, 












\ 


\, 












\ 












s 


^ 





15 -20 -25 -30 
'OH-H'9^^- Level Output Current-mA 



AVERAGE PROPAGATION DELAY TIME, 

vs 

FREE-AIR TEMPERATURE 



1 35 
1 30 
\ 25 


Vcc - 5 V 
RL-400n 
















































c 


L-150pF. 








1 ' = 








.-50 














c 
















"^ 5 






Cl- 15pF 





















-75 -50 -25 I 
TA-Fr. 



FIGURE A3 



PROPAGATION DELAY TIME, 
LOW-TO-HIGH LEVEL OUTPUT 



FREE-AIR TEMPERATURE 



Vcc - 5 V 

Rl - 400 n 


























































-^ 


— 


:l-5 


Cl-1 


OpF 






^ 




. 






-^ 


" 




Cl-15pF 





















PROPAGATION DELAY TIME, 
HIGH-TO-LOW-LEVEL OUTPUT 



FREE-AIR TEMPERATURE 



I i '5 



Vcc - 5 V 
RL-400n 


































































^ 

















^ 






Cl- 15 


pF 






— 




Cl - 50 pF 








-15 





















-75 -50 -25 25 50 75 100 125 

Ta— Free-Air Temperature-''C 



-75 -50 -25 25 50 75 100 125 
Ta— Free-Air Temperature— "C 



^Data for temperatures below 0°C and above 70°C are applicable for Series 54 circuits only. 
§ Data as shown are applicable specifically for the N AN D gates with totem-pole outputs. 
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HIGH-SPEED TRANSISTOR-TRANSISTOR LOGIC 



TYPICAL CHARACTERISTICSt§ 



PROPAGATION DELAY TIME, 
LOW-TO-HIGH-LEVEL OUTPUT 



PROPAGATION DELAY TIME, 
HIGH-TO-LOW-LEVEL OUTPUT 



FREE-AIR TEMPERATURE 



FREE-AIR TEMPERATURE 



K i 14 



^, i 



vcc 


= 5V 
280 n 


























































^ 






Cl = 


150 pF 






^^ 








j — 1 


,^ 




--' 


^ 




Cl 


= 100pF _ 














^ 






— ' 


Cl = : 


>5pF 











































-75 -50 -25 25 50 75 100 125 
T/^— Free-Air Temperature— °C 



g 8 



Vcc 

. Ri - 


= 5V 
280 fi 


















































^ 












V 


^ 






■-^ 


Cl = 


150 pF 






CL=100pF 


-^- 






' ~ 




("""^^ 










■ 










Cl = 


25 pF 





--_ 



































-75 -50 -25 25 50 75 100 125 

T/\— Free-Air Temperature— °C 



AVERAGE PROPAGATION DELAY TIME 

vs 

FREE-AIR TEMPERATURE 



18 
16 
14 
12 


1 1 

Vcc = 5 V 












Rl 


= 280 


n 














































^ 




Cl= 150 pF 




-^ 


10 




t \ 











.CL=100pF 




■ 


8 




t -- 1 






^^ 




c 


L = 25 


pF 




- 


6 
4 
2 

n 



















































-75 -50 -25 25 50 75 100 125 
T/\— Free-Air Temperature— °C 

FIGURE B3 



^Data for temperatures below 0°C and above 70°C are applicable for Series 54H circuits only. 
SData as shown are applicable specifically for ti^e NAND gates withi totem-pole outputs. 
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SERIES 54L/74L 

LOW-POWER TRANSISTOR-TRANSISTOR LOGIC 



TYPICAL CHARACTERISTICSt§ 



OUTPUT VOLTAGE 



INPUT VOLTAGE 
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V|-lnput Voltage-V 

FIGURE CI 

OUTPUT VOLTAGE 



LOW-LEVEL OUTPUT CURRENT 
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'OL-Low-Level Output Current-mA 

FIGURE C3 

POWER DISSIPATION PER FLIP-FLOP 

vs 

FREQUENCY 
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FIGURE C5 



OUTPUT VOLTAGE 



HIGH-LEVEL OUTPUT CURRENT 
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'OH-High-Level Output Current-mA 

FIGURE C2 

CLOCK INPUT CURRENT PER FLIP-FLOP 

vs 

INPUT VOLTAGE 
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V|-lnpul Voltage-V 



AVERAGE TOTAL D-C POWER DISSIPATION 
PER FLIP-FLOP 
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^Data for temperatures below C and above 70 C are applicable for Series 54L circuits only. 

Sunless otherwise noted, data as shown are applicable specifically for the N AND gates with totem -pole outputs. 
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SERIES 54L/74L 
LOW-POWER TRANSISTOR-TRANSISTOR LOGIC 



TYPICAL CHARACTERISTICSti 



50 



PROPAGATION DELAY TIMES 

vs 

LOAD CAPACITANCE 
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Cl— Load Capacitance— pF 

FIGURE C7 



AVERAGE PROPAGATION DELAY TIME 

vs 

FREE-AIR TEMPERATURE 
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25 50 75 100 125 



Ta— Free-Air Temperature— C 
FIGURE C8 
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PROPAGATION DELAY TIMES 

vs 

FREE-AIR TEMPERATURE 
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Ta— Fi'ee-Air Temperature— C 
FIGURE C9 
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PROPAGATION DELAY TIMES 

vs 

FREE-AIR TEMPERATURE 
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Ta— Free-Air Temperature— °C 
FIGURE C10 



TData for temperatures below 0°C and above 70°C are applicable for Series 54L circuits only. 
8 Data as shown are applicable specifically for the NAND gates with totem-pole outputs. 
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OUTPUT VOLTAGE 



INPUT VOLTAGE 
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POWER DISSIPATION PER GATE 

vs 
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PROPAGATION DELAY TIMES 

vs 

LOAD CAPACITANCE 
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f Data for temperatures below 0°C and above 70°C are applicable for Series 54LS circuits only. 
3 Data as shown are applicable specifically for the NAND gates with totem-pole outputs. 
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SERIES 54S/74S 
SCHOTTKY-CLAMPED TRANSISTOR-TRANSISTOR LOGIC 



TYPICAL CHARACTERISTICSti 
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LOW-LEVEL OUTPUT CURRENT 
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HIGH-LEVEL INPUT CURRENT 

vs 

FREE-AIR TEMPERATURE 
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^Data for temperatures below 0°C and above 70°C are applicable for Series 54S circuits only. 
S Data as shown are applicable specifically for tl^e N AN D gates with totem-pole outputs. 
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PROPAGATION DELAY TIME, 
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PROPAGATION DELAY TIME, 
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AVERAGE PROPAGATION DELAY TIME 

vs 

FREE-AIR TEMPERATURE 
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^Data for temperatures below 0°C and above 70°C are applicable for Series 54S circuits only. 
§ Data as shown are applicable specifically for the NAND gates with totem-pole outputs. 
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SERIES 54S/74S 
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TYPICAL CHARACTERISTICS FOR FLIP-FLOPS+ 
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vs vs 
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I^Data for temperatures below/ 0°C and above 70°C are applicable for Series 54S circuits only. 
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MSI/LSI FUNCTIONS 
FUNCTIONAL INDEX/SELECTION GUIDE 



The following pages contain functional indexes and selection guides designed to simplify the choice of a particular 
function to fit a specific application. Essential characteristics of similar or like functions are grouped for comparative 
analysis, and the electrical specifications are referenced by page number. The following categories of functions are 
covered: 

Page 

Adders 7.4 

Accumulators, arithmetic logic units, look-ahead carry generators 7.4 

Multipliers 7.4 

Comparators 7.4 

Parity generators/checkers 7.5 

Other arithmetic operators 7.5 

Quad.hex, and octal flip-flops 7.5 

Register files 7-5 

Shift registers 7-6 

Other registers 7-6 

Latches 7-7 

Clock generator circuits 7-7 

Code converters 7.7 

Priority encoders/registers 7-8 

Data selectors/multiplexers 7-8 

Decoders/demultiplexers 7-9 

Open-collector display decoders/drivers with counters/latches . 7-9 

Open-collector display decoders/drivers 7-10 

Bus transceivers and drivers 7-11 

Asynchronous counters (ripple clock)— negative-edge triggered 7-11 

Synchronous counters— Positive-edge triggered 7-12 

Bipolar bit-slice processor elements 7-12 

First-in first-out memories (FIFO's) 7-12 

Random-access read/write memories (RAM's) 7-13 

Read-only memories (ROM's) 7-1 3 

Programmable-read-only memories (PROM's) 7. 14 

Microprocessor controllers and support functions 7-14 

Error detection and correction circuits 7. 14 
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FUNCTIONAL INDEX/SELECTION GUIDE 



DESCRIPTION 


TYPICAL 

CARRY 

TIME 


TYPICAL 
ADD 
TIME 


TYP POWER 

DISSIPATION 

PER BIT 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55° C to 125°C 


0°C to 70°C 


SINGLE 1-BIT GATED FULL ADDERS 


10.5 ns 


52 ns 


105mW 


SN5480 


J,W 


SN7480 


J, N 


7-41 


SINGLE 2-BIT FULL ADDERS 


14.5 ns 


25 ns 


87 mW 


SN5482 


J,W 


SN7482 


J,N 


7-49 


SINGLE 4-BIT FULL ADDERS 


10 ns 

10 ns 

11 ns 
10 ns 
10 ns 


15 ns 

15 ns 
7 ns 

16 ns 
16 ns 


24 mW 
24 mW 
124mW 
76 mW 
76 mW 


SN54LS83A 

SN54LS283 

SN54S283 

SN5483A 

SN54283 


J, W 
J,W 

J 
J,W 
J,W 


SN74LS83A 

SN74LS283 

SN74S283 

SN7483A 

SN74283 


J,N 
J,N 
J, N 
J,N 
J, N 


7-53 
7-415 
7-415 

7-53 
7-415 


DUAL 1-BIT CARRY-SAVE FULL ADDERS 


11 ns 
15 ns 


11 ns 
15 ns 


llOmW 
23 mW 


SN54H183 
SN54LS183 


J,W 
J,W 


SN74H183 
SN74LS183 


J,N 
J,N 


7-287 
7-287 



ACCUMULATORS, ARITHMETIC LOGIC UNITS, LOOK-AHEAD CARRY GENERATORS 



DESCRIPTION 


TYPICAL 

CARRY 

TIME 


TYPICAL 
ADD 
TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70°C 


4-BIT PARALLEL 
BINARY ACCUMULATORS 


10ns 


20 ns 


720 mW 


SN54S281 


J,W 


SN74S281 


J, N 


7-410 


4-BIT ARITHMETIC LOGIC UNITS/ 
FUNCTION GENERATORS 


11 ns 

7 ns 

12.5 ns 

16 ns 


20 ns 
11 ns 
24 ns 
24 ns 


525 mW 
600 mW 
455 mW 
102 mW 


SN54S181 

SN54181 

SN54LS181 


J,W 
J,W 
J,W 


SN74S381 
SN74S181 
SN74181 
SN74LS181 


N 
J, N 
J, N 
J,N 


7-484 
7-271 
7-271 
7-271 


LOOK-AHEAD CARRY GENERATORS 


7 ns 
13ns 




260 mW 
180mW 


SN54S182 
SN54182 


J,W 
J,W 


SN74S182 
SN74182 


J, N 
J, N 


7-282 



MULTIPLIERS 



DESCRIPTION 


DEVICE TYPE AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70°C 


2-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 


SN54LS261 


J,W 


SIM74LS261 


J, N 


7-380 


4-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 


SN54284, SN54285 
SN54S274 


J,W 
J 


SN74284, SN74285 
SN74S274 


J, N 
J,N 


7-420 
7-391 


7-BIT-SLICE WALLACE TREES 


SN54LS275 
SN54S275 


J 
J 


SIM74LS275 
SN74S275 


J.N 
J, N 


7-391 


25-MH2 6-Bir-blNARY RATE MULTIPLIERS 


SN5497 


J,W 


SN7497 


J, N 


7-102 


25-MH2 DECADE RATE MULTIPLIERS 


SN54167 


J,W 


SN74167 


J, N 


7-222 



COMPARATORS 



DESCRIPTION 


TYPICAL 

COMPARE 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto 125°C 


0°Cto70°C 


4-BIT MAGNITUDE COMPARATORS 


11.5 ns 
21 ns 

23.5 ns 
82 ns 


365 mW 

275 mW 

52 mW 

20 mW 


SN54S85 
SN5485 
SN54LS85 
SN54L85 


J,W 

J,W 

J,W 

J 


SN74S85 
SN7485 
SN74LS85 
SN74L85 


J, N 
J, N 
J,N 
J,N 


7-57 
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PARITY GENERATORS/CHECKERS 



DESCRIPTION 


TYPICAL 

DELAY 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70°C 


9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 


31 ns 
13 ns 


80 mW 
335 mW 


SN54LS280 
SN54S280 


J,W 
J,W 


SN74LS280 
SN74S280 


J, N 


7-406 


8-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 


35 ns 


170 mW 


SN54180 


J,W 


SN74180 


J, N 


7-269 



OTHER ARITHMETIC OPERATORS 



DESCRIPTION 


TYPICAL 

DELAY 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°Cto70°C 


QUADRUPLE 2-INPUT EXCLUSIVE-OR 
GATES WITH TOTEM-POLE OUTPUTS 


7 ns 
10 ns 
10 ns 
14 ns 
55 ns 


250 mW 
30 mW 
30 mW 

150 mW 
15 mW 


SN54S86 

SN54LS86 

SN54LS386 

SN5486 

SN54L86 


J,W 
J,W 
J,W 
J,W 
J,T 


SN74S86 

SN74LS86 

SN74LS386 

SN7486 

SN74L86 


J, N 
J, N 
J, N 
J, N 
.J, N 


7-65 
7-65 
7-487 
7-65 
7-65 


QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 
WITH OPEN-COLLECTOR OUTPUTS 


18 ns 
27 ns 


30 mW 
150 mW 


SN54LS136 
SN54136 


J,W 
J,W 


SN74LS136 
SN74136 


J,N 
J, N 


7-131 


QUADRUPLE 2-INPUT EXCLUSIVE-NOR GATES 


18 ns 


40 mW 


SN54LS266 


J,W 


SN74LS266 


J, N 


7-386 


QUADRUPLE EXCLUSIVE OR/NOR GATES 


8 ns 


325 mW 


SN54S135 


J,W 


SN74S135 


J,N 


7-129 


4-BIT TRUE/COMPLEMENT, ZERO/ONE ELEMENT 


14 ns 


270 mW 


SN54H87 


J,W 


SN74H87 


J, N 


7-70 



QUAD, HEX, AND OCTAL FLIP-FLOPS 



DESCRIPTION 


F-F 
PER 
PKG 


FREQ 


POWER 

PER 

FLIP-FLOP 


DATA TIMES 


DEVICE TYPE 




PAGE 
NO. 


SETUP HOLD 
ns ns 


AND PACKAGE 


-55°Cto125°C 


0°C to 70°C 


D TYPE 3-STATE WITH ENABLE 


8 


50 MHz 
100 MHz 


17nnW 
56 mW 


20t Of 

5t 2t 


SN54LS374 
SN54S374 


J 

J 


SN74LS374. 
SN74S374 


J, N 
J, N 


7-471 
7-471 


D TYPE WITH ENABLE 


8 
6 
4 


40 MHz 
40 MHz 
40 MHz 


10.6mW 
10.6 mW 
10.6 mW 


20t 5t 
20t 5t 
20t 5t 


SN54LS377 
SN54LS378 
SN54LS379 


J 

J,W 

J 


SN74LS377 
SN74L$378 
SN74LS379 


J,N 
J, N 
J,N 


7-481 
7-481 
7-481 


D TYPE WITH CLEAR 


8 


40 MHz 
40 MHz 


39 mW 
10.6 mW 


20t 5t 
201 5t 


SN54273 
SN54LS273 


J 

J 


SN74273 
SN74LS273 


J,N, 
J,N 


7-388 


6 


35 MHz 
40 MHz 
110MHz 


38 mW 

10.6mW 

75 mW 


20t 51 
201 5t 

5t 3t 


SN54174 

SN54LS174 

SN54S174 


J,W 
J,W 
J,W 


SN74174 

SN74LS174 

SN74S174 


J, N 
J, N 
J,N 


7-253 


4 


35 MHz 
40 MHz 
110MHz 


38 mW 

10.6 mW 

75 mW 


201 5t 
20t 51 

5t 3t 


SN54175 

SN54LS175 

SN54S175 


J,W 
J,W 
J,W 


SN74175 

SN74LS175 

SN74S175 


J,N 
J, N 
J,N 


7-253 


J-K TYPE WITH SEPARATE CLOCK 


4 


50 MHz 


75 mW 


31 lOi 


SN54276 


J 


SN74276 


J,N 


7-401 


J-K TYPE WITH COMMON CLOCK 


4 


45 MHz 


65 mW 


Ot 20t 


SN54376 


J,W 


SN74376 


J.N 


7-479 



REGISTER FILES 



DESCRIPTION 


TYPICAL 

ADDRESS 

TIME 


TYPREAD 

ENABLE 

TIME 


DATA 
INPUT 
RATE 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


CC to 70-0 


EIGHT WORDS OF TWO BITS 


33 ns 


15ns 


20 MHz 


560 nnW 






SN74172 


J, N 


7-245 


FOUR WORDS OF FOUR BITS 


27 ns 
30 ns 


15ns 
15 ns 


20 MHz 
20 MHz 


II 

in in 

CM 00 
»- CO 


SN54LS170 
SN54170 


J,W 
J,W 


SN74LS170 
SN74170 


J, N 
J,N 


7-237 


FOUR WORDS OF FOUR BITS 
(3-STATE OUTPUTS) 


24 ns 


19 ns 


20 MHz 


135mW 


SN54LS670 


J,W 


SN74LS670 


J, N 


7-526 
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SHIFT REGISTERS 



DESCRIPTION 


NO. 
OF 
BITS 


SHIFT 
FREQ 


SERIAL 
DATA 
INPUT 


ASYNC 
CLEAR 


MODES 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 




PAGE 
NO. 


++ 
cc 

CO 


++ 

CO 


6 

< 
o 

-1 


o 

-1 
o 

I 


AND PACKAGE 


-55°Cto125°C 


0°C to 70° C 


PARALLEL-IN, 

PARALLEL-OUT 

(BIDIRECTIONAL) 


8 


50 MHz 
35 MHz 
35 MHz 
25 MHz 


D 
D 
D 
D 


Low 

Low 

SyncL 

Low 


X 
X 
X 
X 


X 
X 
X 
X 


X 
X 
X 
X 


X 
X 
X 
X 


750 mW 
175 mW 
175 mW 
360 mW 


SN54S299 
SN54LS299 
SN54LS323 
SN54198 


J,W 

J 

J 
J,W 


SN74S299 
SN74LS299 
SN74LS323 
SN74198 


J,N 
J, N 
J,N 
J, N 


7-437 
7-437 
7-443 
7-338 


4 


70 MHz 
25 MHz 
25 MHz 


D 
D 
D 


Low 
Low 
Low 


X 
X 
X 


X 
X 
X 


X 
X 
X 


X 
X 
X 


450 mW 
75 mW 
195 mW 


SN54S194 

SN54LS194A 

SN54194 


J,W 
J,W 
J,W 


SN74S194 

SN74LS194A 

SN74194 


J,N 
J.N 
J,N 


7-316 


PARALLEL-IN, 
PARALLEL-OUT 


8 


25 MHz 


J-K 


Low 


X 




X 


X 


360 mW 


SN54199 


J,W 


SN74199 


J.N 


7-338 


5 


10MHz 

10 MHz 

5 MHz 


D 
D 
D 


Low 
Low 
Low 


X 
X 
X 




X 
X 
X 




60 mW 
240 mW 
120mW 


SN54LS96 

SN5496 

SN54L96 


J,W 
J,W 

J 


SN74LS96 

SN7496 

SN74L96 


J, N 
J.N 
J, N 


7-95 


4 


70 MHz 
30 MHz 
30 MHz 
25 MHz 
25 MHz 
25 MHz 
30 MHz 
30 MHz 
30 MHz 
3 MHz 
3 MHz 


J-K 
J-K 

D 

D 

D 

D 
J-K 

D 

D 
J-K 

D 


Low 
Low 
Low 
None 
Low 
None 
Low 
None 
None 
None 
None 


X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 




X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 


X 
X 


375 mW 

195 mW 

75 mW 

195 mW 

230 mW 

230 mW 

70 mW 

65 mW 

70 mW 

19 mW 

19 mW 


SN54S195 
SN54195 
$N54LS395A 
SN5495A 
SN54179 
SN54178 
SN54LS195A 
SN54LS95B 
SN54LS295B 
SN54L99 
SN54L95 


J,W 
J, w 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J,W 

J 

J,T 


SN74S195 

SN74195 

SN74LS395A 

SN7495A 

SN74179 

SN74178 

SN74LS195A 

SN74LS95B 

SN74LS295B 

SN74L99 

SN74L95 


J, N 
J,N 
J, N 
J.N 
J, N 
J.N 
J.N 
J.N 
J.N 
J, N 
J,N 


7-324 
7-324 
7-496 

7-89 
7-265 
7-265 
7-324 

7-89 
7^29 
7-109 

7-89 


SERIAL-IN, 
PARALLEL-OUT 


8 


25 MHz 
25 MHz 
12 MHz 


Gated D 
Gated D 
Gated D 


Low 
Low 
Low 


X 
X 
X 








80 mW 
167 mW 
84 mW 


SN54LS164 

SN54164 

SN54L164 


J.W 
J,W 
.J,T 


SN74LS164 

SN74164 

SN74L164 


J.N 
J.N 
J.N 


7-206 


PARALLEL-IN, 
SERIAL-OUT 


8 


25 MHz 
35 MHz 
20 MHz 
35 MHz 


D 
D 
D 
D 


None 
None 
Low 
Low 


X 
X 
X 
X 




X 
X 
X 
X 


X 
X 
X 
X 


210 mW 
105mW 
360 mW 
110 mW 


SN54165 
SN54LS165 
SN54166 
SN54LS166 


J,W 
J.W 
J.W 
J.W 


SN74165 
SN 74 LSI 65 
SN74166 
SN74LS166 


J.N 
J.N 
J,N 
J.N 


7-212 
7-212 
7-217 
7-217 


SERIAL-IN, 
SERIAL-OUT 


4 


10 MHz 


D 


High 


X 




X 




175 mW 


SN5494 


J.W 


SN7494 


J.N 


7-86 


8 


25 MHz 

10 MHz 

3 MHz 


Gated D 
Gated D 
Gated D 


None 
None 
None 


X 
X 
X 








60 mW 
175 nnW 
17.5 mW 


SN54LS91 
SN5491A 
SN54L91 


J.W 
J.W 
J.T 


SN74LS91 
SN7491A 
SN74L91 


J.N 
J.N 
J.N 


7-81 



*S-R s shift right, S-L = shift left 



OTHER REGISTERS 



DESCRIPTION 


FREQ 


ASYNC 
CLEAR 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70° C 


QUADRUPLE MULTIPLEXERS 
WITH STORAGE 


30 MHz 
30 MHz 


None 
None 


36.5 mW 
36.5 mW 


SN54LS398 
SN54LS399 


J 
J,W 


SN74LS398 
SN74LS399 


J,N 
J.N 


7-499 
7-499 


25 MHz 

25 MHz 

3 MHz 


None 
None 
None 


65 mW 
195 mW 
25 mW 


SN54LS298 
SN 54298 
SN54Lg8 


J.W 

J,W 

J 


SN74LS298 

SN74298 

SN74L98 


J,N 
J.N 
J.N 


7-432 
7-432 
7-107 


8-BIT UNIVERSAL SHIFT/STORAGE 
REGISTERS 


35 MHz 
50 MHz 


Low 
Low 


175 mW 
750 mW 


SN54LS299 
SN54S299 


J 
J,W 


SN74LS299 
SN74S299 


J.N 
J.N 


7-437 


QUADRUPLE BUS-BUFFER REGISTERS 


25 MHz 
50 MHz 


High 
High 


250 mW 
85 mW 


SN54173 
fSN54LS173A 


J,W 
J.W 


SN74173 
SN74LS173A 


J,N 
J.N 


7-249 
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LATCHES 



DESCRIPTION 


NO. 
OF 
BITS 


CLEAR 


OUTPUTS 


TYPICAL 

DELAY 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55° C to 125°C 


0°C to 70°C 


MULTI-MODE BUFFERED 


8 


Low 


Q 


11 ns 


410 mW 


SN54S412 


J 


SN74S412 


J, N 


7-502 


ADDRESSABLE 


8 


Low 
Low 


Q 
O 


12 ns 
17 ns 


300 mW 
llOmW 


SN 54259 
SN54LS259 


J,W 
J,W 


SN74259 
SN74LS259 


J, N 
J, N 


7-376 


TRANSPARENT 


8 


None 
None 


Q 
O 


19 ns 

7 ns 


120mW 
525 mW 


SN54LS373 
SN54S373 


J 
J 


SN74LS373 
SN74S373 


J, N 
J, N 


7-471 
7-471 


DUAL 4-BIT WITH 
INDEPENDENT ENABLE 


8 


Low 
None 


Q 
Q 


11 ns 
15 ns 


250 mW 
320 mW 


SN54116 
SN54100 


J,W 
J,W 


SN74116 
SN74100 


J.N 
J,N 


7-115 
7-113 


DUAL 2-BIT WITH 
INDEPENDENT ENABLE 


4 


None 
None 
None 
None 
None 
None 
None 


Q.Q 
Q.Q 
Q,Q 

Q 

Q 

Q 
Q, Q 


15 ns 
30 ns 

11 ns 
15 ns 
30 ns 
10 ns 

12 ns 


160 mW 
80 mW 
32 mW 

160 mW 
80 mW 
35 mW 
32 mW 


SN5475 

SN54L75 

SN54LS75 

SN5477 

SN54L77 

SN54LS77 

SN54LS375 


J,W 

J 
J,W 

W 

T 

W 

J,W 


SN7475 

SN74L75 

SN74LS75 

SN74LS375 


J, N 
J,N 
J, N 

J, N 


7-35 
7-35 
7-35 
7-35 
7-35 
7-35 
7-478 


QUAD S-R (SSI) 


4 


None 
None 


Q 
Q 


12 ns 
12 ns 


90 mW 
19 mW 


SN54279 
SN54LS279 


J,W 
J.W 


SN74279 
SN74LS279 


J, N 
J, N 


6-60 



VOLTAGE-CONTROLLED OSCILLATORS 
CLOCK GENERATOR CIRCUITS 



DESCRIPTION 


ENABLE 
INPUT 


COMPLEMENTARY 
OUTPUTS 


FREQUENCY 
RANGE 


TYPICAL 

POWER 

DISSIPATION 


DEVICE TYPE AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70° C 


SINGLE VCO 


YES 
YES 


YES 
YES 


1 Hz to 20 MHz 
1 Hz to 20 MHz 


100 mW 
100 mW 


SN54LS624 
SN54LS628 


J.W 
J.W 


SN74I .Sfi74 
SN74LS628 


J.N 
J,N 


7-460 
7-460 


DUAL VCO 


YES 

NO 

YES 

NO 

YES 


NO 

YES 

YES 

NO 

NO 


1 Hz to 60 MHz 
1 Hz to 20 MHz 
1 Hz to 20 MHz 
1 Hz to 20 MHz 
1 Hz to 20 MHz 


525 mW 
175 mW 
175 mW 
175 mW 
175 mW 


SN54S124 

SN54LS625 

SN54LS626 

SN54LS627 

SN54LS629 


J.W 
J.W 
J,W 
J.W 
J.W 


SN74S124 

SN74LS625 

SN74LS626 

SN74LS627 

SN74LS629 


J.N 
J.N 
J.N 
J,N 
J.N 


7-123 
7-460 
7-460 
7-460 
7-460 


DUAL PULSE 
SYNCHRONIZER 


YES 


YES 


DC to 30 MHz 


255 mW 


SN54120 


J.W 


SN74120 


J.N 


7-118 



CODE CONVERTERS 



DESCRIPTION 


TYPICAL 
DELAY TIME 
PER PACKAGE 
LEVEL 


TYPICAL 
TOTAL POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°Cto70°C 


6-LINE-BCD TO 6-LINE 
BINARY, OR 4-LINE TO 4-LINE 
BCD9's/BCD 10's CONVERTERS 


25 ns 


280 mW 


SN54184 


J.W 


SN74184 


J.N 


7-290 


6-BIT-BINARY TO 6-BIT-BCD CONVERTERS 


25 ns 


280 mW 


SN54185A 


J.W 


SN74185A 


J.N 


7-290 
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PRIORITY ENCODERS/REGISTERS 


DESCRIPTION 


TYPICAL 

DELAY 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70° C 


FULL BCD PRIORITY ENCODERS 


10 ns 
15 ns 


225 mW 
60 mW 


SN54147 
SN54LS147 


J,W 
J,W 


SN74147 
SN74LS147 


J, N 
J, N 


7-151 


CASCADABLE OCTAL PRIORITY ENCODERS 


12 ns 
15 ns 


190 mW 
60 mW 


SN54148 
SN54LS148 


J,W 
J,W 


SN74148 
SN74LS148 


J, N 
J, N 


7-151 


CASCADABLE OCTAL PRIORITY ENCODERS 
WITH 3-STATE OUTPUTS 


16 ns 


63 mW 


SN54LS348 


J,W 


SN74LS348 


J, N 


7-448 


4-BIT CASCADABLE PRIORITY REGISTERS 


35 ns 


275 mW 


SN54278 


J,W 


SN74278 


J, N 


7-403 



DATA SELECTORS/MULTIPLEXERS 



DESCRIPTION 


TYPE 

OF 

OUTPUT 


TYPICAL DELAY TIMES 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


DATA TO 

INV 
OUTPUT 


DATA TO 
NON-INV 
OUTPUT 


FROM 
ENABLE 


-55°Cto125°C 


o°c to yo'c 


16-LINE-TO-1-LINE 


2-State 


11 ns 




18 ns 


200 mW 


SN54150 


J,W 


SN74150 


J.N 


7-157 


DUAL 
8-LINE-T0-1-LINE 


3-State 


10 ns 




17 ns 


220 mW 






SN74351 


N 


7-451 




3-State 


4.5 ns 


8 ns 


14 ns 


275 mW 


SN54S251 


J,W 


SN74S251 


J, N 


7-362 




3-State 


17 ns 


21 ns 


21 ns 


250 mW 


SN54251 


J,W 


SN74251 


J.N 


7-362 




3-State 


17 ns 


21 ns 


21 ns 


35 mW 


SN54LS251 


J,W 


SIM74LS251 


J,N 


7-362 


8-LINE-T0-1-LINE 


2-State 


4.5 ns 


8 ns 


9 ns 


225 mW 


SN54S151 


J.W 


SN74S151 


J.N 


7-157 


2-State 


8 ns 


16 ns 


22 ns 


145 mW 


SN54151A 


J,W 


SN74151A 


J.N 


7-157 




2-State 


8 ns 






130 mW 


SN54152A 


W 






7-157 




2-State 


11 ns 


18 ns 


27 ns 


30 mW 


SN54LS151 


J.W 


SN74LS151 


J.N 


7-157 




2-State 


11 ns 




18 ns 


28 mW 


SN54LS152 


W 






7-157 




3-State 




12 ns 


16 ns 


35 mW 


SN54LS253 


J.W 


SN74LS253 


J.N 


7-369 




2-State 


15 ns 




22 ns 


31 mW 


SN54LS352 


J.W 


SN74LS352 


J.N 


7-454 


DUAL 
4-LINE-TO-1-LINE 


3-St3te 


12 ns 




21 ns 


43 mW 


SN54LS353 


J.W 


SN74LS353 


J.N 


7-457 


2-State 
2-State 




6 ns 
14 ns 


9.5 ns 
17 ns 


225 mW 
180 mW 


SN54S153 
SN54153 


J.W 
J.W 


SN74S153 
SN74153 


J, N 
J.N 


7-165 
7-165 




2-State 




14 ns 


17 ns 


31 mW 


SN54LS153 


J.W 


SN74LS153 


J,N 


7-165 




2-State 




27 ns 


34 ns 


90 mW 


SN54L153 


J 


SN74L153 


J, N 


7-165 




2-State 




20nsf 




65 mW 


SN54LS298 


J.W 


SN74LS298 


J.N 


7-432 


QUADRUPLE 


2-State 




20nst 




195 nnW 


SN54298 


J.W 


SN74298 


J.N 


7-432 


2-LINE-T0-1-LINE 


2-State 


20nst 


20 ns'f 




32 mW 


SN54LS398 


J 


SN74LS398 


J.N 


7-499 


WITH STORAGE 


2-State 




20nsf 




37 mW 


SN54LS399 


J.W 


SN74LS399 


J.N 


7-499 




2-State 




120 nst 




25nriW 


SN54L98 


J 


SN74L98 


J.N 


7-107 




3-State 


4 ns 




14 ns 


280 mW 


SN54S258 


J.W 


SN74S258 


J.N 


7-372 




3-State 




5 ns 


14 ns 


320 mW 


SN54S257 


J.W 


SN74S257 


J.N 


7-372 




2-State 


4 ns 




7 ns 


195 mW 


SN54S158 


J.W 


SN74S158 


J.N 


7-181 




2-State 




5 ns 


8 ns 


250 mW 


SN54S157 


J.W 


SN74S157 


J.N 


7-181 


QUADRUPLE 


3-State 


12 ns 




20 ns 


60 mW 


SN54LS258A 


J.W 


SN74LS258A 


J.N 


7-372 


2-LINE-T0-1-LINE 


3-State 




12 ns 


20 ns 


60 mW 


SN54LS257A 


J.W 


SN74LS257A 


J.N 


7-372 




2-State 


7 ns 




12 ns 


24 mW 


SN54LS158 


J.W 


SN74LS158 


J,N 


7-181 




2-State 




9 ns 


14 ns 


49 mW 


SN54LS157 


J.W 


SN74LS157 


J,N 


7-181 




2-State 




9 ns 


14 ns 


150mW 


SN54157 


J.W 


SN74157 


J.N 


7-181 




2-State 




18 ns 


27 ns 


75 mW 


SN54L157 


J 


SN74L157 


J.N 


7-181 



^From clock 
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DECODERS/DEMULTIPLEXERS 



DESCRIPTION 


TYPE OF 
OUTPUT 


TYPICAL 

SELECT 

TIME 


TYPICAL 

ENABLE 

TIME 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto 125°C 


0°Cto70°C 


4-LINE-T0-16-LINE 


Totem-Pole 

Totem-Pole 

Open-Collector 


23 ns 
46 ns 

24 ns 


19 ns 
38 ns 
19ns 


170 mW 
85 mW 
170mW 


SN54154 

SN54L154 

SN54159 


J,W 

J 
J, W 


SN74154 

SN74L154 

SN74159 


J, N 
J, N 
J.N 


7-171 
7-171 
7-188 


4-LINE-TO-10-LINE, 
BCD-TO-DECIMAL 


Totem-Pole 
Totem-Pole 
Totem-Pole 


17 ns 
17ns 
34 ns 




35 mW 

140mW 

70 mW 


SN54LS42 

SN5442A 

SN54L42 


J,W 
J,W 

J 


SN54LS42 
SN7442A 
SN74L42 


J.N 
J, N 
J.N 


7-15 


4-LINE-TO-10-LINE, 
EXCESS- 3-TO-DECIMAL 


Totem-Pole 
Totem-Pole 


17ns 
34 ns 




140 mW 
70 mW 


SN5443A 
SN54L43 


J,W 

J 


SN7443A 
SN74L43 


J.N 
J, N 


7-15 


4-LINE-T0.1 0-LINE 
EXCESS- 3-GRAY- 
TO-DECIMAL 


Totem-Pole 
Totem-Pole 


17ns 
34 ns 




140 mW 
70 mW 


SN5444A 
SN54L44 


J, w 

J 


SN7444A 
SN74L44 


J.N 
J, N 


7-15 


3-LINE-TO-8-LINE 


Totem-Pole 
Totem-Pole 


8 ns 
22 ns 


7 ns 
21 ns 


245 mW 
31 mW 


SN54S138 
SN54LS138 


J, w 
J,W 


SN74S138 
SN74LS138 


J.N 
J, N 


7-134 
7-134 


DUAL2-Lil\lE-TO-4-LINE 


Totem-Pole 
Totem-Pole 
Totem-Pole 
Totem-Pole 
Open-Collector 
Open-Collector 


7.5 ns 

22 ns 
18ns 
21 ns 

23 ns 
33 ns 


6 ns 
19ns 
15 ns 
16ns 
18ns 
26 ns 


300 mW 
34 mW 

30 mW 
125mW 
125mW 

31 mW 


SN54S139 

SN54LS139 

SN54LS155 

SN54155 

SN54156 

SN54LS156 


J,W 
J,W 
J,W 
J,W 
J,W 
J,W 


SN74S139 

SI\I74LS139 

SN74LS155 

SN74155 

SN74156 

SN74LS156 


J.N 
J, N 
J.N 
J.N 
J, N 
J.N 


7-134 
7-134 
7-175 
7-175 
7-175 
7-175 



OPEN-COLLECTOR DISPLAY DECODERS/DRIVERS WITH COUNTERS/LATCHES 



DESCRIPTION 


OUTPUT 

SINK 
CURRENT 


OFF-STATE 
OUTPUT 
VOLTAGE 


TYP TOTAL 

POWER 
DISSIPATION 


BLANKING 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55''Cto 125"C 


0°Cto70°C 


BCD COUNTER/ 
4-BIT LATCH/ 
BCD-TO-DECIMAL 
DECODER/DRIVER 


7 mA 


55 V 


340 mW 








SN74142 


J.N 


7-140 


BCD COUNTER/ 
4-BIT LATCH/ 
BCD-TO-SEVEN- 
SEGMENT DECODER/ 
LED DRIVER 


Constant 
Current 
15 mA 


7 V 


280 mW 


Ripple 


SN54143 


J.W 


SN74143 


J.N 


7-143 


BCD COUNTER/ 
4-BIT LATCH/ 
BCD-TO-SEVEN- 
SEGMENT DECODER/ 
LAMP DRIVER 


20 mA 
25 mA 


15 V 
15V 


280 mW 
280 mW 


Ripple 
Ripple 


SN54144 


J,W 


SN74144 


J, N 


7-143 



RESULTANT DISPLAYS USING '143, '144 



I"! 
1^1 


1 

1 




ZI 


1^1 
1 


.1 


IZ 


"I 
1 


IZI 
1^1 


IZI 
-.1 
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OPEN-COLLECTOR DISPLAY DECODERS/DRIVERS 





OUTPUT 


OFF-STATE 


TYP TOTAL 






DEVICE TYPE 




PAGE 
NO. 


DESCRIPTION 


SINK 
CURRENT 


OUTPUT 
VOLTAGE 


POWER 
DISSIPATION 


BLANKING 


AND PACKAGE 




-55°Cto125°C 


0°Cto70 


°C 




80 mA 


30 V 


215mW 


Invalid Codes 


SN5445 


J, W 


SN7445 


J, N 


7-20 


BCD-TO-DECIMAL 
DECODERS/DRIVERS 


SOnnA 
12 mA 
80 mA 


15V 
15V 
15V 


35 mW 

35 mW 

215mW 


Invalid Codes 
Invalid Codes 
Invlaid Codes 


SN54LS145 
SN54145 


J,W 
J,W 


SN74LS145 
SN74145 


J, N 
J, N 


7-148 
7-148 
7-148 




7 mA 


60 V 


80 mW 


Invalid Codes 






SN74141 


J, N 


7-138 




40 mA 


30 V 


320 mW 


Ripple 


SN5446A 


J,W 


SN7446A 


J, N 


7-22 




40 mA 


30 V 


320 mW 


Ripple 


SN54246 


J,W 


SN74246 


J, N 


7-22 




40 mA 


15V 


320 mW 


Ripple 


SN5447A 


J,W 


SN7447A 


J, N 


7-22 




40 mA 


15V 


320 mW 


Ripple 


SN54247 


J,W 


SN74247 


J, N 


7-351 




24 mA 


15V 


35 mW 


Ripple 






SN74LS47 


J, N 


7-22 




24 mA 


15V 


35 mW 


Ripple 






SN74LS247 


J, N 


7-351 




12 mA 


15V 


35 mW 


Ripple 


SN54LS47 


J,W 






7-22 




12 mA 


15V 


35 mW 


Ripple 


SN54LS247 


J,W 






7-351 




20 mA 


30V 


133mW 


Ripple 


SN54L46 


J 


SN74L46 


J, N 


7-22 


BCD-TO- 


20 mA 


15V 


133mW 


Ripple 


SN54L47 


J 


SN74L47 


J, N 


7-22 


SEVEN-SEGMENT 


6.4 mA 


5.5 V 


265 mW 


Ripple 


SN5448 


J,W 


SN7448 


J, N 


7-22 


DECODERS/DRIVERS 


6.4 mA 


5.5 V 


265 mW 


Ripple 


SN54248 


J,W 


SN74248 


J, N 


7-351 




6 mA 


5.5 V 


125mW 


Ripple 






SN74LS48 


J, N 


7-22 




6 mA 


5.5 V 


125 mW 


Ripple 






SN74LS248 


J, N 


7-351 




2 mA 


5.5 V 


125 mW 


Ripple 


SN54LS48 


J,W 






7-22 




2 mA 


5.5 V 


125 mW 


Ripple 


SN54LS248 


J, w 






7-351 




10 mA 


5.5 V 


165 mW 


Direct 


SN5449 


w 






7-22 




10 mA 


5.5 V 


265 mW 


Direct 


SN54249 


J,W 


SN74249 


J, N 


7-351 




8 mA 


5.5 V 


40 mW 


Direct 






SN74LS249 


J, N 


7-351 




8 mA 


5.5 V 


40 mW 


Direct 






SN74LS49 


J, N 


7-22 




4 mA 


5.5 V 


40 mW 


Direct 


SN54LS49 


J, w 






7-22 




4 mA 


5.5 V 


40 mW 


Direct 


SN54LS249 


J, w 






7-351 



RESULTANT DISPLAYS USING '46A, '47 A, '48, '49, 'L46, 'L47, 'LS47, 'LS48, 'LS49 



— I I ~i HI i_i i~ I III l~l _ _, I ^i |~ I 

II 1 1__ _i I _i i:zi 1 izi 1 1_ _i _ i_ 



10 11 12 13 14 



RESULTANT DISPLAYS USING '246, '247, '248, '249, 'LS247, 'LS248, 'LS249 



~i I ~"i 31 i_i i_ i~ M "I IIZI - _, I I IH l_ 

II I i_ _l I -J 1"^! 1 il.l _l L. _l _ l_ 
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MSI/LSI FUNCTIONS 
FUNCTIONAL INDEX/SELECTION GUIDE 



BUS TRANSCEIVERS AND DRIVERS 


DESCRIPTION 


TYPICAL 
PROPAGATION 
DELAY TIMES 


MAXIMUM 
SOURCE 
CURRENT 


MAXIMUM 

SINK 
CURRENT 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70''C 


CONTROLLER AND BUS DRIVER 
FOR 8080A SYSTEMS 




-1 mA 
-1 mA 


10 mA 
10 mA 






SN74S428 
SN74S438 


N 
N 


7-514 


OCTAL BUS TRANSCEIVERS 


8 ns 


-12 mA 


12 mA 


SN54LS245 


J 


SN74LS245 


J, N 


7-349 


4-BIT BUS TRANSCEIVERS 
WITH STORAGE 


10 ns 


-6.5 mA 


20 mA 


SN54S226 


J,W 


SN74S226 


J,N 


7-345 



ASYNCHRONOUS COUNTERS (RIPPLE CLOCKI-NEGATIVE-EDGE TRIGGERED 



DESCRIPTION 


COUNT 
FREQ 


PARALLEL 
LOAD 


CLEAR 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125''C 


0°C to 70 


°C 




50 MHz 


Yes 


Low 


240 mW 


SN54196 


J.W 


SN74196 


J, N 


7-331 




100 MHz 


Yes 


Low 


375 mW 


SN54S196 


J,W 


SN74S196 


J.N 


7-331 




35 MHz 


Yes 


Low 


150mW 


SN54176 


J,W 


SN74176 


J.N 


7-259 




32 MHz 


Set-to-9 


High 


40 mW 


SN54LS90 


J,W 


SN74LS90 


J.N 


7-72 


DECADE 


32 MHz 


Set-to-9 


High 


40 mW 


SN54LS290 


J,W 


SN74LS290 


J.N 


7^23 




32 MHz 


Set-to-9 


High 


160 mW 


SN5490A 


J,W 


SN7490A 


J.N 


7-72 




32 MHz 


Set-to-9 


High 


160 mW 


SN54290 


J,W 


SN74290 


J.N 


7-423 




30 MHz 


Yes 


Low 


60 mW 


SN54LS196 


J,W 


SN74LS196 


J.N 


7-331 




3 MHz 


Set-to-9 


High' 


20 mW 


SN54L90 


J. T 


SN74L90 


J.N 


7-72 




50 MHz 


Yes 


Low 


240 mW 


SN54197 


J.W 


SN74197 


J.N 


7-331 




100 MHz 


Yes 


Low 


375 mW 


SN54S197 


J,W 


SN74S197 


J, N 


7-331 




35 MHz 


Yes 


Low 


150mW 


SN54177 


J.W 


SN74177 


J.N 


7-259 




32 MHz 


None 


High 


39 mW 


SN54LS93 


J.W 


SN74LS93 


J.N 


7-72 


4-BIT BINARY 


32 MHz 


None 


Higlr 


39 mW 


SN54LS293 


J.W 


SN74LS293 


J.N 


7-423 




32 MHz 


None 


High 


160 mW 


SN5493A 


J.W 


SN7493A 


J.N 


7-72 




32 MHz 


None 


High 


160 mW 


SN54293 


J.W 


SN74293 


J.N 


7-423 




30 MHz 


Yes 


Low 


60 mW 


SN 54 LSI 97 


J.W 


SN74LS197 


J, N 


7-331 




3 MHz 


None 


High 


20 mW 


SN54L93 


J, T 


SN74L93 


J.N 


7-72 


DIVIDE-BY-12 


32 MHz 
32 MHz 


None 
None 


High 
High 


39 mW 
160 mW 


SN54LS92 
SN5492A 


J.W 
J.W 


SN74LS92 
SN7492A 


J.N 
J.N 


7-72 




25 MHz 


None 


High 


210 mW 


SN 54390 


J.W 


SN 74390 


J.N 


7-489 


DUAL DECADE 


35 MHz 
25 MHz 


None 
Set-to-9 


High 
High 


75 mW 
225 mW 


SN54LS390 
SN54490 


J.W 
J.W 


SN74LS390 
SN 74490 


J, N 
J.N 


7^89 
7-520 




35 MHz 


Set-to-9 


High 


75 mW 


SN54LS490 


J.W 


SN74LS490 


J, N 


7-520 


DUAL 4-BIT BINARY 


25 MHz 
35 MHz 


None 
None 


High 
High 


190 mW 
75 mW 


SN 54393 
SN54LS393 


J.W 
J.W 


SN 74393 
SN74LS393 


J.N 
J.N 


7-489 
7^89 
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MSI/LSI FUNCTIONS 

FUNCTIONAL INDEX/SELECTION GUIDE 



SYNCHRONOUS COUNTERS-POSITIVE-EDGE TRIGGERED 



DESCRIPTION 


COUNT 
FREQ 


PARALLEL 
LOAD ' 


CLEAR 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°C to 125°C 


0°C to 70° C 


DECADE 


40 MHz 
25 MHz 
25 MHz 
25 MHz 
25 MHz 


Sync 
Sync 
Sync 
Sync 
Sync 


Sync-L 
Sync-L 
Async-L 
Sync-L 
Async-L 


475 mW 

93 mW 

93 mW 

305 mW 

305 mW 


SN54S162 

SN54LS162A 

SN54LS160A 

SN54162 

SN54160 


J,W 
J,W 
J,W 
J,W 
J,W 


SN74S162 

SN74LS162A 

SN74LS160A 

SN74162 

SN74160 


J, N 
J, N 
J, N 
J, N 
J, N 


7-190 


DECADE 
UP/DOWN 


40 MHz 
25 MHz 
25 MHz 
20 MHz 
20 MHz 
3 MHz 


Sync 
Async 
Async 
Async 
Async 
Async 


None 

Async-H 

Async-H 

None 

None 

Async-H 


500 mW 
85 mW 
325 mW 
100 mW 
325 mW 
42 mW 


SN54S168 

SN54LS192 

SN54192 

SN54LS190 

SN54190 

SN54L192 


J,W 
J,W 
J,W 
J,W 
J,W 
J 


SN74S168 

SN74LS192 

SN74192 

SN74LS190 

isN74190 

SN74L192 


J, N 
J, N 
J, N 
J, N 
J, N 
J, N 


7-226 
7-306 
7-306 
7-296 
7-296 
7-306 


DECADE 1 
RATE MULTIPLIER, Nio 


25 MHz 


Set-to-9 


Async-H 


270 mW 


SN54167 


J,W 


SN74167 


J, N 


7-222 


4-BIT BINARY 


40 MHz 
25 MHz 
25 MHz 
25 MHz 
25 MHz 


Sync 
Sync 
Sync 
Sync 
Sync 


Sync-L 
Sync-L 

Async-L 
Sync-L 

Async-L 


475 mW 

93 mW 

93 mW 

305 mW 

305 mW 


SN54S163 

SN54LS163A 

SN54LS161A 

SN54183 

SN54161 


J,W 
J,W 
J,W 
J,W 
J,W 


SN74S163 

SN74LS163A 

SN74LS161A 

SN74163 

SN74161 


J, N 
J, N 
J, N 
J, N 
J, N 


7-190 


4-BIT BINARY 
UP/DOWN 


40 MHz 
25 MHz 
25 MHz 
25 MHz 
20 MHz 
20 MHz 
3 MHz 


Sync 
Sync 
Async 
Async 
Async 
Async 
Async 


None 

None 

Async-H 

Async-H 

None 

None 

Async-H 


500 mW 
100 mW 

85 mW 
325 mW 

90 mW 
325 mW 

42 mW 


SN54S169 

SN54LS169A 

SN54LS193 

SN54193 

SN54LS191 

SN54191 

SN54L193 


J,W 
J,W 
J,W 
J,W 
J,W 
J,W 
J 


SN74S169 

SN 74 LSI 69 A 

SN74LS193 

SN74193 

SN74LS191 

SN74191 

SN74L193 


J, N 
J, N 
J, N 
J, N 
J, N 
J, N 
J, N 


7-226 
7-226 
7-306 
7-306 
7-296 
7-296 
7-306 


6-BIT BINARY i 
RATE MULTIPLIER, "nJ 


25 MHz 




Async-H 


345 mW 


SN5497 


J,W 


SN7497 


J, N 


7-102 



BIPOLAR BIT-SLICE PROCESSOR ELEMENTS^ 



DESCRIPTION 


CASCADABLE 

TO 

N-BITS 


TYPICAL 

M-OPERATION 

TIME 


TECHNOLOGY 


DEVICE TYPE 
AND PACKAGE 


-55°Cto 125°C 


0°C to 70°C 


4-BIT SLICE 


Yes 
Yes 


100 ns 
120 ns 


STTL 
STTL 






SN74S481 
SN74LS481 


J, N 
J, N 



FIRST-IN FIRST-OUT MEMORIES (FIFO'SI+ 



DESCRIPTION 


TYPE 

OF 

OUTPUT 


DELAY TIME 
FROM 
CLOCK 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


-55°C to 125°C 


0°C to 70°C 


ASYNCHRONOUS 16X5 


3-State 


50 ns 


400 mW 






SN74S225 


J 



'See Bipolar Microcomputer Components Data Book, LCC4440. 
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MSI/LSI FUNCTIONS 
FUNCTIONAL INDEX/SELECTION GUIDE 



RANDOM-ACCESS READ-WRITE MEMORIES (RAM'S) 





ORGANI- 
ZATION 


TYPE 


TYPICAL 


TYPICAL 


TYP POWER 




DEVICE TYPE 




PAGE 
NO. 


DESCRIPTION 


OF 
OUTPUT 


ADDRESS 
TIME 


ENABLE 
TIME 


DISSIPATION 
PER BIT 


AND PACKAGE 




-55°C to 125°C 


0°C to 70 


°C 


1024-BIT ARRAYS 


1024 X 1 


3-State 


65 ns 


20 ns 


0.2/0.07 mW 


SN54LS215 


JD 


SN74LS215 


JD, N 




WITH POWER-DOWN 


1024 X 1 


O-C 


65 ns 


20 ns 


0.2/0.07 mW 


SN54LS315 


JD 


SN74LS315 


JD, N 






1 024 X 1 


3-State 


65 ns 


20 ns 


0.2 mW 


SN54LS214 


JD 


SN74LS214 


JD, N 






1024 X 1 


3-State 


30 ns 


15 ns 


0.51 mW 


SN54S214 


JD 


SN74S214 


JD, N 






1024 X 1 


O-C 


65 ns 


20 ns 


0.2 mW 


SN54LS314 


JD 


SN74LS314 


JD, N 




1024-BIT ARRAYS 


1024 X 1 


O-C 


30 ns 


15 ns 


0.51 mW 


SN54S314 


JD 


SN74S314 


JD, N 




256X4 


3-State 


60 ns 


20 ns 


0.3 mW 


SN54LS207 


J 


SN74LS207 


J, N 






256X4 


3-State 


40 ns 


15 ns 


0.59 nnW 


SN54S207 


J 


SN74S207 


J, N 






256X4 


3-State 


60 ns 


20 ns 


0.3 mW 


SN54LS208 


J 


SN74LS208 


J, N 






256X4 


3-State 


40 ns 


15 ns 


0.59 mW 


SN54S208 


J 


SN74S208 


J, N 




256-BIT ARRAYS 


256 X 1 


3-State 


35 ns 


15 ns 


1.1/0.39 nnW 


SN54LS202 


J, W 


SN74LS202 


J, N 




WITH POWER-DOWN 


256 X 1 


O-C 


35 ns 


15 ns 


1.1/0.39 mW 


SN54LS302 


J, W 


SN74LS302 


J.N 






256 X 1 


3-State 


35 ns 


15 ns 


1.1 mW 


SN54LS200A 


J, W 


SN74LS200A 


J, N 






256 X 1 


3-State 


25 ns 


15 ns 


1.9 mW 


SN54S200A 


J, W 


SN74S200A 


J, N 




256-BIT ARRAYS 


256 X 1 
256 X 1 


3-State 
O-C 


42 ns 
35 ns 


17 ns 
15 ns 


1.9 mW 
1.1 mW 


SN54S201 
SN54LS300A 


J, W 
J, W 


SN74S201 
SN74LS300A 


J, N 
J.N 






256 X 1 


O-C 


25 ns 


15 ns 


1.9 mW 


SN54S300A 


J.W 


SN74S300A 


J.N 






256 X 1 


O-C 


42 ns 


13 ns 


1.9 mW 


SN54S301 


J, W 


SN74S301 


J.N 






16X4 


3-State 


25 ns 


12 ns 


5.9 mW 


SN54S189 


J.W 


SN74S189 


J.N 




64-BIT ARRAYS 


16X4 


O-C 


25 ns 


12 ns 


5.9 mW 


SN54S289 


J, W 


SN74S289 


J.N 






16X4 


O-C 


32 ns 


30 ns 


5.9 mW 






SN7489 


J. N 




16-BIT ARRAYS 


16 X 1 
16X 1 


O-C 
O-C 


15 ns 
15 ns 


15 ns 
15 ns 


14 mW 
14 mW 


SN5481A 
SN5484A 


J, W 
J, W 


SN7481A 
SN7484A 


J.N 
J.N 




16-BIT MULTIPLE-PORT 
REGISTER FILE 


8X2 


3-State 


33 ns 


15 ns 


35 mW 






SN74172 


J.N 


7-245 




4X4 


O-C 


27 ns 


15 ns 


7.8 mW 


SN54LS170 


J, W 


SN74LS170 


J.N 


7-237 


16-BIT REGISTER FILE 


4X4 


O-C 


30 ns 


15 ns 


40 mW 


SN54170 


J, W 


SN74170 


J.N 


7-237 




4X4 


3-State 


24 ns 


19 ns 


9.3 mW 


SN54LS670 


J, W 


SN74LS670 


J, N 


7-526 



READ-ONLY MEMORIES (ROM'S)t 



DESCRIPTION 


ORGANI- 
ZATION 


TYPE 

OF 

OUTPUT 


TYPICAL 

ADDRESS 

TIME 


TYPICAL 
ENABLE 

, TIME 


TYP POWER 

DISSIPATION 

PER BIT 


DEVICE TYPE 
AND PACKAGE 


-55°Cto 125"C 


0"C to 70°C 


2048-BIT ARRAYS 


512X4 
256X8 
512X4 
256X8 


O-C 

O-C 

3-State 

3-State 


45 ns 
45 ns 
45 ns 
45 ns 


15 ns 
15 ns 
15 ns 
15 ns 


0.26 mW 
0.26 mW 
0.26 mW 
0.26 mW 


SN54S270 
SN54S271 
SN54S370 
SN54S371 


J 
J 
J 
J 


SN74S270 
SI\I74S271 
SN74S370 
SN74S371 


J.N 
J.N 
J. N 
J, N 


1024-BIT ARRAYS 


256X4 


O-C 


40 ns 


20 ns 


0.46 mW 


SN54187 


J.W 


SN74187 


J, N 


256-BIT ARRAYS 


32X8 


b-c 


26 ns 


22 ns 


1.1 mW 


SN5488A 


J.W 


SN7488A 


J, N 



tsee Bipolar Microcomputer Components Data Book, LCC4270. 
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PROGRAMMABLE READ-ONLY MEMORIES (PROM'S)t 





ORGANI- 
ZATION 


TYPE 


TYPICAL 


TYPICAL 


TYP POWER 


DEVICE TYPE 


DESCRIPTION 


OF 
OUTPUT 


ADDRESS 
TIME 


ENABLE 
TIME 


DISSIPATION 
PER BIT 


AND PACKAGE 


-55°Cto125°C 


0°C to 70°C 1 




512X8 


3-State 


55 ns 


20 ns 


0.14 mW 


SN54S472 


J 


SN74S472 


J,N 


4096-BIT ARRAYS 


512X8 


0-C 


55 ns 


20 ns 


0.14 mW 


SN54S473 


J 


SN74S473 


J.N 


512X8 


3-State 


55 ns 


20 ns 


0.14 mW 


SN54S474 


J,W 


SN74S474 


J,N 




512X8 


0-C 


55 ns 


20 ns 


0.14 mW 


SN54S475 


J,W 


SN74S475 


J, N 


2048-BIT ARRAYS 


256X8 


0-C 


50 ns 


20 ns 


0.24 mW 


SN54S470 


J 


SN74S470 


J, N 


256X8 


3-State 


50 ns 


20 ns 


0.27 mW 


SN54S471 


J 


SN74S471 


J, N 


1024-BIT ARRAYS 


256X4 


3-State 


40 ns 


15 ns 


0.49 mW 


SN54S287 


J,W 


SN74S287 


J, N 


256X4 


0-C 


40 ns 


15 ns 


0.49 mW 


SN54S387 


J,W 


SN74S387 


J, N 


512-BIT ARRAYS 


64X8 


O-C 


50 ns 


47 ns 


0.6 mW 


SN54186 


J,W 


SN74186 


J,N 




32X8 


O-C 


29 ns 


28 ns 


1.3 mW 


SN54188A 


J,W 


SN74188A 


J, N 


256-BIT ARRAYS 


32X8 


O-C 


25 ns 


12 ns 


1.56 mW 


SN54S188 


J,W 


SN74S188 


J, N 




32X8 


3-State 


•25 ns 


12 ns 


1.56 mW 


5N54S288 


J,W 


SN74S288 


J, N 



MICROPROCESSOR CONTROLLERS AND SUPPORT FUNCTIONS 



DESCRIPTION 


SYSTEM 
APPLICATION 


TYP TOTAL 

POWER 
DISSIPATION 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°C to 70° C 




8080A 


700 mW 






SN74S428 (TIM8228) 


N 


7-514 


SYSTEM CONTROLLERS 


8080A 


700 mW 






SN74S438 (TIM8238) 


N 


7-514 


Universal 


450 mW 


SN54S482 


J 


SN74S482 


J, N 


t 


REGISTERS 


TMS 9900 


llOmW 


SN54LS259 


J,W 


SN74LS259 (TIM9906) 


J, N 


7-376 


MULTI-MODE LATCHES 


8080A 


410 mW 


SN54S412 


J,W 


SN74S412 (TIM8212) 


J, N 


7-502 


TRANSCEIVERS AND 




625 mW 


SN54S226 


J,W 


SN74S226 


J, N 


7-345 


BUS DRIVERS 




207 mW 


SN54LS245 




SN74LS245 


J, N 


7-349 






98 mW 


SN54LS240 




SN74LS240 


J, N 


6-83 






450 mW 


SN54S240 




SN74S240 


J.N 


6-83 


TRANSCEIVERS AND 
BUS DRIVERS (SSI) 




lOOmW 
538 mW 
128mW 


SN54LS241 

SN54S241 

SN54LS242 


J,W 


SN74LS241 

SN74S241 

SN74LS242 


J.N 
J.N 
J.N 


6-83 
6-83 
6-87 






128 mW 


SN54LS243 


J,W 


SN74LS243 


J.N 


6-87 






lOOmW 


SN54LS244 


J 


SN74LS244 


J.N 


6-83 




TMS 9900 


190mW 


SN54148 


J,W 


SN74148 (TIM9907) 


J.N 


7-151 


LOGIC ELEMENTS 


TMS 9900 


35 mW 


SN54LS251 


J,W 


SN74LS251 (TIM9905) 


J.N 


7-362 




TMS 9900 


63 mW 


SN54LS348 


J,W 


SN74LS348 (TIM9908) 


J.N 


7-448 



ERROR DETECTION AND CORRECTION CIRCUITS 



DESCRIPTION 


TYPE 

OF 

OUTPUTS 


MEMORY 
OVERHEAD 


ERRORS 
FLAGGED 


ERRORS 
CORRECTED 


DEVICE TYPE 
AND PACKAGE 


PAGE 
NO. 


-55°Cto125°C 


0°Cto70°C 


16-BIT PARALLEL 


3-STATE 


6 BITS 


2-BIT 


1-BIT 


SN54LS630 


J 


SN74LS630 


N.J 


7-465 


16-BIT PARALLEL 


0-C 


6 BITS 


2-BIT 


1-BIT 


SN54LS631 


J 


SN74LS631 


N,J 


7-465 



^See Bipolar Microcomputer Components Data Book, LCC4440. 
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TTL 

MSI 



TYPES SN5442A THRU SN5444A, SI\I54L42 THRU SN54L44. 

SN54LS42, SN7442A THRU SN7444A, 

SN74L42 THRU SN74L44, SN74LS42 

4-LINE-TO-10-LINE DECODERS (1-OF-10) 



BULLETIN NO. DL-S 7611861, MARCH 1974-REVISED OCTOBER 1976 



'42A, 'L42, 'LS42 . . . BCD-TO-DECIMAL 

'43A, 'L43 . . . EXCESS-3-TO-DECIMAL 

'44A, 'L44 . . . EXCESS-3-GRAY-TO-DECIMAL 

All Outputs Are High for 
Invalid Input Conditions 



Also for Application as 
4-Line-to-1 6-Line Decoders 
3-Line-to-8-Line Decoders 

Diode-Clamped Inputs 



SIM5442A THRU SN5444A, SN54LS42 ... J OR W PACKAGE 
SN54L42 THRU SN54L44 ... J PACKAGE 
SN7442A THRU SN7444A, 
SN74L42 THRU SN74L44, SN74LS42 ... J OR N PACKAGE 
(TOP VIEW) 



TYPES 



TYPICAL TYPICAL 

POWER DISSIPATION PROPAGATION DELAYS 

'42A, '43A, '44A 140 mW 17 ns 

'L42, 'L43, •L44 70 mW 49 ns 

'LS42 35 mW 17 ns 



description 



These monolithic decimal decoders consist of eight 
inverters and ten four-input NAND gates. The invert- 
ers are connected in pairs to make BCD input data 
available for decoding by the NAND gates. Full 
decoding of valid input logic ensures that all outputs 
remain off for all invalid input conditions. 



rJi^MJlTlMRlCTWil, 



TT=^ 



A B C D 



01 23456789 



HH 



urns 




positive logic: see function table 



The '42A, 'L42, and 'LS42 BCD-to-decimal decoders, 

the '43A and 'L43 excess-3-to-decimal decoders, and 

the '44A and 'L44 excess-3-gray-to-decimal decoders feature inputs and outputs that are compatible for use with most 

TTL and other saturated low-level logic circuits. D-c noise margins are typically one volt. 



Series 54, 54L, and 54LS circuits are characterized for operation over the full military temperature range of —55 
125°C; Series 74, 74L, and 74LS circuits are characterized for operation from 0°C to 70°C. 

FUNCTION TABLE 



CtO 





'42A, 'L42, 'LS42 


'43 A, 'L43 


'44A, 'L44 








ALL TYPES 








NO. 


BCD INPUT 


EXCESS-3-INPUT 


EXCESS-3-GRAY INPUT 








DECIMAL OUTPUT 








D C B A 


D C B A 


D C B A 





1 


2 


3 4 5 6 


7 


8 


9 





L L L L 


L L H H 


L L H L 


L 


H 


H 


H H H H 


H 


H 


H 


1 


L L L H 


L H L L 


L H H L 


H 


L 


H 


H H H H 


H 


H 


H 


2 


L L H L 


L H L H 


L H H H 


H 


H 


L 


H H H H 


H 


H 


H 


3 


L L H H 


L H H L 


L H L H 


H 


H 


H 


L H H H 


H 


H 


H 


4 


L H L L 


L H H H 


L H L L 


H 


H 


H 


H L H H 


H 


H 


H 


5 


L H L H 


H L L L 


H H L L 


H 


H 


H 


H H L H 


H 


H 


H 


6 


L H H L 


H L L H 


H H L H 


H 


H 


H 


H H H L 


H 


H 


H 


7 


L H H H 


H L H L 


H H H H 


H 


H 


H 


H H H H 


L 


H 


H 


8 


H L L L 


H L H H 


H H H L 


H 


H 


H 


H H H H 


H 


L 


H 


9 


H L L H 


H H L L 


H L H L 


H 


H 


H 


H H H H 


H 


H 


L 




H L H L 


H H L H 


H L H H 


H 


H 


H 


H H H H 


H 


H 


H 


a 


H L H H 


H H H L 


H L L H 


H 


H 


H 


H H H H 


H 


H 


H 


-1 


H H L L 


H H H H 


H L L L 


H 


H 


H 


H H H H 


H 


H 


H 


> 


H H L H 


L L L L 


L L L L 


H 


H 


H 


H H H H 


H 


H 


H 




H H H L 


L L L H 


L L L H 


H 


H 


H 


H H H H 


H 


H 


H 




H H H H 


L L H L 


L L H H 


H 


H 


H 


H H H H 


H 


H 


H 



H = high level, L = low level 
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H 
m 

> 

m 
z 

H 

cn 




'42A, 'L42, ^542 
BCD-TO-DECIMAL DECODERS 



'42ATHRU'44A 
'U42THRU'L44 



'43A, 'L43 
EXCESS-3-TO-DECIMAL DECODERS 



'44 A, 'L44 
EXCESS-3-G RAY-TO-DECIMAL DECODERS 



'42A THRU '44A 
'L42THRU'L44 



EQUIVALENT OF 
EACH INPUT 




'42ATHRU '44A: Rgq = 4 kO NOM 
'L42THRU 'L44: Rp„ = 8 kH NOM 



EQUIVALENT OF 
EACH INPUT 



^«- 



5? V: 



TYPICAL OF 
ALL OUTPUTS 




•42ATHRU'44A: R = 130 li NOM 
'L42THRU 'L44: R = 260 fi NOM 



TYPICAL OF 
ALL OUTPUTS 



i2on. 

NOM 




4k 


c/3 


-1 


1 


•^ 


-< 




CJ1 


■o 


^^ 


•^ 


m 


m 


r— 


CO 


^ 


!g 


CO 


o 


N9 


z 


1 

O 


CO 


«J1 


1 


^B 


•p> 


r" 


^ 

^ 




m 


N9 


-< 


a 


> 




m 


^ 


30 


O 




C 


O 


30 


CO 


o 
m 
30 
C/3 


CO 


z 
en 


_ 


■:*! 


^ 


^* 


•^ 


> 


O 

1 


> 


CO 

z 


o 


CO 


Ul 


^""^ 




■Ck 




IMj 


p- 




■Ck ^ 




1— 


ro 




■^ 






N3 -4 



= CO 

co^ 

9 en 



CO 






TYPES SN5442A. SN5443A, SN5444A, SN7442A, SN7443A, SN7444A 

4-LINE-TO-10-LINE DECODERS (1-OF-10) 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage • 5.5 V 

Operating free-air temperature range: SN54' Circuits — 55°Cto125°C 

SN74' Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1: Voltage values are with respect to netyvork ground terminal. 

recommended operating conditions 





SN5442A 
SN5443A 
SN5444A 


SN7442A 
SN7443A 
SN7444A 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN5442A 
SN5443A 
SN5444A 


CO CO CO 
2 2 2 

Vj VI VI 

> > > 


UNIT 


MIN TYPt MAX 


MIN TYPi MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Iqh = -800 mA 


2.4 3.4 


2.4 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L= 16 mA 


0.2 


0.4 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Vcc=MAX, 


V| = 2.4 V 


40 


40 


mA 


l|L 


Low level input current 


Vcc=MAX, 


V| = 0.4 V 


-1.6 


-1.6 


mA 


'OS 


Short-circuit output current § 


Vcc=MAX 


-20 


-55 


-18 


-55 


mA 


'cc 


Supply current 


Vcc=MAX, 


See Note 2 


28 


41 


28 


56 


mA 



tpor conditions shown as MIN or MAX, use the appropriate values specified under recommended operating conditior 

TAII typical values are at Vqq = 5 V, T/^ = 25°C. 

8 Not more than one output should be shorted at a time. 

NOTE 2: Iqq is measured with all outputs open and all inputs grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


Propagation delay time, high-to-low-level 
fPHL 

output from A, B, C, or D through 2 levels of logic 


Cl= 15 pF, 

Rl = 400 n. 

See Note 3 


14 25 


ns 


Propagation cJelay time, high-to-low-level 

tpLlI 

output from A, B, C, or D through 3 levels of logic 


17 30 


ns 


Propagation delay time, low-to-high-level 

tpi u 

output from A, B, C, and D through 2 levels of logic 


10 25 


ns 


Propagation delay time, low-to-high-level 
tpi u 

output from A, B, C, and D through 3 levels of logic 


17 30 


ns 



NOTE 3: Load circuits and waveforms are shown on page 3-10. 
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TYPES SN54L42, SN54L43, SN54L44. SN74L42, SN74L43, SN74L44 
4-LINE-TO-10-LINE DECODERS (1-OF-10) 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54L' Circuits — 55°Cto125°C 

SN74L' Circuits 0°C to 70°C 

Storage temperature range — 65°Ctol50°C 

NOTE 1: Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54L42 
SN54L43 
SN54L44 


SN74L42 
SN74L43 
SN74L44 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


8 


8 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSl^ 


MIN TYPt MAX 


UNIT 


V||-) High-level input voltage 




2 


V 


ViL Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


VqH High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -400;iA 


2.4 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 8mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l||-l High-level input current 


Vcc = MAX, V| = 2.4V 


20 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.8 


mA 


Iqs Short-circuit output currents 


Vcc = MAX 


-9 -28 


mA 


'CC Supply Current 


Vcc = MAX, 
See Note 2 


SN54L' 


14 22 


mA 


SN74L' 


14 28 



^For conditions shown as MIN or MAX, use the appropriate values specified under recommended operating conditions. 

tAII typical values are at S/qc = 5 V, T;^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 2: IqC '^ measured with all outputs open and inputs grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


Propagation delay time, high-to-low-level 

tpul 

output from A, B, C, or D through 2 levels of logic 


CL = 15pF, 
RL = 800n, 
See Note 3 


10 44 60 


ns 


Propagation delay time, high-to-low-level 

tpui 

output from A, B, C, or D through 3 levels of logic 


46 70 


ns 


Propagation delay time, low-to-high-level 
tpi |_i 

output from A, B, C, and D through 2 levels of logic 


10 34 50 


ns 


Propagation delay time, low-to-high-level 

tpi u 

output from A, B, C, and D through 3 levels of logic 


52 70 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS42, SN74LS42 
4-LINE-TO-10-LINE DECODERS (1-OF-10) 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS42 -55°Cto125°C 

SN74LS42 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS42 


SN74LS42 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS42 


SN74LS42 


UNIT 




MIN TYP* MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-levelinput voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, l| = -18mA 


-1.5 


-1.5 


V 


VqH High-level output voltage 


Vcc=IVIIN, V|H = 2V, 
V|L=V|Lmax. Ioh = -400mA 


2.5 3.5 


2.7 3.5 


V 


Vol Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = V|L max 


Iql = 4 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 7V 


0.1 


0.1 


mA 


IjH High-level input current 


Vcc=MAX, V| = 2.7V 


20 


20 


mA 


l|L Low-level input current 


Vcc=MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output current§ 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


Ice Supply current 


Vcc=MAX, See Note 2 


7 13 


7 13 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
TAII typical values are at V c.r. = 5 V, Ta = 25°C. 

^ Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 2. Ice i' measured with all outputs open and inputs grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


Propagation delay time, high-to-low-level 
tpi_ii 

output from A, B, C, or D through 2 levels of logic 


Cl = 15 pF, 
RL = 2kn, 
See Note 4 


15 25 


ns 


Propagation delay time, high-to-low-level 
tpuii 

output from A, B, C, or D through 3 levels of logic 


20 30 


ns 


Propagation delay time, low-to-high-level 
tPLH 

output from A, B, C, and D through 2 levels of logic 


15 25 


ns 


Propagation delay time, low-to-high-level 
tpi |_i 

output from A, B, C, and D through 3 levels of logic 


20 30 


ns 



NOTE 4: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN5445, SN7445 
BCD-TO-DECIMAL DECODERS/DRIVERS 

BULLETIN NO. DL-S 7211816, DECEMBER 1972 



FOR USE AS LAMP, RELAY, OR MOS DRIVERS 



featuring 

Full Decoding of Input Logic 
80-mA Sink-Current Capability 
All Outputs Are Off for Invalid 



BCD Input Conditions 



logic 



FUNCTION TABLE 



NO. 


INPUTS 


OUTPUTS 1 


D C 


B 


A 





1 


2 


3 


4 


5 


6 


7 


8 9 





L L 


L 


L 


L 


H 


H 


H 


H 


H 


H 


H 


H H 


1 


L L 


L 


H 


H 


L 


H 


H 


H 


H 


H 


H 


H H 


2 


L L 


H 


L 


H 


H 


L 


H 


H 


H 


H 


H 


H H 


3 


L L 


H 


H 


H 


H 


H 


L 


H 


H 


H 


H 


H H 


4 


L H 


L 


L 


H 


H 


H 


H 


L 


H 


H 


H 


H H 


5 


L H 


L 


H 


H 


H 


H 


H 


H 


L 


H 


H 


H H 


6 


L H 


H 


L 


H 


H 


H 


H 


H 


H 


L 


H 


H H 


7 


L H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


L 


H H 


8 


H L 


L 


L 


H 


H 


H 


H 


H 


H 


H 


H 


L H 


9 


H L 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H L 




H L 


H 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


Q 


H L 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


< 
> 


H H 


L 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


H H 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H H 




H H 


H 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H H 




H H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H H 



H = high level (off), L = low level (on) 



description 



These monolithic BCD-to-decimal decoders/drivers 
consist of eight inverters and ten four-input NAND 
gates. The inverters are connected in pairs to make 
BCD input data available for decoding by the NAND 
gates. Full decoding of valid BCD input logic ensures 
that all outputs remain off for all invalid binary input 
conditions. These decoders feature TTL inputs and 
high-performance, n-p-n output transistors designed 
for use as indicator/relay drivers or as open-collector 
logic-circuit drivers. Each of the high-breakdown 
output transistors (30 volts) will sink up to 80 
milliamperes of current. Each input is one normalized 
Series 54/74 load, inputs and outputs are entirely 
compatible for use with TTL or DTL logic circuits, 
and the outputs are compatible for interfacing with 
most MOS integrated circuits. Power dissipation is 
typically 215 milliwatts. 



SN5445 ... J OR W PACKAGE 

SN7445 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS 
VCC ""^ B C 



Q 



16 15 14 13 12 11 10 9 



BCD-TO-DECIMAL 
01 23456789 



uuuuuuyuo 



12 3 4 5 6 7 



4 5 6 , GND 



positive logic: see function table 



functional block diagram 

INPUT A-ii^U^O- 

INPUT B-iHLhv^ 
INPUT C -ii^LP^ 
INPUT D-!Mr>0 
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TYPES SN5445, SN7445 
BCD-TO-DECIMAL DECODERS/DRIVERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Maximum current Into any output (off-state) 1 mA 

Operating free-air temperature range: SN5445 Circuits -55°Cto125°C 

SN7445 Circuits 0°C to 70°C 

Storage temperature range — 65°C to 150°C 

NOTE 1 : Voltage values are with respect to network grounci terminal. 



recommended operating conditions 





SN5445 


SN7445 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


Off-state output voltage 


30 


30 


V 


Operating free-air temperature, T/^ 


-55 125 


70 


°c 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


VjL Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


Vo(on) On-state output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V 


'O(on) = 80mA 


0.5 0.9 


V 


'O(on) = 20mA 


0.4 


'O(off) Off-state output current 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Vo(off) = 30V 


250 


mA 


Ij Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l||^ High-level input current 


Vcc = MAX, V| = 2.4V 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-1.6 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


SN5445 


43 62 


mA 


SN7445 


43 70 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type 

Jam typical values are at VqC = 5 V, T^ = 25° C. 

NOTE 2: \qq is measured with all inputs grounded and outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


tPLH 


Propagation delay time, low-to-high-level output 


Cl=15pF, RL=100n, See Note 3 


50 


ns 


tPHL 


Propagation delay time, high-to-low-level output 


50 


ns 



NOTE 3: Load circuit and waveforms are shown on page 3-10. 

schematics of inputs and outputs 



EQUIVALENT OF ALL INPUTS 

Vcc 







TYPICAL OF ALL OUTPUTS 
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TYPES SN5446A. '47A, '48, '49, SN54L46. 'L47, SN54LS47, 'LS48, 'LS49, 

SN7446A. '47A. '48, SN74L46, 'L47. SN74LS47, 'LS48, 'LS49 

BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



BULLETIN NO. DL-S 7611811, MARCH 1974-REVISED OCTOBER 1976 



'46A, '47 A, 'L46, 'L47, 'LS47 
feature 



'48, 'LS48 
feature 



'49, 'LS49 
feature 



Open-Collector Outputs 
Drive Indicators Directly 

Lamp-Test Provision 

Leading/Trailing Zero 
Suppression 



Internal Pull-Ups Eliminate 
Need for External Resistors 

Lamp-Test Provision 

Leading/Trailing Zero 
Suppression 



Open-Collector Outputs 
Blanking Input 



All Circuit Types Feature Lamp Intensity Modulation Capability 



TYPE 


DRIVER OUTPUTS 


TYPICAL 

POWER 

DISSIPATION 


PACKAGES 


ACTIVE 
LEVEL 


OUTPUT 
CONFIGURATION 


SINK 
CURRENT 


MAX 
VOLTAGE 


SN5446A 
SN5447A 
SN5448 
SN5449 


low 
low 
high 
high 


open-collector 
open-collector 
2-kn pull-up 
open-collector 


40 mA 
40 mA 
6.4 mA 
10 mA 


30 V 
15 V 
5.5 V 
5.5 V 


320 mW 
320 mW 
265 mW 
165 mW 


J,W 
J,W 
J,W 

w 


SN54L46 
SN54L47 


low 
low 


open-collector 
open-collector 


20 mA 
20 mA 


30 V 
15V 


160mW 
160 mW 


J 
J 


SN54LS47 
SN54LS48 
SN54LS49 


low 
high 
high 


open-collector 
2-kn pull-up 
open-collector 


12 mA 
2 mA 
4 mA 


15 V 
5.5 V 
5.5 V 


35 mW 
125 mW 
40 mW 


J,W 
J,W 
J,W 


SN7446A 
SN7447A 
SN7448 


low 
low 
high 


open-collector 
open-collector 
2-kn pull-up 


40 mA 
40 mA 
6.4 mA 


30 V 
15V 
5.5 V 


320 mW 
320 mW 
265 mW 


J, N 
J, N 
J, N 


SN74L46 
SN74L47 


low 
low 


open-collector 
open-collector 


20 mA 
20 mA 


30 V 
15V 


160 mW 
160mW 


J, N 
J, N 


SN74LS47 
SN74LS48 
SN74LS49 


low 
high 
high 


open-collector 
2-kn pull-up 
open-collector 


24 mA 
6 mA 
8 mA 


15 V 
5.5 V 
5.5 V 


35 mW 
125 mW 
40 mW 


J,N 
J, N 
J,N 



'46A, '47 A, 'L46, 'L47, 'LSA? 
(TOP VIEW) 



'48, 'LS48 
(TOP VIEW) 



'49, 'LS49 
(TOP VIEW) 



J?U^^1J^U^^UiiU^^U^^1-R^ 




ijjijjliJliJliJijjijjiir 



r i^^u^^u^i^uiiui^uirLn^^ 




^liiiiiiJiAninij-iinif 



JBJJiLMJjiU^lJIUIL 




rnliHiJIiJIiJliruf 



positive logic: see function tables 
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TYPES SN5446A. '47A. '48. '49. SN54L46. 'L47. SN54LS47. 'LS48. 'LS49, 

SI\I7446A. '47A, '48. SN74L46. 'L47. SN74LS47, 'LS48, 'LS49 

BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 

description 

The '46A, 'L46, '47 A, 'L47, and 'LS47 feature active-low outputs designed for driving common-anode VLEDs or 
incandescent indicators directly, and the '48, '49, 'LS48, 'LS49 feature active-high outputs for driving lamp buffers or 
common-cathode VLEDs. All of the circuits except '49 and 'LS49 have full ripple-blanking input/output controls and a 
lamp test input. The '49 and 'LS49 circuits incorporate a direct blanking input. Segment identification and resultant 
displays are shown below. Display patterns for BCD input counts above 9 are unique symbols to authenticate input 
conditions. 

The '46A, '47A, '48, 'L46, '^L47, 'LS47, and 'LS48 circuits incorporate automatic leading and/or trailing-edge 
zero-blanking control (RBI and RBO). Lamp test (LT) of these types may be performed at any time when the BI/RBO 
node Is at a high level. All types (including the '49 and 'LS49) contain an overriding blanking input (Bl) which can be 
used to control the lamp intensity by pulsing or to inhibit the outputs. Inputs and outputs are entirely compatible for 
use with TTL or DTL logic outputs. 

The SN54246/SN74246 through '249 and the SN54LS247/SN74LS247 through 'LS249 compose the B and 
the E7 with tails and have been designed to offer the designer a choice between two indicator fonts. The 
SN54249/SN74249 and SN54LS249/SN74LS249 are 16-pin versions of the 14-pin SN5449 and 'LS49. Included in the 
'249 circuit and 'LS249 circuits are the full functional capability for lamp test and ripple blanking, which is 
not available in the '49 or 'LS49 circuit. 
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2 3 4 5 6 7 8 9 10 11 12 13 

NUMERICAL DESIGNATIONS AND RESULTANT DISPLAYS 



SEGMENT 
IDENTIFICATION 









~ '46A, 


'47A, 


'L46,' 


L47, 'LS47 FUNCTION TABLE 












DECIMAL 

OR 
FUNCTION 


INPUTS 


BI/RBO^ 


OUTPUTS 


NOTE 


LT 


RBI 


D C 


B 


A 


a 


b 


c 


d 


e 


f 


9 





H 


H 


L L 


L 


L 


H 


ON 


ON 


ON 


ON 


ON 


ON 


OFF 




1 


H 


X 


L L 


L 


H 


H 


OFF 


ON 


ON 


OFF 


OFF 


OFF 


OFF 




2 


H 


X 


L L 


H 


L 


H 


ON 


ON 


OFF 


ON 


ON 


OFF 


ON 




3 


H 


X 


L L 


H 


H 


H 


ON 


ON 


ON 


ON 


OFF 


OFF 


ON 




4 


H 


X 


L H 


L 


L 


H 


OFF 


ON 


ON 


OFF 


OFF 


ON 


ON 


5 


H 


X 


L H 


L 


H 


H 


ON 


OFF 


ON 


ON 


OFF 


ON 


ON 




6 


H 


X 


L H 


H 


L 


H 


OFF 


OFF 


ON 


ON 


ON 


ON 


ON 




7 


H 


X 


L H 


H 


H 


H 


ON 


ON 


ON 


OFF 


OFF 


OFF 


OFF 


1 


8 


H 


X 


H L 


L 


L 


H 


ON 


ON 


ON 


ON 


ON 


ON 


ON 


9 


H 


X 


H L 


L 


H 


H 


ON 


ON 


ON 


OFF 


OFF 


ON 


ON 




10 


H 


X 


H L 


H 


L 


H 


OFF 


OFF 


OFF 


ON 


ON 


OFF 


ON 




11 


H 


X 


H L 


H 


H 


H 


OFF 


OFF 


ON 


ON 


OFF 


OFF 


ON 




12 


H 


X 


H H 


L 


L 


H 


OFF 


ON 


OFF 


OFF 


OFF 


ON 


ON 


13 


H 


X 


H H 


L 


H 


H 


ON 


OFF 


OFF 


ON 


OFF 


ON 


ON 




14 


H 


X 


H H 


H 


L 


H 


OFF 


OFF 


OFF 


ON 


ON 


ON 


ON 




15 


H 


X 


H H 


H 


H 


H 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 




Bl 


X 


X 


X X 


X 


X 


L 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


2 


RBI 


H 


L 


L L 


L 


L 


L 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


3 


LT 


L 


X 


X X 


X 


X 


H 


ON 


ON 


ON 


ON 


ON 


ON 


ON 


4 



H = high level, L = low level, X = irrelevant 

NOTES: 1. The blanking input (Bl) must be open or held at a high logic level when output functions through 15 are desired. The 
ripple-blanking input (RBI) must be open or high if blanking of a decimal zero is not desired. 

2. When a low logic level is applied directly to the blanking input (Bl), all segment outputs are off regardless of the level of any 
other input. 

3. When ripple-blanking input (RBI) and inputs A, B, C, and D are at a low level with the lamp test input high, all segment outputs 
go off and the ripple-blanking output (RBO) goes to a low level (response condition). 

4. When the blanking input/ripple blanking output (BI/RBO) is open or held high and a low is applied to the lamp-test input, all 
segment outputs are on. 

^^BI/RBO is wire-AND logic serving as blanking input (Bl) and/or ripple-blanking output (RBO). 
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TYPES SN5446A. '47A. '48, '49. SN54L46. 'L47, Si\l54LS47, 'LS48. 'LS49, 
SN7446A, '47A. '48. SN74L46. 'L47. SI\I74LS47, 'LS48, 'LS49 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



'48, 'LS48 
FUNCTION TABLE 



DECIMAL 

OR 
FUNCTION 


INPUTS 


BI/RBOt 


OUTPUTS 


NOTE 


LT 


RBI 


D C 


B 


A 


a 


b 


c d e 


f 


9 





H 


H 


L L 


L 


L 


H 


H 


H 


H H H 


H 


L 




1 


H 


X 


L L 


L 


H 


H 


L 


H 


H L L 


L 


L 




2 


H 


X 


L L 


H 


L 


H 


H 


H 


L H H 


L 


H 




3 


H 


X 


L L 


H 


H 


H 


H 


H 


H H L 


L 


H 




4 


H 


X 


L H 


L 


L 


H 


L 


H 


H L L 


H 


H 


5 


H 


X 


L H 


L 


H 


H 


H 


L 


H H L 


H 


H 




6 


H 


X 


L H 


H 


L 


H 


L 


L 


H H H 


H 


H 




7 


H 


X 


L H 


H 


H 


H 


H 


H 


H L L 


L 


L 


1 


8 


H 


X 


H L 


L 


L 


H 


H 


H 


H H H 


H 


H 


9 


H 


X 


H L 


L 


H 


H 


H 


H 


H L L 


H 


H 




10 


H 


X 


H L 


H 


L 


H 


L 


L 


L H H 


L 


H 




11 


H 


X 


H L 


H 


H 


H 


L 


L 


H H L 


L 


H 




12 


H 


X 


H H 


L 


L 


H 


L 


H 


L L L 


H 


H 


13 


H 


X 


H H 


L 


H 


H 


H 


L 


L H L 


H 


H 




14 


H 


X 


H H 


H 


L 


H 


L 


L 


L H H 


H 


H 




15 


H 


X 


H H 


H 


H 


H 


L 


L 


L L L 


L 


L 




Bl 


X 


X 


X X 


X 


X 


L 


L 


L 


L L L 


L 


L 


2 


RBI 


H 


L 


L L 


L 


L 


L 


L 


L 


L L L 


L 


L 


3 


LT 


L 


X 


X X 


X 


X 


H 


H 


H 


H H H 


H 


H 


4 



H = high level, L = low level, X = irrelevant 

NOTES: 1. The blanking input (Bl) must be open or held at a high logic level when output functions through 15 are desired. The 
ripple-blanking input (RBI ) must be open or high, if blanking of a decimal zero is not desired. 

2. When a low logic level is applied directly to the blanking input (Bl), all segment outputs are low regardless of the level of any 
other input . 

3. When ripple-blanking input (RBI) and inputs A, B, C, and D are at a low level with the lamp-test input high, all segment outputs 
go low and the ripple-blanking output (RBO) goes to a low level (response condition). 

4. When the blanking input/ripple-blanking output (BI/RBO) is open or held high and a low is applied to the lamp-test input, all 
segment outputs are high. 

tBI/RBO is wire-AND logic serving as blanking input (Bl) and/or ripple-blanking output (RBO). 

'49, 'LS49 
FUNCTION TABLE 



DECIMAL 

OR 
FUNCTION 


INPUTS 


OUTPUTS 


NOTE 


D 


C B A 


Bl 


a 


b 


c d e 


f 


g 





L 


L L L 


H 


H 


H 


H H H 


H 


L 




1 


L 


L L H 


H 


L 


H 


H L L 


L 


L 




2 


L 


L H L 


H 


H 


H 


L H H 


L 


H 




3 


L 


L H H 


H 


H 


H 


H H L 


L 


H 




4 


L 


H L L 


H 


L 


H 


H L L 


H 


H 


5 


L 


H L H 


H 


H 


L 


H H L 


H 


H 




6 


L 


H H L 


H 


L 


L 


H H H 


H 


H 




7 


L 


H H H 


H 


H 


H 


H L L 


L 


L 


1 


8 


H 


L L L 


H 


H 


H 


H H H 


H 


H 


9 


H 


L L H 


H 


H 


H 


H L L 


H 


H 




10 


H 


L H L 


H 


L 


L 


L H H 


L 


H 




11 


H 


L H H 


H 


L 


L 


H H L 


L 


H 




12 


H 


H L L 


H 


L 


H 


L L L 


H 


H 


13 


H 


H L H 


H 


H 


L 


L H L 


H 


H 




14 


H 


H H L 


H 


L 


L 


L H H 


H 


H 




15 


H 


H H H 


H 


L 


L 


L L L 


L 


L 




Bl 


X 


XXX 


L 


L 


L 


L L L 


L 


L 


2 



H = high level, L = low level, X = irrelevant 

NOTES: 1. The blanking input (Bl) must be open or held at a high logic level when output functions through 15 are desired. 

2. When a low logic level is applied directly to the blanking input (Bl), all segment outputs are low regardless of the level of any 
other input. 
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TYPES SN5446A. '47A. '48. '49. SN54L46. 'L47. SN54LS47. 'LS48. 'LS49, 

SN7446A. '47A. '48. SN74L46. 'L47. SN74LS47. 'LS48, 'LS49 

BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



functional block diagrams 



'46A, •47A, 'L46, 'L47, 'LS47 



IIPPLEBUANKING 



s:: 



"^'■^a 



^ 



^p -bi>H>-^°"." 



I::;;;gx>^^" 









'48, 'LS48 



I> 



:I> 






RIPPLE-BLANKING .,<5) 



^; 



^^::^-i 



^^ 



^ 







^x^- 



'49, 'LS49 



'^M>- 



^; 



^^;;-::i 



^^M>- 



^^ 



^^ 



.igr^- 






1'^^ Lo| N 161 OUTPl. 



:^^^>^° 



^^. 
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TYPES SN5446A. '47A. '48. '49. SN54L46, 'L47. 
SN7446A. '47A, '48. SI\I74L46, 'L47 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



schematics of inputs and outputs 

'46A, '47A, '48, '49, 'L46, 'L47 



EQUIVALENT OF EACH INPUT 
EXCEPT BI/RBO 




SN547SN74': R^q = 6 kfi NOM 
SN54L7SN74L': R„n = 8 kfi NOM 



'46A, '47A, '48 



EQUIVALENT OF BI/RBO 




'L46, 'L47 



EQUIVALENT OF BI/RBO 

Vcc 




'L46, 'L47 



TYPICAL OF OUTPUTS 
a THRU g 




TYPICAL OF OUTPUTS 
a THRU g 




4 kn 

■NOM,^..^ OUTPUT 



C" 



TYPICAL OF OUTPUTS 
a THRU g 




TYPICAL OF ALL OUTPUTS 
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TYPES .SI\I54LS47, 'LS48. 'LS49. SN74LS47. 'LS48. 'LS49 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



schematics of inputs and outputs 

'LS47, 'LS48, 'LS49 



EQUIVALENT OF EACH INPUT 
EXCEPT BI/RBO 



INPUT » J ^ 



LT and RBI ('LS47, 'LS48): Rgq = 20 kfi NOM 

Bl (■LS49): Req = 20knNOM 

A, B, C, and D: Rgq = 25 kfl NOM 



'LS47, 'LS48, 'LS49 



EQUIVALENT OF BI/RBO 




t-HH^4-H^ 



10 kn 

NOM 



TYPICAL OF OUTPUTS 
a THRU g 




TYPICAL OF OUTPUTS 
a THRU g 




TYPICAL OF OUTPUTS 
a THRU g 
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TYPES SN5446A, SN5447A. SN7446A. SN7447A 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Current forced into any output in the off state 1 mA 

Operating free-air temperature range: SN5446A, SN5447A -55°Cto125°C 

SN7446A, SN7447A . 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN5446A 


SN5447A 


SN7446A 


SN7447A 


UNIT 




MIN NOM 


MAX 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.5 


5 


5.5 


4.75 


5 


5.25 


4.75 


5 


5.25 


V 


Off-state output voltage, Vo(off) 


a thru g 


30 


15 


30 


15 


V 


On-state output current, lo(on) 


a thru g 


40 


40 


40 


40 


mA 


High-level output current, Iqh 


BI/RBO 


-200 


-200 


-200 


-200 


HfK 


Low-level output current, Iql 


BI/RBO 


8 


8 


8 


8 


mA 


Operating free-air temperature, T/\ 


-55 


125 


-55 




125 







70 







70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSt 


MIN TYPt MAX 


UNIT 


VlH High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


BI/RBO 


Vcc = MIN, V|H=2V, 
V|L = 0.8V, loH = -200>iA 


2.4 3.7 


V 


Vql Low-level output voltage 


BI/RBO 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 8 mA 


0.27 0.4 


V 


'o(off) Off-state output current 


a thru g 


Vcc = MAX, V|H = 2V, 
V|L = 0.8V, Vo(off) = MAX 


250 


mA 


Vo(on) On-state output voltage 


a thru g 


Vcc = MIN, V|H = 2V, 
V|u = 0.8V, lo(on) = '*0mA 


0.3 0.4 


V 


l| Input current at maximum Input voltage 


Any input 
except BI/RBO 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 2.4 V 


40 


luA 


l|L Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


BI/RBO 


-4 


Iqs Short-circuit output current 


BI/RBO 


Vcc = MAX 


^ 


mA 




Vcc = MAX, 
See Note 2 


SN54' 


64 85 


mA 






SN74' 


64 103 



^For conditions shown as MIN or MAX, use the appropriate value specified unde 

IaII typical values are at V^c = 5 V, T/\ = 25°C. 

NOTE 2: l^c '* measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



recommended operating conditions. 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


toff Turn-off time from A input 


CL=15pF. RL=120n, 
See Note 3 


100 


ns 


ton Turn-on time from A input 


100 


toff Turn-off time from RBI input 


100 


ns 


ton Turn-on time from RBI input 


100 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10; tgff corresponds to tp|_n and top corresponds to tpHL. 
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TYPES SN54L46, SN54L47, SN74L46, SN74L47 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Peak output current (tw< 1 ms, duty cycle < 10%) 200 mA 

Current forced into any output in the off state 1 mA 

Operating free-air temperature range: SN54L46, SN54L47 . -55°Cto125°C 

SN74L46, SN74L47 0°C to 70°C 

Storage temperature range . — 65°Cto 150°C 

NOTE 1: Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN54L46 


SN54L47 


SN74L46 


SN74L47 


UNIT 




MIN NOM 


MAX 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, S/qC 


4.5 5 


5.5 


4.5 


5 


5.5 


4.75 


5 


5.25 


4.75 


5 


5.25 


V 


Off-state output voltage, Vo(off) 


a thru g 


30 


15 


30 


15 


V 


On-state output current, lo(on) 


a thru g 


20 


20 


20 


20 


mA 


High-level output current, (qh 


BI/RBO 


-100 


-100 


-100 


-100 


mA 


Low-level output current, Iql 


BI/RBO 


4 


4 


4 


4 


mA 


Operating free-air temperature, T/^ 


-55 


125 


-55 




125 







70 







70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSf 


MIN TYPt MAX 


UNIT 


V||-| High-level inputvoltage 




2 


V 


ViL Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Any input 
except BI/RBO 


Vcc = MIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


BI/RBO 


Vcc = MIN, ViH = 2V, 
V|u = 0.8V, Ioh = -iooma 


2.4 a4 


V 


Vol Low-level output voltage 


BI/RBO 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 4mA 


0.2 0.4 


V 


'O(off) Off-state output current 


a thru g 


Vcc = MAX, V|H = 2V, 
ViL = 0.8V, Vo(off) = MAX 


250 


mA 


^0{on) On-state output voltage 


a thru g 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, lo(on) = 20mA 


0.3 0.4 


V 


l| Input current at maximum inputvoltage 


Any input 
except BI/RBO 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level Input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 2.4V 


20 


mA 


l||_ Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| =0.4V 


-0.8 


mA 


BI/RBO 


-2 


Iqs Short-circuit output current 


BI/RBO 


VcC = MAX 


-2 


mA 




Vcc = MAX, 
See Note 2 


SN54L' 


32 43 


mA 






SN74L' 


32 52 



'For conditionsshown as MIN or MAX, use the appropriate value specified under recommended operating conditions 

tAII typical values are at Vcc = 5 V, T/^ = 25°C. 

NOTE 2: Iqq is measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


toff Turn-off time from A Input 


CL=15pF, RL = 280n, 
See Note 3 


200 


ns 


ton Turn-on time from A input 


200 


toff Turn-off time from RBI input 


200 


ns 


ton Turn-on time from RBI input 


200 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10; toff corresponds to tpL^ and igp corresponds to tp|-|L- 
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TYPES SN54LS47. SN74LS47 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 7 V 

Peak output current (tw< 1 ms, duty cycle < 10%) 200 mA 

Current forced into any output in the off state 1 mA 

Operatingfree-air temperature range: SN54LS47 — 55°Cto125°C 

SN74LS47 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN54LS47 


SN74LS47 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


Off-state output voltage, Vo(off) 


a thru g 


15 


15 


V 


On-state output current, lo(on) 


a thru g 


12 


24 


mA 


High-level output current, loH 


BI/RBO 


-50 


-50 


mA 


Low-level output current, Iql 


BI/RBO 


1.6 


3.2 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS47 


SN74LS47 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level Input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


BI/RBO 


Vcc = MIN, 
V|L = V|L max. 


V|H = 2V, 
Ioh = -50mA 


2.4 4.2 


2.4 4.2 


V 


Vol 


Low-level output voltage 


BI/RBO 


Vcc = MIN, 
V|H = 2V, 
V|L = V|L max 


l0L= 1-6 mA 


0.25 


0.4 


0.25 


0.4 


V 


Iql = 3.2 mA 




0.35 


0.5 


'O(off) 


Off-state output current 


a thru g 


Vcc=MAX, 
V|L = V|L max. 


V|H = 2V, 
Vo{off) = 15V 


250 


250 


HA 


Vo(on) 


On-state output voltage 


a thru g 


Vcc=MIN, 
V|H = 2V, 
V|L= V|L max 


l0(on) = 12 mA 


0.25 


0.4 


0.25 


0.4 


V 


lO(on) = 24 mA 




0.35 


0.5 


l| Input current at maximum input voltage 


Vcc=MAX, 


V| = 7V 


0.1 


0.1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V, = 2.7V 


20 


20 


HA 


l|L 


Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, 


V| = 0.4V 


-0.4 


-0.4 


mA 


BI/RBO 


-1.2 


-1.2 


'OS 


Short-circuit 
output current 


BI/RBO 


Vcc = MAX 


-0.3 


-2 


-0.3 


-2 


mA 


Ice 


Supply current 


Vcc = MAX, 


See Note 2 


7 


13 


7 


13 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

+ AII typical values are at Vqq = 5 V, T/^ = 25°C. 

NOTE 2: \qc is measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


toff Turn-off time from A input 


CL=15pF, Rl = 665I2, 
See Note 4 


100 


ns 


ton Turn-on time from A input 


100 


toff Turn-off time from RBI input 


100 


ns 


ton Turn-on time from RBI input 


100 



NOTE 4: Load circuit and voltage waveforms are shown on page 3-11; toff corresponds to tp|_|^ and tgn corresponds to tp^L. 
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TYPES SN5448. SN7448 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN5448 — 55°Cto125°C 

SN7448 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1: Voltage values are with respect to network ground termfnal. 



recommended operating conditions 





SN5448 


SN7443 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


a thru g 


-400 


-400 


mA 


BI/RBO 


-200 


-200 


Lov\^level output current, Iql 


a thru g 


6.4 


6.4 


ntiA 


BI/RBO 


8 


8 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-12mA 


-1.5 


V 


Vqh High-level output voltage 


a thru g 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iqh = MAX 


2.4 4.2 


V 


BI/RBO 


2.4 3.7 


Iq Output current 


a thru g 


Vcc = MIN, Vo = 0.85 V, 
Input conditions as for Vqh 


-1.3 -2 


mA 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = MAX 


0.27 0.4 


V 


l| Input current at maximum input voltage 


Any input 
except BI/RBO 


Vcc = MAX, V|=5.5V 


1 


mA 


I|H High-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 2.4V 


40 


mA 


IjL Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V|=0.4V 


-1.6 


mA 


BI/RBO 


-4 


Iqs Short-circuit output current 


BI/RBO 


Vcc = MAX 


-4 


mA 




Vcc = MIN, 
See Note 2 


SN5448 


53 76 


mA 






SN7448 


53 90 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at Vqq = 5 V, T;^ = 25°C. 

NOTE 2: Iqq is measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tpHL Propagation delay time, high-to-low-level output from A input 


Cl= 15pF, R|_= 1 kn. 
See Note 5 


100 


ns 


tPLH Propagation delay time, low-to-hlgh-level output from A'input 


100 


tPHL Propagation delay time, high-to-lovvt-level output from RBI input 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from RBI input 


100 



NOTE 5: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS48. SN74LS48 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7V 

Operatlngfree-air temperature range: SN54LS48 -55°Cto125°C 

SN74LS48 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SIM54LS48 


SN74LS48 


UNIT 




MIN MOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


Higii-level output current, Iqh 


a thru g 


-100 


-100 


mA 


BI/RBO 


-50 


-50 


Low-level output current, IqL 


a thru g 


2 


6 


mA 


BI/RBO 


1.6 


3.2 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS48 


SN74LS48 


UNIT 


MIN TYP* 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


a thru g and 
BI/RBO 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax, Iqh ~ MAX 


2.4 4.2 


2.4 


4.2 




V 


IQ 


Output current 


a thru g 


Vcc = MIN, Vo = 0.85 V, 
Input conditions as for Vqh 


-1.3 -2 


-1.3 


-2 




mA 


Vol 


Low-level output voltage 


a thru g 


Vcc= MIN, 
V|H = 2V, 
VjL = V|L max 


l0L = 2 mA 


0.25 


0.4 




0.25 


0.4 


V 


Iql "^ 6 mA 






0.35 


0.5 


BI/RBO 


Vcc = MIN, 
V|H = 2V, 
V|L = V|L max 


l0L= 1-6mA 


0.25 


0.4 




0.25 


0.4 


V 


Iql" 3.2 mA 






0.35 


0.5 


Input current at 
l| 

maximum input voltage 


Any Input 
except BI/BRO 


Vcc = MAX, V| = 7V 


0.1 


0.1 


mA 


l|H 


High-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 2.7V 


20 


20 


mA 


"IL 


Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


BI/RBO 


-1.2 


-1.2 


iqs 


Short-circuit 
output current 


BI/RBO 


Vcc = MAX 


-0.3 


-2 


-0.3 




-2 


mA 


'cc 


Supply current 


Vcc = MAX, See Note 2 


25 


38 




25 


38 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

+ AII typical values are at Vqq = 5 V, T^ 25° C. 

NOTE 2: \qq is measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPHL 


Propagation delay time, high-to-low-level output from A input 


CL=15pF, RL = 4kn, 
See Note 6 


100 


ns 


tPLH 


Propagation delay time, low-to-high-level output from A input 


100 


tPHL 


Propagation delay time, high-to-low-level output from RBI input 


Cl=15pF, RL = 6kn, 
See Note 6 


100 


ns 


tPLH 


Propagation delay time, low-to-high-level output from RBI input 


100 


NOTE 6: 


Load circuit and voltage waveforms are shown on page 3-11. 
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TYPE SN5449 
BCD-TO-SEVEN-SEGMENT DECODER/DRIVER 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 5.5 V 

Current forced into any output in the off state 1 mA 

Operating free-air temperature range — 55°Cto125°C 

Storage temperature range — 65°Cto 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN5449 


UNIT 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 5 5.5 


V 


High-level output voltage, Vqh 


5.5 


V 


Low-level output current, Iql 


10 


mA 


Operating free-air temperature, T^ 


-55 125 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN5449 


UNIT 


MIN TYPi MAX 


V|(-| High-level input voltage 




2 


V 


V||_ Low-level input voltage 




0.6 


V 


V(|^ Input clamp voltage 


Vcc = WIN. l| = -10mA 


-1.5 


V 


IqH High-level output current 


Vcc=MlN, V|H = 2V, 
V|L = 0.8V, Vqh = 5.5 V 


250 


mA 


Vql Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, Iql = 10 mA 


0.27 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5 V 


1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


mA 


l||_ Low-level input current 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


'CC Supply current 


Vcc = MAX, See Note 2 


33 47 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified unde 

+ AII typical values are at Vqq = 5 V, T^ = 25°C. 

NOTE 2: Iqq is measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



recommended operating conditions. 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


*PHL Propagation delay time, high-to-low-level output from A input 


CL=15pF, RL = 667n, 
See Note 5 


100 


ns 


IPLH Propagation delay time, low-to-high-level output from A input 


100 


tPHL Propagation delay time, high-to-low-level output from RBI input 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from RBI input 


100 



NOTE 5: Load circuit and voltage waveforms are shown on page 3-10, 
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TYPES SI\I54LS49. SN74LS49 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1) 7 V 

Input voltage 7 V 

Current forced into any output in the off state 1 mA 

Operating free-air temperature range: SN54LS49 — 55°Cto125°C 

SN74LS49 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 









SIM54LS49 


SIM74LS49 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIOIMSt 


SN54LS49 


SN74LS49 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|(-| High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = IVIIN, l|=-18mA 


-1.5 


-1.5 


V 


'oh High-level output current 


Vcc = MIN, V|H = 2V, 
V|L = ViLmax, VoH = 5.5V 


250 


250 


mA 


Vqu Low-level output voltage 


Vcc = MIN, 
V,H = 2V, 
V||_ = V|L max 


l0L~ ^ rnA 


0.25 0.4 


0.25 0.4 


V 


IOL = 8 mA 




0.35 0.5 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


llH High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


IJA 


l|L Low-level input current 


Vcc = MAX, V|=0.4V 


-0.4 


-0.4 


mA 


'CC Supply current 


Vcc = MAX, See Note 2 


8 15 


8 15 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^All typical values are at Vqq = 5 V, T/^ = 25°C. 

NOTE 2; l^c '* measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPHL Propagation delay time, high-to-low-level output from A input 


CL=15pF, RL = 2l<n, 
See Note 6 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from A Input 


100 


tPHL Propagation delay time, high-to-low-level output from RBI input 


CL=15pF, RL = 6kn, 
See Note 6 


100 


ns 


*PLH Propagation delay time, low-to-high-level output from RBI input 


100 



NOTE 6: Load circuit and voltage waveforms are shown on page 3-11. 
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MSI 



TYPES SN5475, SN5477. SN54L75, SN54L77, SN54LS75, SN54LS77, 

SN7475, SN74L75, SN74L77, SN74LS75 
4-BIT BISTABLE LATCHES 

BULLETIN NO. DL-S 7611851, MARCH 1974-REVISED OCTOBER 1976 



logic 



FUNCTION TABLE 
(Each Latch) 



INPUTS 


OUTPUTS 


D G 


Q Q 


L H 


L H 


H H 


H L 


X L 


Qo Qo 



H = high level, L = low level, X = irrelevant 

Qq = the level of Q before the high-to-low transition of G 



description 



These latches are ideally suited for use as temporary 
storage for binary information between processing 
units and input/output or indicator units. Informa- 
tion present at a data (D) input is transferred to the Q 
output when the enable (G) is high and the Q output 
will follow the data input as long as the enable 
remains high. When the enable goes low, the informa- 
tion (that was present at the data input at the time 
the transition occurred) is retained at the Q output 
until the enable is permitted to go high. 

The '75, 'L75, and 'LS75 feature complementary Q 
and Q outputs from a 4-bit latch, and are available in 
various 16-pin packages. For higher component 
density applications, the '77, 'L77, and 'LS77 4-bit 
latches are available in 14-pin flat packages. 

These circuits are completely compatible with all 
popular TTL or DTL families. All inputs are diode- 
clamped to minimize transmission-line effects and 
simplify system design. Series 54, 54L, and 54LS 
devices are characterized for operation over the full 
military temperature range of — 55°C to 125°C; 
Series 74, 74L, and 74LS devices are characterized 
for operation from 0°C to 70° C. 



SN5475, SN54LS75 ... J OR W PACKAGE 

SN54L75... J PACKAGE 

SN7475, SN74L75, SN74LS75 ... J OR N PACKAGE 

(TOP VIEW) 



1Q 



2Q 



2Q 



ENABLE 
12 



GND 



3Q 



3Q 



4Q 



Rb' 




15 


_«_ 


13 


u 


12 


_ 


11 _ 


^ 


9 -n 






r 








L 






1 


[ 






















Q D 
G 
5 


-] 


-D 


Q 

Q 


Q 

5 


D - 


- D 


oJ 










^1 














L 


r^ 


^ 




r-J 






. 


2 


L 


3 ~ 


t 


[ 




5 






i 


2^ 


8 



2D ENABLE Vcc 



logic: see function table 



SN5477, SN54LS77 . . . W PACKAGE 
SN54L77, SN74L77 . . . T PACKAGE 



n 


4~|_ 


13 _ 


12 


11 


10 


9 8 


- 






_J 




h 


G 
Q D 


— II- 


-G 
- D Q - 




G — 1 
-Q D -1 


rD, Q -■ 


1" 


1 1 


_ 


1 


2 


3 


4 


5 


6 7 



2D ENABLE Vcc 
3-4 



logic: see function table 



NO— No internal connection 

absolute maximum ratings over operating free-air temperature range (unless otlierwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage: '75, 'L75, '77, 'L77 5.5 V 

'LS75, 'LS77 7V 

Interemitter voltage (see Note 2) 5.5 V 

Operatingfree-air temperature range: SN54', SN54L', SN54LS' Circuits -55°Cto125°C 

SN74',SN74L',SN74LS' Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter input transistor and is not applicable to the 'LS75 and *LS77. 
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TYPES SN5475, SN5477, SN54L75, SN54L77, SN54LS75, SN54LS77, 
SN7475, SN74L75, SN74L77. SN74LS75 
4-BIT BISTABLE LATCHES 



REVISED OCTOBER 1976 



functional block diagrams (each latch) 



'75, '77, 'L75, 'L77 



('75 and 'L75) 




ENABLE 

schematics of inputs and outputs 

'75, '77 



'L75, 'L77 



'LS75, 'LS77 



EQUIVALENT OF EACH INPUT 




Data: Req = 2 kfi NOM 
Enable: Req = 1 kO NOM 



EQUIVALENT OF EACH INPUT 




Data: Req = 4 kfl NOM 
Enable: Req = 2 kn NOM 



EQUIVALENT OF EACH INPUT 



iM- 



Data: Req = 17 kJi 
Enable: Req = 4.2 kSl 



'LS75, 'LS77 



TYPICAL OF ALL OUTPUTS 




TYPICAL OF ALL OUTPUTS 




TYPICAL OF ALL OUTPUTS 
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TYPES SN5475. SN5477, SN7475 
4-BIT BISTABLE LATCHES 



recommended operating conditions 





SN5475, SN5477 


SN7475 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


mA 


Low-level output current, Iql 


16 


16 


mA 


Width of enabling pulse, x^ 


20 


20 


ns 


Setup time, tj^ 


20 


20 


ns 


Hold time, tfi 


5 


5 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITlONSt 


MIIM 


TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 






2 


V 


V|L 


Low-level input voltage 






0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -12mA 


-1.5 


V 


Vqh 


High-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Ioh = -400mA 


2.4 


3.4 




V 


Vol 


Low-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L= 16mA 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


mA 


l|H 


High-level input current 


D input 


Vcc = MAX, 


V| = 2.4 V 


80 


mA 


G input 


160 


l|L 


Low-level input current 


D input 


Vcc = MAX, 


V| = 0.4 V 


-3.2 


mA 


G input 


-6.4 


Iqs 


Short-circuit output current § 




Vcc = MAX 


SN54' 


-20 




-57 


mA 


SN74' 


-18 




-57 


•cc 


Supply current 




Vcc = MAX, 
See Note 3 


SN54' 




32 


46 


mA 


SN74' 




32 


53 



T For conditions shown as MIN or MAX, use the appropriate value specified 

Jam typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 3: \qq is tested with all inputs grounded and all outputs open. 

switching characteristics, VcC = 5 V, Ta = 25°C 



under recommended operating conditions. 



parametero 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


D 


Q 


Cl= 15pF, 
RL = 400n, 
See Figure 1 


16 30 


ns 


tPHL 


14 25 


tPLHH 


D 


Q 


24 40 


ns 


tPHLll 


7 15 


tPLH 


G 


Q 


16 30 


ns 


tPHL 


7 15 


tPLHlI 


G 


Q 


16 30 


ns 


tPHLH 


7 15 



tpLH = propagation delay time, low-to-high-level output 
tpHL ^ propagation delay time, high -to- low-level output 
« These parameters are not applicable for the SN5477. 
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TYPES SN54L75, SN54L77, SN74L75, SN74L77 
4-BIT BISTABLE LATCHES 



recommended operating conditions 




SN54L75, SN54L77 


SN74L75,SN74L77 


UNIT 


MIN NOM MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-200 


-200 


mA 


Low-level output current, Iql 


8 


8 


mA 


Width of enabling pulse, t,„ 


100 


100 


ns 


Setup tinne, tj^ 


40 


40 


ns 


Hold time, tj, 


10 


10 


ns 


Operating free-air temperature, T/\ 


-55 125 







70 


°C 


electrical characteristics over recommended 


operating free-air temperature range (un 


ess otherw 


se noted) 


PARAMETER 


TEST 


CONDITIONS^ 


MIN 


TYP* 


MAX 


UNIT 


V||-| High-level input voltage 




2 


V 


V||_ Low-level input voltage 




0.8 


V 


V||^ Input clamp voltage 


Vcc=MIN 


l|=-12mA 


-,1.5 


V 


Vqh High-level output voltage 


Vcc = MIN 
V|L = 0.8V 


, V|H = 2V, 

IOH = -200)uA 


2.4 


3.4 




V 


Vql Low-level output voltage 


Vcc=MIN 
V|L = 0.8V 


. V|H = 2V, 
IOL = 8mA 




0.2 


0.4 


V 


1 1 Input current at maximum input voltage 


Vcc = MAX, V| = 5.5 V 


1 


mA 


l|H High-level input current 


D input 


Vcc = MAX, V| = 2.4V 


40 


mA 


G input 


80 


l|L Low-level input current 


D input 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


G input 


-3.2 


Iqs Short-circuit output currenti 


Vcc = MAX 


SN54L' 


-10 




-29 


mA 


SN74L' 


-9 




-29 


Ice Supply current 


Vcc = MAX, 
See Note 3 


SN54L' 




16 


23 


mA 


SN74L' 




16 


27 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

+ All typical values are at Vqq = 5 V, T/^ = 25°C. 

SNor more than one output should be shorted at a time. 

NOTE 3: Ice '* tested with all inputs grounded and all outputs open. 



switching characteristics. 


Vcc = 5 V, Ta 


= 25°C 










parametero 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


D 


Q 


Cl= 15pF, 
RL = 800n, 
See Figure 1 


32 


60 


ns 


tPHL 


28 


50 


tPLHH 


D 


Q 


48 


80 


ns 


tPHLH 


14 


30 


tPLH 


G 


Q 


32 


60 


ns 


tPHL 


14 


30 


tPLHH 


G 


Q 


32 


60 


ns 


tPHLt 


14 


30 



*PLH = propagation delay time, low-to-high-level output 
*PHL ~ propagation delay time, high-to-low-level output 
Hxhese parameters are not applicable for the SN54L77 and SN74L77. 
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REVISED DECEMBER 1980 



recommended operating conditions 





SN54LS75 
SN54LS77 


SN74LS75 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


-400 


-400 


**A 


Low-level output current, Iql 


4 


8 


mA 


Width of enabling pulse, ty^ 


20 


20 


ns 


Setup time, tju 


20 


20 


ns 


Hold time, tf, 


5 


5 


ns 


Operating free-air temperature, T;\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 


r CONDITIONSt 


SN54LS75 
SN54LS77 


SN74LS75 


UNIT 




MIN TYPt MAX 


MIN 


TYP* 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


VlK 


Input clamp voltage 


Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
V|L = V|L max. 


V|H = 2V, 
'oh = -400 mA 


2.5 3.5 


2.7 


3.5 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = V|L max 


V|H = 2V, 


'OL ~ 4 mA 


0.25 


0.4 




0.25 


0.4 


V 


Iql = 8 mA 






0.35 


0.5 


Input current at 
l| 

maximum input voltage 


Vcc = MAX, 


V| = 7 V 


D input 


0.1 


0.1 


mA 


G input 


0.4 


0.4 


l|H 


High-level Input current 


Vcc = MAX, 


V| = 2.7 V 


D input 


20 


20 


ma 


G input 


80 


80 


"IL 


Low-level input current 


Vcc = MAX, 


V| = 0.4V 


D input 


-0.4 


-0.4 


mA 


G input 


-1.6 


-1.6 


'OS 


Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 




-100 


mA 


'cc 


Supply current 


Vcc = MAX, 


See Note 2 


'LS75 


6.3 


12 




6.3 


12 


mA 


■LS77 


6.9 


13 





'^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at Vqq = 5 V, T/^ = 25°C. 

SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second 
NOTE 2: Iqq is tested with all inputs grounded and all outputs open. 



switching characteristics, Vcc - 


5V,Ta = 25°C 












parametero 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'LS75 


'LS77 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


tPLH 


D 


Q 


Cl= 15 pF, 

Rl = 2 kn. 

See Figure 1 


15 


27 


11 


19 


ns 


tPHL 


9 


17 


9 


17 


tPLH 


D 


Q 


12 


20 




ns 


tPHL 


7 


15 




tPLH 


G 


Q 


15 


27 


10 


18 


ns 


tPHL 


14 


25 


10 


18 


tPLH 


G 


Q 


16 


30 




ns 


tPHL 


7 


15 





**PLH = propagation delay time, low-to-high-level output 
*PHL ~ propagation delay time, high-to-low-level output 
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TYPES SN5475. SN5477, SN54L75, SN54L77, SN54LS75, SN54LS77, 
SN7475, SN74L75, SN74L77, SN74LS75 
4-BIT BISTABLE LATCHES 



switching characteristics 



PARAMETER MEASUREMENT INFORMATION 







i 












I 

;rl 










Rl| ; 


PULSE 

GENERATOR A 

(See Note A) 














D 
G 


Q 
5 






- 




7pCu = 15pF 
•i- (See Note B) 


(See NoteC) 
tkj kj kj , 


I 






' — r^— » FH PI n 

:; Cl = 15pf 

(See Note B) 


PULSE 

GENERATOR B 

(See Note A) 
















/' 


1 


_ 



TEST CIRCUIT 




G INPUT 

(See 

Note D) 



_ _| i_ ~ — ►L' I? — < lOjns 






Vref 



Vref 



OUTPUT Q 



OUTPUT n 




tPHL 



Vref 



•1 tpuH 



Vref 



■— OV 
3 V 



VOH 



Vol 



•-VoH 



Vol 



VOLTAGE WAVEFORMS 

NOTES: A. The pulse generators have the following characteristics: Zq^^ « 50 fZ; for pulse generator A, PRR < 500 kHz; for pulse 
generator B, PRR < 1 MHz. Positions of D and G input pulses are varied with respect to each other to verify setup times. 

B. C(_ includes probe and jig capacitance. 

C. All diodes are 1N3064. 

D. When measuring propagation delay times from the D input, the corresponding G input must be held high. 

E. For^JS, '77, 'L75, and 'L77, V^ef = 1.5 V; for ■LS75 and 'LS77, Vref = 1.3 V. 
I^Complementary Q outputs are on the '75, 'L75, and 'LS75 only. 
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TYPES SN5480, SN7480 
GATED FULL ADDERS 

BULLETIN NO. DL-S 721 1809, DECEMBER 1972 



logic 



FUNCTION TABLE 
(See Notes 1,2, and 3) 



INPUTS 


OUTPUTS 1 


Cn B 


A 


Cn+1 


L 2 


L L 


L 


H 


H L 


L L 


H 


H 


L H 


L H 


L 


H 


L H 


L H 


H 


L 


H L 


H L 


L 


H 


U H 


H L 


H 


L 


H L 


H H 


L 


L 


H L 


H H 


H 


L 


L H 



H = high level, L = low level 



SN5480 ... J PACKAGE 

SN7480 ... J OR N PACKAGE 

(TOP VIEW) 



SN5480 . . . W PACKAGE 
(TOP VIEW) 



VCC B2 81 Ac A« A2 A1 



B2 B1 Ac A« A2 



Be Cn Crwl 



iinin^nijiijiiiiir 



A* A2 A1 GND £ £ Cn+1 



Ac 61 B2 Vcc B' Be On 



positive logic: see function table 



NOTES: 1. A = Ac + A* + A1-A2, B = Be + B* + B1'B2. 

2. When A* is used as an input, Al or A2 must be low. When B* is used as an input, B1 or B2 must be low. 

3. When Al and A2 or B1 and B2 are used as inputs. A* or B*, respectively, must be open or used to perform dot-AND logic. 

description 

These single-bit, high-speed, binary full adders with gated complementary inputs, complementary sum (2 and S) 
outputs and inverted carry output are designed for medium- and high-speed, multiple-bit, parallel-add/serial-carry 
applications. These circuits (see schematic) utilize diode-transistor logic (DTL) for the gated inputs, and high-speed, 
high-fan-out transistor-transistor logic (TTL) for the sum and carry outputs and are entirely compatible with both DTL 
and TTL logic families. The implementation of a single-inversion, high-speed, Darlington-connected serial-carry circuit 
minimizes the necessity for extensive "look-ahead" and carry-cascading circuits. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 4) 7 V 

Input voltage (see Note 5) 5.5 V 

Operating free-air temperature range: SN5480 Circuits -55°Cto125°C 

SN7480 Circuits 0° to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 4. Voltage values are with respect to networl< ground terminal. 

5. Input signals must be zero or positive with respect to network ground terminal. 



recommended operating conditions 





SN5480 


SN7480 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vqc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


2 or 2 


-400 


-400 


mA 


Cn+1 


-200 


-200 


A* or B* 


-120 


-120 


Low-level output current, Iql 


2 or 2 


16 


16 


mA 


Cn+1 


8 


8 


A* or B* 


4.8 


4.8 


Operating free-air temperature, T/\ 


-55 


125 





70 


°C 
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TYPES SN5480. SN7480 
GATED FULL ADDERS 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN5480 


SN7480 


UNIT 


MIN TYPt 


MAX 


MIN TYP* 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level Input voltage 






0.8 


0.8 


V 


VOH 


High-level 
output voltage 


Dor £ 


Vcc = MAX, 
V|H = 2V, 
V|L = 0.8V 


Iqh = -400mA 


2.4 3.5 


2.4 3.5 


V 


Cn-H 


IOH = -200M 


A* or B* 


Ioh = -120ma 


Vol 


Low-level 
output voltage 


£or L 


Vcc = MAX, 
V|H = 2V, 
V|L = 0.8V 


Iql " 16 mA 


0.22 


0.4 


0.22 


0.4 


V 


Cn-H 


IOL = 8mA 


A*or B* 


Iql = 4.8 mA 


ll 


Input current at maximum 


input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level 
input current 


Al,A2, Bi,B2, 
Ac, or Be 


Vcc = MAX, 


V| = 2.4 V 


15 


15 


>iA 


A*orB* 


-1.1 


-1.1 


Cn 


200 


200 


l|L 


Low-level 
input current 


A1,A2, 81,82, 
Ac, or Be 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


-1.6 


mA 


A*or B* 


-2.6 


-2.6 


Cn 


-8 


-8 


'OS 


Short-circuit 
output-current § 


£or£ 


Vcc = MAX 


-20 


-57 


-18 


-57 


mA 


Cn-H 


-20 


-70 


-18 


-70 


A*or B* 


-0.9 


-2.9 


-0.9 


-2.9 


•cc 


Supply current 




Vcc = MAX, 


See Note 6 


21 


31 


21 


35 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

^All typical values are at V^q = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 6: \qq Is measured with all inputs and outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
INPUT 


TO 
OUTPUT 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Cn 


Cn-H 


Cl = 15pF, RL = 780n, 
See Note 7 


13 17 


ns 


tPHL 


8 12 


tPLH 


Be 


Cn+1 


18 25 


tpHL 


38 55 


tPLH 


Ac 


2 


eL = 15pF, RL = 400n, 
See Note 7 


52 70 


ns 


tPHL 


62 80 


tPLH 


Be 


Z 


38 55 


tpHL 


56 75 


tPLH 


A1 


A* 


CL=15pF, See Note 7 


48 65 


ns 


tPHL 


17 25 


tPLH 


BI 


B* 


48 65 


tPHL 


17 25 



*PLH = propagation delay time, low-to-high-level output 
*PHL ~ propagation delay time, high-to-low-level output 

NOTE 7: The load for testing outputs A* and B* consists only of capacitance Cl to ground. The load circuit for the other outputs and 
voltage waveforms are shown on page 3-10. 
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TYPES SN5480, SN7480 
GATED FULL ADDERS 



functional block diagram 

(8) [12] 



(DUAL-IN-LINE) [FLAT PACKAGE] 



Al- 
A2- 



(9) [13] 



A*' 



(10)[14] 



ii>^7i>T^=r>i 



Ac- 



B1- 
B2- 

B*- 

BC- 



(11)[1] 



_(_12)[2] 
( 



(1)[5] P^ ^ 



(2) [6] 



(3) [7] 



S^. . . Vcc bus 
Resistor values shown are nominal and in ohms. 




;^^0^> 



(4) [8] _ 
Cn-H 




Cn+1 
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TYPES SN5481A, SN5484A, SN7481A, SN7484A 
16-BIT RANDOM-ACCESS MEMORIES 



BULLETIN NO. DL-S 7211581, DECEMBER 1972 



description 



Each of these 16-bit active-element memories is a 
high-speed, monolithic, transistor-transistor-iogic 
(TTL) array of 16 flip-flops and two write amplifiers 
interconnected to form a scratch-pad memory with 
direct-address and nondestructive read-out. These 
devices are interchangeable with and replace SN5481, 
SN7481, SN5484, and SN7484, but feature 
diode-clamped inputs, improved switching speeds, 
and lower supply current requirements. 

The flip-flops are arranged in a four-by-four matrix 
with each flip-flop representing one bit of 16 words. 
Four X-address lines and four Y-address lines permit 
the address of one bit at a time. Each flip-flop, 
composed of two cross-coupled three-emitter tran- 
sistors, is used to store one bit. To determine if a 
logic 1 or logic has been stored, it is necessary to 
know which one of the two flip-flop transistors is 
conducting. One emitter of each of these transistors 
serves as the sensing output. All 16 of the logic 1 
sensing outputs are connected to the sense 1 (Si) 
amplifier input and all 16 of the logic sensing 
outputs are connected to the sense (Sq) amplifier 
input. The two remaining emitters of each transistor 
are used to complete the matrix connections neces- 
sary for the X- and Y-address lines. Address line 
inputs are normally held low and currents from all 
conducting flip-flop transistors flow out of these 
address lines. 

To address a flip-flop both the X- and Y-address lines 
associated with that flip-flop are taken to a high level. 
Due to the matrix nature of the circuit, at least one 
address line of all flip-flops except the one being 
addressed will continue to remain at a low level and 
no change will occur in those flip-flops. But, in the 
addressed flip-flop, the current in the conducting 
transistor diverts from the address lines to the 
appropriate sense line and then to one of the sense 
amplifiers. Thus, either the sense 1 amplifier or the 
sense amplifier is activated. When this occurs, the 
output of the activated sense amplifier drops from a 
high logic level to a low logic level. The memory is 
nondestructive as the states of the flip-flops are not 
disturbed during sensing. The memory is volatile and 
information will be lost if the supply voltage is 
removed. 



SN5481A ... J OR W PACKAGE 

SN7481A...JOR N PACKAGE 

(TOP VIEW) 



ADDRESS WRITE SENSE 



WRITE ADDRESS 





X4 


1 '1 ~ 


GND 


Y4 




14 . 


13 _ 


. 12 


L 


11 . 


. 10 




9 . 


. 8 
























Wi Si So Wo 
X4 Y4 

X3 Y3 
X2 XI Yl Y2 




















1 




2 " 




} 






\ 


5 






i 


" 


1 





VCC ^Y1 Y 2 Y3 

ADDRESS 



logic: See logic diagram 



SN5484A ... J OR W PACKAGE 

SIM7484A ... J OR N PACKAGE 

(TOP VIEW) 



WRITE 
"llAT^iiB)' 



SENSE 



WRITE 
GND '0(A) 0(Br 





16 . 


15 . 


14 . 


13 . 


12 . 


1 




10 . 


9 
























Wl(B) Si So Wo(A) WO(B) 
Wi(A) Y4 

X4 y: 

X3 X2 XI Yl Y2 


J 
1 
















^ 








Z 




1 




I 


5 


■ 


i 




1 




J 





logic: See logic diagram 



To store new information in a flip-flop, it is necessary to address it and apply a high-level voltage to the appropriate 
write amplifier. (The SN5484A and SN7484A have gated write-amplifier inputs). The output of the write amplifier 
responds by dropping to a low logic level. Since all Sense lines are connected to the output of the write amplifier 
and all sense 1 lines are connected to the output of the write 1 amplifier, a low level at the output of a write amplifier 
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TYPES SN5481A. SN5484A, SN7481A, SN7484A 
16-BIT RANDOM-ACCESS MEMORIES 



description (continued) 

will cause the emitters of ail flip-flop transistors connected to that amplifier to go low. In all the flip-flops except the 
one being addressed, this low voltage has no effect since at least one other emitter on each of the f lip-f iop transistors is 
held low by the address lines. Two possibilities exist with the flip-flop that is addressed. The flip-flop may already be in 
the desired state, in which case no change occurs. If the flip-flop must be changed from one state to the other, the low 
voltage applied to the emitter of the transistor which is not conducting turns that transistor on causing the other 
transistor to turn off. 

Since' the connection between the output of the write amplifier and the sense line is common to the input of the sense 
amplifier, the memory cannot be used to provide information on the state of a bit while the write amplifiers are 
activated. 



A number of active-element memories may be paralleled to form the desired matrix size (number of words) and to form 
the desired word length (number of bits). All inputs and outputs are compatible with most DTL and TTL circuits. 
Average power dissipation is typically 225 milliwatts, and the open-collector outputs may be wire-AND connected to 
similar outputs. Internal circuitry of the write and sense amplifiers are operated within their linear range to improve 
speed. Sensing propagation delay times are typically 12 nanoseconds when operated at full fan-out and 30 picofarads of 
circuit capacitance. The SN5481 A and SN5484A circuits are designed for operation over the full military temperature 
range of -55°C to 125°C; the SN7481 A circuits are designed for operation from 0°C to 70°C. 



logic diagram 




I SN5484A/SN7484A I i SN5481A/SN7481 A 

■ ! 

I ii 

|Wi(A)Wi(B) Wo(A) Wo(B)l | Wi 



I I I I I n I 11 

I X \. I L J 
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TYPES SN5481A, SN5484A, SN7481A, SN7484A 
16-BIT RANDOM-ACCESS MEMORIES 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

High-level output voltage 5.5 V 

Operating free-air temperature range: SN5481 A, SN5484A Circuits -55°Cto125°C 

SN7481A,SN7484A Circuits 0°Cto70°C 

Storage temperature range — 65°C to 150°C 

NOTES: 1, Voltage values, except interemitter voltage, are with respect to networl< ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies to any X input in 
conjunction with any Y input. 



recommended operating conditions 





SN5481A,SN5484A 


SN7481A,SN7484A 


UNIT 


MIIM NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


20 


40 


mA 


Width of write pulse, t„u(vj,rite) (see Figure 1) 


20 


20 


ns 


Address Input setup time, tju (see Figure 1 ) 








ns 


Operating free-air temperature, T/\ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 









TEST CONDITIONS+ 


SN5481A.SN5484A 


SN7481A,SN7484A 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


ViH High-level voltage at any input 




2 


2 


V 


Low-level voltage 
Vii 

at address inputs 


to prevent writing 




0.8 


0.8 


V 


to prevent sensing 


1 


1 


V| L Low-level voltage at write inputs 




0.8 


1 


V 


V|K Input clamp voltage 


Vcc = MIN, 'l = -12mA 


-1.5 


-1.5 


V 


IQH High-level output current 


Vcc = MIN, VoH = 5.5V 


250 


250 


mA 


Vol Low-level output voltage 


Vcc = MIN, '0L= MAX 


0.4 


0.4 


V 


Input current at 
l| 

maximum input voltage 


Write 


Vcc = MAX,V| = 5.5 V 


1 


1 


mA 


Address 


3 


3 


l|(-l High-level input current 


Write 


Vcc = MAX,V| = 2.4 V 


40 


40 


ma 


Address 


Vcc = MAX,V| = 4.5 V 


400 


400 


l|L Low-level Input current 


Write 


Vcc MAX, V| = 0.4 V 


-1.6 


-1.6 


mA 


Address 


-11 


-11 




Vcc = MAX,AII Inputs at OV 


70 


65 


mA 








VcC = 5V, All inputs at OV 


45 60 


45 60 



^ For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditi( 
tAII typical values are at Vqq = 5 V, T/^ = 25°C. 
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TYPES SN5481A, SN5484A, SN7481A, SN7484A 
16-BIT RANDOM-ACCESS MEMORIES 



switching characteristics, Vcc = 5 V, Iql = MAXt, Ta = 25°C, see figure 1 



parameter! 


LOCATION 
ADDRESSED 


TEST CONDITIONS 


SN5481A, SN5484A 


SN7481A, SN7484A 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tSR 


XI - Y1 


CL = 30pF 


13 


13 


ns 


CL = 200pF 


18 30 


18 30 


tPHL 


XI -Y1 


CL = 30pF 


11 19 


12 20 


ns 


Cl = 200 pF 


17 26 


18 27 


tPLH 


CL = 30pF 


13 20 


12 19 


CL = 200pF 


27 40 


18 27 


tPHL 


XI thru X4and Y1 


CL = 30pF 


10 18 


11 19 


ns 


CL = 200pF 


16 25 


17 26 


tPLH 


CL = 30pF 


13 20 


13 20 


CL = 200pF 


27 40 


19 28 



^For conditions shown as MIN or MAX, use the appropriate value specified under recon 

type. 
§tgp = Sense recovery time after writing 

tpHL — Propagation delay time, high-to-low-level output 

tp|_(_| = Propagation delay time, low-to-high-level output 



nended operating conditions for the applicable device 



schematic 



r- 



n 



^&r^ 



T~ 



r ^ 



"* L TO ALL 
^ I OTHER CELL 



Wo(B) "' WKBI' 




■fWQ(B) and W^ (g) inputs (indicated with dashed lines) are applicable for the SN5484A, SN7484A only. 
^. . . Vcc bus 
Resistor values shown are nominal and in ohms. 
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TYPES SN5481A, SN5484A, SN7481A, SN7484A 
16-BIT RANDOM-ACCESS MEMORIES 



PARAMETER MEASUREMENT INFORMATION 



ADDRESS 

PULSE 

GENERATOR 

(See Note A) 



>5on 



^rvTMC^- 



Wo PULSE 
GENERATOR 
(See Note A) 



|5on 



Wi PULSE 
GENERATOR 
(See Note A) 



S50n 
IJ?- 



DC 

o 

u. 

UJ 

S o 

111 z 



SqOUTPUT 



r LOAD 
CIRCUIT 
(See Note E) ^Ri 



I 

j LOAD CIRCUIT 2 I 

—I (Same as load circuit 1) ' 

I I 



TEST CIRCUIT 



ADDRESS 
INPUT 



Wo INPUT 



Wi INPUT 



So OUTPUT 



Si OUTPUT 




<10ns-^ j 7^— 



ti 



^^t — 



-tsp (See Note D) 



<10 ns—*rf l><- -^1 [^— < 

I jKooi^ 90%?Krj 

10%j /p-5V ^5VTv^10% 

IS— ^ 






-3V 
-OV 



-tsR (See Note D) 



SENSE-RECOVERY TIME VOLTAGE WAVEFORMS 






■— 3V 

OV 

■ — 3V 

OV 

VoH 

- Vol 

— VOH 



y- Vol 




jfi: 



5V^ 



V^ZA X 



■> 



12l! 



-3V 
•OV 
-3V 
-OV 
■VoH 



--Vol 



PROPAGATION DELAY TIME VOLTAGE WAVEFORMS 



NOTES: A. The pulse generators have the following characteristics: for the address pulse generator, PRR = 2 MHz; for the Wg and Wi pulse 
generators, PRR = 1 MHz. 

B. Ci_ includes probe and jig capacitance. 

C. For the SN5484A and SN7484A, unused Wq and W-j inputs are at 3.5 V. 

D. tsR = sense-recovery time 

E. For theSN5481A and SN5484A: R1 = 240 fi and R2 = 560 U. For the SN7481 A and SN7484A: R1 = 120 fZ and R2 = 330 O. 

FIGURE 1-SWITCHING CHARACTERISTICS 



7-48 



Texas Instruments 

INCORPORATED 
POST OFFfCE BOX 5012 • DALLAS. TEXAS 75222 



TTL 

MSI 



TYPES SN5482, SN7482 
2-BIT BINARY FULL ADDERS 

BULLETIN NO. DL-S 7211836, DECEMBER 1972 



For applications in: 

• Digital Computer Systems 

• Data-Handling Systems 

• Control Systems 
logic 

FUNCTION TABLE 



INPUTS 


OUTPUTS 1 


A1 


B1 


A2 


82 


WHEN CO 


= L 


WHEN CO 


= H 


SI 


S2 


C2 


SI 


S2 


C2 


L 


L 


L 


L 


L 


L 


L 


H 


L 


L 


H 


L 


L 


L 


H 


L 


L 


L 


H 


L 


L 


H 


L 


L 


H 


L 


L 


L 


H 


L 


H 


H 


L 


L 


L 


H 


L 


H 


H 


L 


L 


L 


H 


L 


L 


H 


L 


H 


H 


L 


H 


L 


H 


L 


H 


H 


L 


L 


L 


H 


L 


H 


H 


L 


H 


H 


L 


L 


L 


H 


H 


H 


H 


L 


L 


L 


H 


H 


L 


H 


L 


L 


L 


H 


L 


H 


L 


H 


H 


L 


H 


L 


L 


H 


H 


H 


L 


L 


L 


H 


L 


H 


L 


H 


H 


H 


L 


L 


L 


H 


H 


H 


L 


H 


L 


L 


H 


H 


L 


H 


L 


L 


H 


H 


L 


L 


H 


H 


L 


H 


H 


L 


H 


H 


H 


L 


H 


L 


H 


H 


L 


H 


H 


H 


H 


L 


H 


L 


H 


H 


H 


H 


H 


H 


L 


H 


H 


H 


H 


H 



H = high level, L = low level 



description 



These full adders perform the addition of two 2-bit 
binary numbers. The sum (S) outputs are provided 
for each bit and the resultant carry (C2) is obtained 
from the second bit. Designed for medium-to-high- 
speed, multiple-bit, parallel-add/serial-carry applica- 
tions, these circuits utilize high-speed, high-fan-out 
transistor-transistor logic (TTL) and are compatible 
with both DTL and TTL logic families. The imple- 
mentation of' a single-inversion, high-speed, 
Darlington-connected serial-carry circuit within each 
bit minimizes the necessity for extensive "look- 
ahead" and carry-cascading circuits. 



SN5482 ... J OR W PACKAGE 

SN7482 ... J OR N PACKAGE 

(TOP VIEW) 



A2 B2 2 2 GND C2 IMC NC 





14 




13 




12 


-A 


11 


_ 


10 


^ 


9 




1 
8 


















— 


B2 22 C2 
A2 

21 

A1 B1 CO 


















1 




2 




3 


— 


4 




5 




6 




7 





21 A1 B1 Vcc CO NC NC 



positive logic: see function table 



NC— No Internal connection 



functional block diagram 

(5) 



00- 



A1- 



(2) 



(3) 



(14) 



A2i2^t4>^^; 



HD- 



(1) 




:sO- 



_=o- 



'=0 

o- 



;X> 




(12) 



o- 



o — 3> 

o- 



(10) 
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TYPES SN5482. SN7482 
2-BIT BINARY FULL ADDERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN5482 Circuits -55°Cto125°C 

SN7482 Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. Input signals must be zero or positive with respect to networl< ground terminal. 



recommended operating conditions 





SN5482 


SN7482 


UNIT 


MIN NOM 


MAX 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 5 


5.5 


4.75 5 5.25 


V 


High-level output current, loH 


SI or 22 


-400 


-400 


ka 


C2 


-200 


-200 


Low-level output current, Iql 


LI or L2 


16 


16 


mA 


C2 


8 


8 


Operating free-air temperature, T/\ 


-55 


125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN5482 


SN7482 


UNIT 


MIN TYPt 


MAX 


MIN 


TYP* 


MAX 


VlH 


High-level Input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


Vqh 


High-level 
output voltage 


21 or £2 


Vcc = MIN, 
V,H = 2V, 
V|L = 0.4V 


'oh =-400mA 


2.4 3.4 


2.4 


3.4 




V 


C2 


IOH = -200/iA 


Vol 


Low-level 
output voltage 


21 or 22 


Vcc = MIN, 
V|H = 2V, 
V|L=0.4V 


'0L= 16 mA 


0.2 


0.4 




0.2 


0.4 


V 


C2 


Iql = 8 mA 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5 V 


1 


1 


mA 


l|H 


High-level 
input current 


A1,B1,orC0 


Vcc = MAX, 


V| = 2.4 V 


160 


160 


mA 


A2orB2 


40 


40 


l|L 


Low-level 
input current 


A1,B1,orC0 


Vcc = MAX, 


V| = 0.4 V 


-6.4 


-6.4 


mA 


A2 or 82 


-1.6 


-1.6 


'OS 


Short-circuit 
output current? 


21 or 22 


Vcc = MAX 


-20 


-55 


-18 




-55 


mA 


C2 


-20 


-70 


-18 




-70 


>cc 


Supply current 


Vcc = MAX, 


See Note 3 


35 


50 




35 


58 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

?AII typical values are at VqC ~ 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 3: \qq is measured with outputs open, B1 and B2 grounded, and 4.5 V applied to A1 , A2, and CO. 
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TYPES SN5482, SN7482 
2-BIT BINARY FULL ADDERS 



switching characteristics, Vcc = 5 V, Ta = 25° C (see note 4) 



PARAMETERU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


CO 


LI 


Cl=15pF, RL = 400n 


34 


ns 


tPHL 


40 


tPLH 


B2 


£2 


40 


ns 


tPHL 


35 


tPLH 


CO 


2:2 


38 


ns 


tPHL 


42 


tPLH 


CO 


C2 


Cl=15pF, RL = 780n 


12 


19 


ns 


tPHL 


17 


27 



*PLH — propagation delay time, low-to-high-level output 
tp(_|L — propagation delay time, high-to-low-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-10. 

schematics of inputs and outputs 



EQUIVALENT OF ALL INPUTS 




A1, B1,C0: 
A2, B2: 



I = 1 kn NOM 
I =4 kn NOM 




21 AND S2 OUTPUTS 



130 n NOM . 
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TYPES SN5483A, SN54LS83A, SN7483A, SN74LS83A 
4-BIT BINARY FULL ADDERS WITH FAST CARRY 

BULLETIN NO. DL-S 761 1853, MARCH 1974-REVISED OCTOBER 1976 



Full-Carry Look-Ahead across the Four Bits 

Systems Achieve Partial Look-Ahead 
Performance with the Economy of 
Ripple Carry 

SN54283/SN74283 and SN54LS283/SN74LS283 
Are Recommended For New Designs as They 
Feature Supply Voltage and Ground on Corner 
Pins to Simplify Board Layout 

TYPICAL ADD TIMES 

TWO TWO 

8-BiT 16-BIT 



SN5483A, SN54LS83A ... J OR W PACKAGE 

SN7483A, SN74LS83A ... J OR N PACKAGE 

(TOP VIEW) 



TYPE 



TYPICAL POWER 

DISSIPATION PER 

4-BIT ADDER 



WORDS WORDS 
'83A 23 ns 43 ns 310mW 

'LS83A 25 ns 45 ns 95 mW 

description 

These improved full adders perform the addition of 
two 4-bit binary numbers. The sum (S) outputs are 
provided for each bit and the resultant carry (C4) is 
obtained from the fourth bit. These adders feature 
full internal look ahead across all four bits generating 
the carry term in ten nanoseconds typically. This 
provides the system designer with partial look-ahead 
performance at the economy and reduced package 
count of a ripple-carry implementation. 

The adder logic, including the carry, is implemented 
in its true form meaning that the end-around carry 
can be accomplished without the need for logic or 
level inversion. 

Designed for medium-speed applications, the circuits 
utilize transistor-transistor logic that is compatible 
with most other TTL families and other saturated 
low-level logic families. 

Series 54 and 54 LS circuits are characterized for 
operation over the full military temperature range of 
-55°C to 125°C, and Series 74 and 74LS circuits are 
characterized for operation from 0°C to 70° C. 



B4 14 C4 CO GND Bl A1 Z1 





[¥1 


J«L 


\»[ 


Mn\ 


l„ J... 


r> 




u 


















r 


14 C4 CO Bl A1 
B4 11 
A4 A2 

13 A3 B3 12 B2 




















1 


^ 


I 




i 


■ 4 


5 


■ 6 




ij 


I 







A4 13 A3 B3 Vcc 12 82 A2 



positive logic: see function table 



FUNCTION TABLE 











OUTPUT 1 




WHEN >^ 


WHEN yS, 




INPUT 




CO- \. y^ 
^/ WHEN 

/^ ca-L 


CO - Hymkjm 


Ai yi 


Bl/? 


A2/? 


B2^ 


LI /^ 


sa/jf 


CI 4 


2:1/ 


'^'i/i 


C2A 


/A3 


/^m 


/<lm 


^sm 


/is 


/ssf* 


Ac* 


An 


Am 


/c* 


L 


L 


L 


L 


L 


L 


L 


H 


L 


L 


H 


L 


L 


L 


H 


L 


L 


L 


H 


L 


L 


H 


L 


L 


H 


L 


L 


L 


H 


L 


H 


H 


L 


L 


L 


H 


L 


H 


H 


L 


L 


L 


H 


L 


L 


H 


L 


H 


H 


L 


H 


L 


H 


L 


H 


H 


L 


L 


L 


H 


L 


H 


H 


L 


H 


H 


L 


L 


L 


H 


H 


H 


H 


L 


L 


L 


H 


H 


L 


H 


L 


L 


L 


H 


L 


H 


L 


H 


H 


L 


H 


L 


L 


H 


H 


H 


L 


L 


L 


H 


L 


H 


L 


H 


H 


H 


L 


L 


L 


H 


H 


H 


L 


H 


L 


L 


H 


H 


L 


H 


L 


L 


H 


H 


L 


L 


H 


H 


L 


H 


H 


L 


H 


H 


H 


L 


H 


L 


H 


H 


L 


H 


H 


H 


H 


L 


H 


L 


H 


H 


H 


H 


H 


H 


L 


H 


H 


H 


H 


H 



H = high level, L = low level 

NOTE: Input conditions at A1, 81, A2, B2, and CO are used to 
determine outputs SI and 22 and the value of the internal 
carry C2. The values at 02, A3, B3, A4, and B4 are then 
used to determine outputs S3, S4, and C4. 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) ^^ 

Input voltage: '83A 5.5 V 

'LS83A 7V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN5483A, SN54LS83A -55°Cto125°C 

SN7483A, SN74LS83A 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. This rating applies for the '83A only between the 
following pairs: A1 and Bl, A2 and B2, A3 and B3, A4 and B4. 
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TYPES SN5483A, SN54LS83A, SN7483A, SN74LS83A 
4-BIT BINARY FULL ADDERS WITH FAST CARRY 



REVISED OCTOBER 1976 



functional block diagram 




schematics of inputs and outputs 

'83A 



EQUIVALENT OF 
EACH INPUT 



vcc 




CO input: Req = 4 kfl NOM 
Any A or B: Rgq = 3.5 kil NOM 



TYPICAL OF ALL 
OUTPUTS 




C4 output: R = 100 n NOM 
Any S: R = 120 O, NOM 



'LS83A 



EQUIVALENT OF 
EACH INPUT 



INPUT — f^ 



CO input: Rgq = 17 kfj NOM 
Any A or B: Rgq = 8.5 kn NOM 



'LS83A 



TYPICAL OF 
ALL OUTPUTS 

■'cc 
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TYPES SN5483A, SI\I7483A 
4-BIT BINARY FULL ADDERS WITH FAST CARRY 



recommended operating conditions 





SN5483A 


SN7483A 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply Voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


Any output except C4 


-800 


-800 


mA 


Output C4 


-400 


-400 


Low-level output current, Iql 


Any output except C4 


16 


16 


mA 


Output C4 


8 


8 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 









..».^.n..„+ 


SN5483A 


SN7433A 


UNIT 






MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


ViL Low-level input voltage 




0.8 


0.8 


V 


ViK Input clamp voltage 


Vcc = MIN, li = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loH = MAX 


2.4 3.4 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loL = MAX 


0.2 0.4 


0.2 0.4 


V 


Input current at maximum 
l| 

input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-1.6 


-1.6 


mA 


Short-circuit 
output current § 


Any output except C4 


Vcc = MAX 


-20 -55 


-18 -55 


mA 


Output C4 


-20 -70 


-18 -70 




Vcc = MAX, 
Outputs open 


All B low, other 
inputs at 4.5 V 


56 


56 


mA 






All inputs at 
4.5 V 


66 99 


■ 66 110 



1" For concJitions shown as MIN or MAX, use the appropriate value specified under recommended operating conditic 
tAII typical values are at Vqc = 5 V, T^ = 25° C. 
§ Only one output should be shorted at a time. 



switching characteristics, Vcc = 5 V, Ta 


= 25°C 










PARAMETERt 


FROM (INPUT) 


TO (OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


fPLH 


CO 


Any S 


Cl=15pF, RL = 400n, 
See Note 3 


14 


21 


ns 


tPHL 


12 


21 


tPLH 


Aj or Bj 


Sj 


16 


24 


ns 


tPHL 


16 


24 


tPLH 


CO 


04 


Cl=15pF, RL = 780n, 
See Note 3 


9 


14 


ns 


tPHL 


11 


16 


tPLH 


A| or Bj 


C4 


9 


14 


ns 


tPHL 


11 


16 



*PLH — Propagation delay time, low-to-high-level output 
tpHL ^ Propagation delay tinne, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SI\I54LS83A. SN74LS83A 

4-BIT BINARY FULL ADDERS WITH FAST CARRY 



REVISED OCTOBER 1976 



recommended operating conditions 





SN54LS83A 


SN74LS83A 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Lovu-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS83A 


SN74LS83A 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Lov\;-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
IOH = -400mA 


V|H = 2V, ViL = V|Lmax, 


2.5 3.4 


2.7 


3.4 




V 


Vol 


Low-level output voltage 


Vcc= MIN, 
V|L = V|L max 


V|H = 2V, 


Iql = 4 mA 


0.25 


0.4 




0.25 


0.4 


V 


Iql = 8 mA 






0.35 


0.5 


Input current 

l| at maximum 

input voltage 


Any A or B 


Vcc = MAX, 


Vi = 7V 


0.2 


0.2 


mA 


CO 


0.1 


0.1 


"IH 


High-level 
input current 


Any A or B 


Vcc = MAX, 


V( = 2.7 V 


40 


40 


HA 


CO 


20 


20 


l|L 


Low-level 
input current 


Any A or B 


Vcc = MAX, 


V| = 0.4V 


-0.8 


-0.8 


mA 


CO 


-0.4 


-0.4 


'OS 


Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 




-100 


mA 


'cc 


Supply current 


Vcc = MAX, 
Outputs open 


All inputs 
grounded 


22 


39 




22 


39 


mA 


All B low, other 
inputs at 4.5 V 


19 


34 




19 


34 






All inputs at 
4.5 V 


19 


34 




19 


34 



'*'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating condl" 

^All typical values are at Vqq = 5 V, T^ = 25°C. 

S Only one output should be shdrted at a time, and duration of the short-circuit should not exceed one second. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM (INPUT) 


TO (OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


CO 


Any S 


Cl=15pF, RL = 2kn, 
See Note 4 


16 


24 


ns 


tPHL 


15 


24 


tPLH 


Ajor Bj 


Si 


15 


24 


ns 


tPHL 


15 


24 


tPLH 


CO 


04 


11 


17 


ns 


tPHL 


1.5 


22 


tPLH 


A| or Bj 


04 


11 


17 


ns 


tPHL 


12 


17 



II tpLH = Propagation delay time, low-to-high-level output 
tpi-i L = Propagation delay time, high-to-low-level output 
Note 4: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPICAL 


TYPICAL 


TYPE 


POWER 
DISSI- 


DELAY 
(4-BIT 




PATION 


WORDS) 


'85 


275 mW 


23 ns 


'L85 


20 mW 


90 ns 


'LS85 


52 mW 


24 ns 


'S85 


365 mW 


11 ns 



description 



SN5485, SN54LS85, SN54S85 ... J OR W PACKAGE 

SN7485, SIM74LS85, SIM74S85 ... J OR N PACKAGE 

(TOP VIEW) 



DATA INPUTS 



Vcc A3 B2 A2 A1 Bl AO 



RFlJlilRJFLMfirU^^ 




1 1 1 I 1 1 


- 


r 


A3 82 A2 A1 Bl AO 

B3 BO 

A<B A-B A>BA>B A-B A<B 
IN IN IN OUT OUT OUT 


1 1 1 





lijiijijjiiiiijiinijiir 

B3 ,A<BA-BA> B,.A > B A ■= B A< B, GND 



CASCADE INPUTS 



positive logic: see function tables 



SN54L85 ... J PACKAGE 

SN74L85 . . . J OR N PACKAGE 

(TOP VIEW) 



^CC A3 B3 A > B A<B 



jiiRjiTifiiMjiin^^ 




1 1 1 1 1 1 


- 


r 


A3 B3 A>B A<B BO AO 
OUTPUT OUTPUT 

- B2 Bl 
A2 OUTPUT INPUT INPUT INPUT Al 


1 1 1 1 1 1 


_j 



nininiJmiiniiiiJTzr 



82 A2 A-B A>BA<B A-E 

' V ' OUTPUT ^ V 

INPUTS CASCADE INPUTS 



positive logic: see function tables 



These four-bit magnitude comparators perform comparison of straight binary and straight BCD (8-4-2-1 ) codes. Three 
fully decoded decisions about two 4-bit words (A, B) are made and are externally available at three outputs. These 
devices are fully expandable to any number of bits without external gates. Words of greater length may be compared by 
connecting comparators in cascade. The A > B, A < B, and A = B outputs of a stage handling less-significant bits are 
connected to the corresponding A > B, A < B, and A = B inputs of the next stage handling more-significant bits. The 
stage handling the least-significant bits must have a high-level voltage applied to the A = B input and in addition for the 
'L85, low-level voltages applied to the A > B and A < B inputs. The cascading paths of the '85, 'LS85, and 'S85 are 
implemented with only a two-gate-level delay to reduce overall comparison times for long words. An alternate method 
of cascading which further reduces the comparison time is shown in the typical application data. 

FUNCTION TABLES 



COMPARING 
INPUTS 


CASCADING 
INPUTS 


OUTPUTS 


A3, 83 


A2, 82 


A1,B1 


AO, 80 


A>B 


A<B 


A=B 


A>B 


A< 8 


A = B 


A3>B3 


X 


X 


X 


X 


X 


X 


H 


L 


L 


A3<B3 


X 


X 


X 


X 


X 


X 


L 


H 


L 


A3 = 83 


A2>B2 


X 


X 


X 


X 


X 


H 


L 


L 


A3 = 83 


A2<B2 


X 


X 


X 


X 


X 


L 


H 


L 


A3 = 82 


A2=B2 


Al >B1 


X 


X 


X 


X 


H 


L 


L 


A3 = 83 


A2=B2 


Al < 81 


X 


X 


X 


X 


L 


H 


L 


A3=B3 


A2=B2 


Al = 81 


AO>BO 


X 


X 


X 


H 


L 


L 


A3 = B3 


A2 = 82 


A1 = 81 


A0<BO 


X 


X 


X 


L 


H 


L 


A3 = 83 


A2= B2 


Al = 81 


A0 = BO 


H 


L 


L 


H 


L 


L 


A3 = B3 


A2=B2 


A1 = 81 


A0=80 


L 


H 


L 


L 


H 


L 


A3 = B3 


A2= 82 


Al = Bl 


A0 = 8a 


L 


L 


H 


L 


L 


H 









'85, 


'LS85, 'sas 










A3 = 83 


A2 = B2 


Al = Bl 


A0= 80 


X X 


H 


L 


L 


H 


A3 = 83 


A2 = 82 


Al = 81 


A0 = B0 


H H 


L 


L 


L 


L 


A3= 83 


A2 = 82 


Al = Bl 


A0=80 


L L 


L 


H 


H 


L 











'L85 












A3 = 83 


A2 = 82 


Al = 81 


AO = BO 


L 


H 


H 


L 


H 


H 


A3 = 83 


A2=82 


Al = 81 


AO = BO 


H 


L 


H 


H 


L 


H 


A3 = 83 


A2 = 82 


Al = 81 


AO = BO 


H 


H 


H 


H 


H 


H 


A3= 83 


A2=82 


Al = 81 


A0 = 80 


H 


H 


L 


H 


H 


L 


A3 =83 


A2=B2 


Al = Bl 


A0 = B0 


L 


L 


L 


L 


L 


L 



H = high level, L = low level, X = Irrelevant 
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functional block diagrams 
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TYPES SN5485, SN54L85, SN54LS85, SN54S85. 

SN7485, SN74L85, SN74LS85. SN74S85 

4-BIT MAGNITUDE COMPARATORS 



schematics of inputs and outputs 



EQUIVALENT OF EACH 
INPUT FOR '85 



vcc 




A = B, Any A or B: 

Req = 1.67 kfi NOM 

A > B, A <B: 

Req = 4kn NOM 



EQUIVALENT OF EACH 
INPUT FOR'L85 




Any A or B: 

Rgq = 16.7 kil NOM 
A= B, A > B, A< B: 

Req = 40 kO NOM 



EQUIVALENT OF EACH 
INPUT FOR 'LS85 




EQUIVALENT OF EACH 
INPUT FOR 'S85 




A = B, Any A or B: 
Req =933 Q. NOM 

A> B, A< B: 

Req =2.8 kfi NOM 



TYPICAL OF ALL OUTPUTS 
FOR '85, 'L85 




'85: Req= 100 fl NOM 
'L85: Rpf, = 500 n NOM 



TYPICAL OF ALL OUTPUTS 
FOR 'LS85 




TYPICAL OF ALL OUTPUTS 
FOR 'S85 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 





SN54' 
SN54S' 


SN54L' 


SN54LS' 


SN74' 
SN74S' 


SN74L' 


SN74LS' 


UNIT 


Supply voltage, Vcc 'see Note 1 1 


7 


8 


7 


7 


8 


7 


V 


Input voltage (see Note 2) 


5.5 


5.5 


7 


5.5 


5.5 


7 


V 


Interemitter voltage (see Note 3) 


5.5 






5.5 






V 


Operating free-air temperature range 


-55 to 125 


0to70 


"c 


Storage temperature range 


-65 to 150 


-65 to 150 


°c 



NOTES: 1 . Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. Input voltages for 'LB5 must be zero or positive with respect to network ground terminal. 

3. This is the voltage between two emitters of a multiple-emitter input transistor. This rating applies to each A input in conjunction 
with its respective B input of the '85 and 'S85. 
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TYPES SN5485, SN7485 

4-BIT MAGNITUDE COMPARATORS 



recommended operating conditions 





SIM5485 


SN7485 


UNIT 


MIN NOM MAX 


MIN NOM 


MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS^ 


MIN TYP* 


MAX 


UNIT 


V|H 


High-level input voltage 




2 


V 


V|L 


Low-level input voltage 




0.8 


V 


V|K 


1 nput clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 

Iqh = -400mA 


2.4 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H=2V, 
l0L= 16 mA 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5 V 


1 


mA 


>ih 


High-level input current 


A < B, A >B inputs 


Vcc = MAX, 


V| = 2.4 V 


40 


A'A 


all other inputs 


120 


l|L 


Low-level input current 


A < B, A > B inputs 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


mA 


all other inputs 


-4.8 


'OS 


Short-circuit output current§ 


Vcc = MAX, 


Vo = 


SN5485 


-20 


-55 


mA 


SN7485 


-18 


-55 


'cc 


Supply current 


Vcc = MAX, 


See Note 4 


55 


88 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 4; \qq is measured with outputs open, A = B grounded, and all other inputs at 4.5 V. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
INPUT 


TO 
OUTPUT 


NUMBER OF 
GATE LEVELS 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Any A or B data input 


A<B, A>B 


1 


Ci_ = 15 pF, 

Rl = 400 n. 

See Note 5 


7 


ns 


2 


12 


3 


17 


26 


A = B 


4 


23 


35 


tPHL 


Any A or B data input 


A< B, A> B 


1 


11 


ns 


2 


15 


3 


20 


30 


A = B 


4 


20 


30 


tPLH 


A< B or A = B 


A>B 


1 


7 


11 


ns 


tPHL 


A < B or A = B 


A>B 


1 


11 


17 


ns 


tPLH 


A = B 


A = B 


2 


13 


20 


ns 


tPHL 


A = B 


A = B 


2 


11 


17 


ns 


tPLH 


A>B orA = B 


A< B 


1 


7 


11 


ns 


tPHL 


A > B or A = B 


A< B 


1 


11 


17 


ns 



iltpLH — propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-level output. 
NOTE 5: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54L85. SN74L85 
4-BIT MAGNITUDE COMPARATORS 



recommended operating conditions 





SN54L85 


SN74L85 


UNIT 


MIN NOM MAX 


MIN NOIVI MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-100 


-200 


mA 


Low-level output current, Iql 


2 


3.6 


mA 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN 


TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 








2 


V 


VlL 


Low-level input voltage 








0.7 


V 


Vqh 


High-level output voltage 






V|L = 0.7V, 


V|H = 2V, 
l0H = MAX 


SN54L85 


2.4 


3.3 




V 


SN74L85 


2.4 


3.2 




Vol 


Low-level output voltage 






Vcc=MIN, 
V|L = 0.7V, 


V|H = 2V, 
Iql = MAX 


SN54L85 




0.15 


0.3 


V 


SN74L85 




0.2 


0.4 


Input current at 
l| 

maximum input voltage 


A < B, A > B, 


orA= B 


Vcc = I^AX, 


V| =5.5V 




100 


mA 


A or B inputs 


300 


l|H 


High-level input current 


A<B, A< B, 


orA = B 


Vcc = WAX, 


V| = 2.4V 




10 


mA 


A or B inputs 


30 


l|L 


Low-level input current 


A < B, A > B, 


or A = B 


Vcc = MAX, 


V| =0.3 V 




-0.18 


mA 


A or B inputs 


-0.54 


'OS 


Short-circuit output current§ 






Vcc = MAX 


-3 




-15 


mA 


'cc 


Supply current 






Vcc = MAX, 


See Note 6 


Condition A 




4.0 


7.7 


mA 


Condition B 




3.2 


7.2 



Tfor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vcc = 5 V, T;^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 6: With all outputs open, Iqq is measured for Condition A with all inputs at 4.5 V, and for Condition B with all Inputs grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Any A or B 


Any 


CL = 50pF, RL = 4kn, 
See Note 7 


90 150 


ns 


tPHL 


75 150 


tPLH 


A >B,A<B, 
or A = B 


Any 


75 150 


ns 


tPHL 


55 100 



litpLH — propagation delay time, low-to-high-level output 
tpHL = propagation delay tinne, high -to- low-level output 
NOTE 7: Load circuit and voltage waveforms are shown on page 3-1 1. 
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TYPES SN54LS85, SN74LS85 
4-BIT MAGNITUDE COMPARATORS 



REVrSED DECEMBER 1980 



recommended operating conditions 





SN54LS85 


SN74LS85 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, (qh 


-400 


-400 


/iA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDITIONSt 


SN54LS85 


SN74LS85 


UNIT 




MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level Input voltage 




0.7 


0.7 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level outputvoltage 


Vcc = MIN, 
V|L = V|L max. 


V|H = 2V, 
'oh = -400/iA 


2.5 3.4 


2.7 


3.4 




V 


Vol Low-level outputvoltage 


Vcc = MIN, 
V,H = 2V, 
V|L = V|L max 


Iql = '' fTiA 


0.25 


0.4 




0.25 


0.4 


V 


l0L = 8 mA 






0.35 


0.5 


Input current 

l| at maximum 

input voltage 


A < B, A > B inputs 


Vcc = MAX, 


V| = 7V 


0.1 


0.1 


mA 


all other inputs 


0.3 


0.3 


High-level 

•iH 

input current 


A < B, A > B inputs 


Vcc = MAX, 


V|=2.7V 


20 


20 


mA 


all other inputs 


60 


60 


Low-level 

'IL 

input current 


A <B, A > B inputs 


Vcc = MAX, 


V| = 0.4 V 


-0.4 


-0.4 


mA 


all other inputs 


-1.2 


-1.2 


Iqs Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 




-100 


mA 


'CC Supply current 


Vcc = MAX, 


See Note 4 


10.4 


20 




10.4 


20 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
+ AII typical values are at VqC = 5 V, T/^ = 25°C. 

SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 4: \qq is measured with outputs open, A = B grounded, and all other inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
INPUT 


TO 
OUTPUT 


NUMBER OF 
GATE LEVELS 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Any A or B data input 


A < B, A > B 


1 


Cl= 15 pF, 
Rl = 2kn, 
See Note 7 


14 


ns 


2 


19 


3 


24 36 


A = B 


4 


27 45 


tPHL 


Any A or B data input 


A < B, A > B 


1 


11 


ns 


2 


15 


3 


20 30 


A = B 


4 


23 45 


tPLH 


A < B or A = B 


A> B 


1 


14 22 


ns 


tPHL 


A <Bor A = B 


A>B 


1 


11 17 


ns 


tPLH 


A=B 


A = B 


2 


13 20 


ns 


tPHL 


A = B 


A = B 


2 


13 26 


ns 


<PLH 


A > B or A = B 


A<B 


1 


14 22 


ns 


tPHL 


A > B or A = B 


A< B 


1 


11 17 


ns 



'tpLH = propagation delay time, low-to-high-level output 
*PHL ~ propagation delay time, high-to-low-level output 
NOTE 7: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54S85, SN74S85 
4-BIT MAGNITUDE COMPARATORS 



recommended operating conditions 





SN54S85 


SN74S85 


UNIT 


MIN IMOM MAX 


MIN NOM MAX 


Supply voltage, S/qC 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN 


TYPt 


MAX 


UNIT 


V|H 


High-level Input voltage 




2 


V 


V|L 


Low-level input voltage 




0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -18mA 


-1.2 


V 


VOH 


High-level output voltage 


Vcc=MIN, 
V|L = 0.8V, 


V,H = 2V, 
'oh = -1 mA 


SN54S85 


2.5 


3.4 




V 


SN74S85 


2.7 


3.4 




Vol 


Low-level output voltage 


V|L = 0.8V, 


V|H = 2V, 
Iql = 20 mA 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


mA 


l|H 


High-level input current 


A< B, A > B inputs 


Vcc = MAX, 


V| = 2.7 V 


50 


mA 


all other inputs 


150 


l|L 


Low-level input current 


A< B, A > B inputs 


Vcc = MAX, 


V|=0.5 V 


-2 


mA 


all other inputs 


-6 


lOS 


Short-circuit output current § 


Vcc = MAX 


-40 




-100 


mA 


•cc 




Vcc = MAX, 


See Note 4 




73 


115 


mA 


Supply current 




Vcc = MAX, 
See Note 4 


Ta = 125°C, 


SN54S85W 


110 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
Jam typical values are at V^c = 5 V, T^ = 25°C. 

a Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 4: Iqc '^ measured with outputs open, A = B grounded, and all other inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETERl 


FROM 
INPUT 


TO 
OUTPUT 


NUMBER OF 
GATE LEVELS 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Any A or B data input 


A < B, A > B 


1 


Cl= 15 pF, 
RL = 280n, 
See Note 5 


5 


ns 


2 


7.5 


3 


10.5 16 


A = B 


4 


12 18 


tPHL 


Any A or B data input 


A < B, A > B 


1 


5.5 


ns 


2 


7 


3 


11 16.5 


A = B 


4 


11 16.5 


tPLH 


A < B or A = B 


A>B 


1 


5 7.5 


ns 


tPHL 


A<BorA = B 


A>B 


1 


5.5 8.5 


ns 


tPLH 


A= B 


A = B 


2 


7 10.5 


ns 


tPHL 


A = B 


A = B 


2 


5 7.5 


ns 


tPLH 


A> Bor A = B 


A<B 


1 


5 7.5 


ns 


tPHL 


A > B or A = B 


A<B 


1 


5.5 8.5 


ns 



HtpLH — propagation delay time, low-to-high-level output 
tpf-|L ^ P''°P^9^^'°" delay time, high-to-low-level output 
NOTE 5: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN5485, SN54L85, SN54LS85, SN54S85, 
SN7485, SN74L85. SN74LS85, SN74S85 
4-BIT MAGNITUDE COMPARATORS 



TYPICAL APPLICATION DATA 



COMPARISON OF TWO N-BIT WORDS 

This application demonstrates how these magnitude 
comparators can be cascaded to compare longer 
words. The example illustrated shows the comparison 
of two 24-bit words; however, the design is 
expandable to n-bits. As an example, one comparator 
can be used with five of the 24-bit comparators 
illustrated to expand the word length to 120-bits. 
Typical comparison times for various word lengths 
using the '85, 'L85, 'LS85, or 'S85 are: 



WORD NUMBER 

LENGTH OF PKGS 

1-4 bits 1 

5-24 bits 2-6 

25-120 bits 8-31 



'85 'L85 'LS85 'S85 

23 ns 90 ns 24 ns 11 ns 

46 ns 180 ns 48 ns 22 ns 

69 ns 270 ns 72 ns 33 ns 



A<B 
A-B 
A>B 



A<8 
A-B 
A>B 



A<B 
A-B 
A>B 



A<B 
A-B 
A>B 



A<B 
A-B 
A>8 



A<B 
A-B 
A>B 



COMPARISON OF TWO 24-BIT WORDS 
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TYPES SN5486, SN54L86, SN54LS86, SN54S86, 

SN7486, SN74L86, SN74LS86. SN74S86 

QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 

BULLETIN NO. DL-S 7611825, DECEMBER 1972-REVISED OCTOBER 1976 



schematics of inputs and outputs 

'86 



EQUIVALENT OF 
EACH INPUT 



VCC 




TYPICAL OF 
ALL OUTPUTS 




EQUIVALENT OF 
EACH INPUT 




20 kn NOM 



TYPICAL OF 
ALL OUTPUTS 



500 n NOM 




EQUIVALENT OF EACH INPUT 



12.5 kn NOM : 



ifi- 



TYPICAL OF ALL OUTPUTS 

^CC 
250 n NOM' 




EQUIVALENT OF 
EACH INPUT 




TYPICAL OF 
ALL OUTPUTS 




SN54', SN54LS', SN54S' ... J OR W PACKAGE 
SN74', SN74LS', SN74S' ... J OR N PACKAGE 
(TOP VIEW) 



VcC <B 4A 4Y 3B 3A 3Y 






ujuiiifiiJiLJiiJiir 

lA IB 1Y 2A 28 2Y GND 



positive logic: Y = A©B = AB + AB 



SN54L86 ... J PACKAGE 

SN74L86 ... J OR N PACKAGE 

(TOP VIEW) 



J^^U^^Ui^U^TU^^UTUTl 






njJlJiliJljiJliilLrLLr 



positive logic: Y = A@B = AB + AB 



SN54L86 . . . T PACKAGE (TOP VIEW) 



KXJ Li>J 



ijjiiJiiriininirLLr 



positive logic: Y = A©B = AB + AH 



FUNCTION TABLE 


INPUTS 


OUTPUT 
Y 


A B 


L L 


L 


L H 


H 


H L 


H 


H H 


L 





H = high level, L = 


ow level 




TYPICAL AVERAGE 


TYPICAL 


TYPE 


PROPAGATION 


TOTAL POWER 




DELAY TIME 


DISSIPATION 


86 


14 ns 


150 mW 


L86 


55 ns 


15 mW 


LS86 


10 ns 


30.5 mW 


'S86 


7 ns 


250 mW 
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TYPES SN5486, SN7486 

QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN5486 — 55°Cto125°C 

SN7486 0°Cto70°C 

Storage temperature range — 65°C to 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN5486 


SN7486 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


HA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN5486 


SN7486 


UNIT 


MIN TYP* 


MAX 


MIN 


TYP* 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -8 mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc=MIN, 
V|L = 0.8V, 


V,H = 2V, 
lOH = -800/jA 


2.4 3.4 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MiN, 
V|L = 0.8V, 


V|H = 2V 
l0L= 16 mA 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.4V 


40 


40 


>iA 


l|L 


Low-level input current 


Vcc = MAX, 


V| =0.4V 


-1.6 


-1.6 


mA 


'OS 


Short-circuit output current^ 


Vcc = MAX 


-20 


-55 


-18 




-55 


mA 


Ice 


Supply current 


Vcc = MAX, 


See Note 2 


30 


43 




30 


50 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

^All typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 2: Ice 's measured with the inputs grounded and the outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


AorB 


Other input low 


Cl= 15pF, 
RL = 400n, 
See Note 3 


15 23 


ns 


tPHL 


11 17 


tPLH 


AorB 


Other input high 


18 30 


ns 


tPHL 


13 22 



"tpLH = propagation delay time, low-to-highlevel output 
*PHL — Pi'opagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54L86. SN74L86 
QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage (see Note 4) 5.5 V 

Operating free-air temperature range: SN54L86 -55°Cto125°C 

SN74L86 0°Cto70°C 

Storage temperature range -65°Ctol50°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

4. Input voltages must be zero or positive with respect to network ground terminal. 



recommended operating conditions 





SN54L86 


SN74L86 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-100 


-200 


mA 


Low-level output current, Iql 


2 


3.6 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54L86 


SN74L86 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.7 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
V|L = 0.7V, 


V|H = 2V, 
IOH = MAX 


2.4 3.3 


2.4 


3.2 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.7V, 


V|H = 2V, 
Iql = MAX 


0.15 


0.3 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V( = 5.5V 


200 


200 


mA 


l|H 


High-level input current 


VcC = MAX, 


V| = 2.4V 


20 


20 


mA 


l|L 


Low-level Input current 


Vcc = MAX, 


V| = 0.3 V 


-0.36 


-0.36 


mA 


'OS 


Short-circuit output current 


Vcc = MAX 


-3 


-15 


-3 




-15 


mA 


ICCH 


Supply current, all outputs high 


Vcc = MAX, 


See Note 5 


2.2 


4.4 




2.2 


4.4 


mA 


'CCL 


Supply current, all outputs low 


Vcc = MAX, 


See Note 6 


3.8 


6.68 




3.8 


6.68 


mA 



^ For conditions shown as MlIM or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at Vqc = 5 V, T^ = 25°C. 

NOTES: 5. IcCH '^ measured with all outputs open, one input of each gate at 4.5 V, and the other inputs grounded. 
6. IcCL '^ measured with all outputs open and all inputs at 4.5 V. 



switching characteristics, VcC = 5 V, Ta = 25° C 



PARAMETERS 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


A or B 


Other Input low 


CL = 50pF, 

Rl = 4 kn. 
See Note 7 


75 150 


ns 


tPHL 


60 150 


tPLH 


A or B 


Other input high 


50 90 


ns 


tPHL 


35 60 



"tpLH — propagation delay time, low-to-high-level output 
tp|_|i_ = propagation delay time, high-to-low-level output 
NOTE 7: Load circuit and voltage waveforms are shown on page 3-1 1. 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



7-67 



TYPES SN54LS86, SN74LS86 

QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS86 — 55°Cto125°C 

SN74LS86 0°C to 70°C 

Storage temperature range — 65°C to 150°C 



NOTE1: Voltage values i 



ith respect to network ground terminal. 



recommended operating conditions 





SN54LS86 


SN74LS86 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


HA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T^ 


-65 125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONS+ 


SN54LS86 


SN74LS86 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V||_ Uow-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = V|Lmax, IoH=-400mA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, 
V,H=2V, 
V|L = V|Lmax 


Iql ~ 4 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


l| Input current at maximum Input voltage 


Vcc = MAX, V| = 7V 


0.2 


0.2 


mA 


1 1 i-i High-level input current 


Vcc = MAX, V| = 2.7 V 


40 


40 


ma 


1 1 L Low-level input current 


Vcc=MAX, V|=0.4V 


-0.8 


-0.8 


mA 


'OS Short-circuit output currents 


Vcc = MAX 


-6 -40 


-5 -42 


mA 


'CC Supply current 


Vcc = MAX, See Note 2 


6.1 10 


6.1 10 


mA 



^For conciitions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

^All typical values are at V^c = 5 V, T^ = 25°C. 

§ Not more than one output should be shorted at a time. 

NOTE 2: \qq is measured with the inputs grounded and the outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


AorB 


Other input low 


Cl=15pF, 
RL = 2kn, 
See Note 7 


12 23 


ns 


tPHL 


10 17 


tPLH 


AorB 


Other input high 


20 30 


ns 


tPHL 


13 22 



"tpLH = propagation delay time, low-to-high-level output 
tpi_|L = propagation delay time, high-to-low-level output 
NOTE 7: Load circuit and voltage waveforms are shown on page 3-11, 
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TYPES SN54S86, SN74S86 
QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S86 -55°Cto125°C 

SN74S86 0°Cto70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 ; Voltage values are with respect to network grouncj terminal. 



recommended operating conditions 





SN54S86 


SN74S86 


UNIT 


MIN MOM MAX 


MIN NOW MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54S86 


SN74S86 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


ViL Low-level input voltage 




0.8 


0.8 


V 


ViK Input clamp voltage 


Vcc = IVIIN, l| = -18mA 


-1.2 


-1.2 


V 


Vqh High-level output voltage 


Vcc = lVllN, V|H = 2V, 
V|L = 0.8V, loH = -1mA 


2.5 3.4 


2.7 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V 
V|L = 0.8V, iQi =20mA 


0.5 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = IVIAX, V| = 5.5V 


1 


1 


mA 


l||-l High-level input current 


Vcc = IVIAX, V| = 2.7 V 


50 


50 


mA 


l|L Low-level input current 


Vcc = WIAX, V|=0.5V 


-2 


-2 


mA 


Iqs Short-circuit output currents 


Vcc = MAX 


-40 -100 


-40 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


50 75 


50 75 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

^All typical values are at Vqq = 5 V, T^ = 25° C. 

SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: \qq is measured with the inputs grounded and the outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


A or B 


Other input low 


CL = 15pF, 
RL = 280n, 
See Note 3 


7 10.5 


ns 


tPHL 


6.5 10 


tPLH 


AorB 


Other input high 


7 10.5 


ns 


tPHL 


6.5 10 



iitpLj-| — propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54H87, SN74H87 
4-BIT TRUE/COMPLEMENT, ZERO/ONE ELEMENTS 



BULLETIN NO. DL-S 721 1837, DECEMBER 1972 



description 

Operation of these monolithic 4-bit true/complement 
elements is controlled by the B and C inputs. With 
the B input low, the 4-bit binary input (A) is 
transferred to the output (Y) in either complemen- 
tary form (with C low) or true form (with C high). 
When the B input is high, the output will be at the 
complementary level of the C input regardless of the 
levels of the data inputs. 

These circuits are fully compatible for use with other 
TTL or DTL circuits. Input clamping diodes are 
provided to minimize transmission line effects and 
thereby simplify system design. Each input represents 
only one normalized series 54H/74H load, and full 
fan-out to 10 series 54H/74H loads is available from 
each of the outputs in the low-level condition. 

Power dissipation is 270 mW typically with an 
average propagation delay of 14 ns from data inputs 
to output. 

The SN54H87 is characterized for operation over the 
full military temperature range of — 55°C to 125°C, 
and the SN74H87 is characterized for operation from 
0°C to 70°C. 



SN54H87 ... J OR W PACKAGE 

SN74H87 ... J OR N PACKAGE 

(TOP VIEW) 



Vcc A4 Y4 NC A3 Y3 





m 


1 1 


1 1 .1.1... 


' 1 


' — 1 






M Y4 


A3 Y3 




I 


C 




E 










A1 Y1 


A? Y2 


■ 








— 


~ 2 ~ 


} 4 " 


~ 


1 ~[6_ 


■ 





Y2 GND 



positive logic: see function table 



NC— No internal connection 



FUNCTION TABLE 



CONTROL 
INPUTS 


OUTPUTS 


B C 


Y1 


Y2 Y3 Y4 


L L 


AT 


S5 A3 S4 


L H 


A1 


A2 A3 A4 


H L 


H 


H H H 


H H 


, L 


L L L 



H = high level, L = low level 

A1, A2, A3, A4 = the level of the respective A input. 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) ^^ 

Input voltage 5.5 V 

Operating free-air temperature range: SN54H87 Circuits — 55°Cto125°C 

SN74H87 Circuits 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal, 

recommended operating conditions 





SN54H87 


SN74H87 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, VqC 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 
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TYPES SN54H87, SN74H87 
4-BIT TRUE/COMPLEMENT, ZERO/ONE ELEMENTS 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONS^ 


MIIM TYPt MAX 


UNIT 


V|(-| High-level input voltage 




2 


V 


ViL Low-level input voltage 




0.8 


V 


V||^ Input clamp voltage 


Vcc = MIN, l|=-8mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, ViH = 2V, 
V|L = 0.8V, loH = -1mA 


2.4 3.5 


V 


Vol Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loL = 20mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


'iH High-level input current 


Vcc=MAX, V| = 2.4V 


50 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-2 


mA 


Iqs Short-circuit output currents 


Vcc=MAX 


-40 -100 


mA 


Ice Supply current 


Vcc=MAX, 
See Note 2 


SN54H87 


54 78 


mA 


SN74H87 


54 89 



^For conditions shown as Ml N or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

tM\ typical values are at Vqq = 5 V, T;^ = 25°C. 

SNot more than one output should be shorted at a time and duration of the short-circuit should not exceed 1 second. 

NOTE 2: Iqq is measured for the following conditions: 

a. All A inputs are at 4.5 V, B and C inputs are grounded, and all outputs are open. 

b. B and C inputs are at 4.5 V, all A inputs are grounded, and all outputs are open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


MAX 


Propagation delay time, low-to-high- 
tpiu 

level output from any A input 


C|_ = 25pF, Ru = 280n, 
See Note 3 


14 20 


ns 


Propagation delay time, high-to-low- 
tpui 

level output from any A input 


13 19 


ns 


Propagation delay time, !ow-to-high- 
tpLH 

level output from B or C inputs 


17 25 


ns 


Propagation delay time, high-to-low- 
tpui 

level output from B or C inputs 


17 25 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 



functional block diagram and schematics of inputs and outputs 




=-iiH> 



EQUIVALENT OF 
EACH INPUT 



2.8 kn 
NOM 




TYPICAL OF 
ALL OUTPUTS 
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TYPES SN5490A, SN5492A, SN5493A, SN54L90,SN54L93, 

SN54LS90, SN54LS92, SN54LS93, SN7490A, SN7492A, SN7493A, 

SN74L90. SN74L93, SN74LS90,SN74LS92, SN74LS93 

DECADE, DIVIDE-BY-TWELVE, AND BINARY COUNTERS 



BULLETIN NO. DL-S 7611807, MARCH 1974-REVISED OCTOBER 1976 



'90A, 'L90, 'LS90 . . . DECADE COUNTERS 

'92A, 'LS92 . . . DIVIDE-BY-TWELVE 
COUNTERS 

'93A, 'L93, 'LS93 . . . 4-BIT BINARY 
COUNTERS 



TYPES 


TYPICAL 
POWER DISSIPATION 


'90A 


145 mW 


'L90 


20 mW 


'LS90 


45 mW 


'92A, '93A 


130mW 


'LS92, 'LS93 


45 mW 


'L93 


16 mW 


description 





Each of these monolithic counters contains four 
master-slave flip-flops and additional gating to 
provide a divide-by-two counter and a three-stage 
binary counter for which the count cycle length is 
divide-by-five for the '90A, 'L90, and 'LS90, 
divide-by-six for the '92A and 'LS92, and 
divide-by-eight for the '93A, 'L93, and 'LS93. 

Ail of these counters have a gated zero reset and the 
'90A, 'L90, and 'LS90 also have gated set-to-nine 
inputs for use in BCD nine's complement 
applications. 

To use their maximum count length (decade, divide- 
by-twelve, or four-bit binary) of these counters, the B 
input is connected to the Qa output. The input 
count pulses are applied to input A and the outputs 
are as described in the appropriate function table. A 
symmetrical divide-by-ten count can be obtained 
from the '90A, 'L90, or 'LS90 counters by 
connecting the Qp output to the A input and 
applying the input count to the B input which gives a 
divide-by-ten square wave at output Q/^. 



SIM54', SN54LS' ... J OR W PACKAGE 

SN54L' ... J OR T PACKAGE 

SN54', SN74L', SN74LS' ... J OR N PACKAGE 

'9(iX 'L90, 'LS90 (TOP VIEW) 



rJ3JJiHJiDJ3iIliIL 




^iniJiininiriLriif 



VCC R9(ll H9(21 



positive logic: see function tables 



'92A, '1892. (TOP VIEW) 



J3J»y«]JIU]^LS=[IL 




MjjiiJiiJiinjrijjiir 



Vcc no(i) Ro(2) 



positive logic: see function tables 



'93A, 'LS93 (TOP VIEW) 



fpHjjLajlLajiiiiL 




iij-iinininiiiinir 



positive logic: see function tables 



'L93 (TOP VIEW) 



r -J^TJ^ii^njigj^njTUTL 




ujiijiinijijrLLrLir 



positive logic: see function tables 



NC— No internal connection 
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TYPES SN5490A, '92A, '93A, SN54L90. 193. SN54LS90, 'LS92, 'LS93, 

SI\I7490A. '92A. '93A. SI\I74L90. 193, SN74LS90. 1S92, LS93 

DECADE, DIVIDE-BY-TWELVE, AND BINARY COUNTERS 



'90 A, 'L90, 'LS90 

BCD COUNT SEQUENCE 

(See Note A) 



'90 A, 'L90, 'LS90 

BIQUINARY (5-2) 

(Sea Note Bl 



COUNT 


OUTPUT 


Qq Qc Qb Qa 





L L L L 


1 


L L L H 


2 


L L H L 


3 


L L H H 


4 


L H L L 


5 


L H L H 


6 


L H H L 


7 


L H H H 


8 


H L L L 


9 


H L L H 



COUNT 


OUTPUT 


Qa Qd Qc Qb 





L L L L 


1 


L L L H 


2 


L L H L 


3 


L L H H 


4 


L H L L 


5 


H L L L 


6 


H L L H 


7 


H L H L 


8 


H L H H 


9 


H H L L 



'92A, 'LS92 

COUNT SEQUENCE 
(See Note CI 



'93A, 'L93, 'LS93 

COUNT SEQUENCE 

(See Note CI 



■90A, 'L90, 'LS90 
RESET/COUNT FUNCTION TABLE 



RESET INPUTS 


OUTPUT 


RodI "0(21 "9(11 


"9(21 


Qp Qc Qb Qa 


H H L 


X 


L L L L 


H H X 


L 


L L L L 


X X H 


H 


H L L H 


X L X 


L 


COUNT 


L X L 


X 


COUNT 


L X X 


L 


COUNT 


X L L 


X 


COUNT 



COUNT 


OUTPUT 1 


Qd 


Qc Qb 


Qa 





L 


L L 


L 


1 


L 


L L 


H 


2 


L 


L H 


L 


3 


L 


L H 


H 


4 


L 


H L 


L 


5 


L 


H L 


H 


6 


H 


L L 


L 


7 


H 


L L 


H 


8 


H 


L H 


L 


9 


H 


L H 


H 


10 


H 


H L 


L 


11 


H 


H L 


H 



COUNT 


OUTPUT 1 


Qd 


Qc Qb 


Qa 





L 


L L 


L 


1 


L 


L L 


H 


2 


L 


L H 


L 


3 


L 


L H 


H 


4 


L 


H L 


L 


5 


L 


H L 


H 


6 


L 


H H 


L 


7 


L 


H H 


H 


8 


H 


L L 


L 


9 


H 


L L 


H 


10 


H 


L H 


L 


11 


H 


L H 


H 


12 


H 


H L 


L 


13 


H 


H L 


H 


14 


H 


H H 


L 


15 


H 


H H 


H 



'92A, 'LS92, '93A, 'LgS, 'LS93 

RESET/COUNT FUNCTION TABLE 



NOTES: A. Output Q^ is connected to input B for BCD count. 
B. Output Qq is connected to input A for biquinary 



C. Output Q^ is connected to input B. 

D. H = high level, L = low level, X = irrelevant 



RESET INPUTS 


OUTPUT 


Rodi Ro(2) 


Qd Qc Qb Qa 


H H 


L L L L 


L X 


COUNT 


X L 


COUNT 



functional block diagrams 

'90A, 'L90, 'LS90 



R9( 

R9(2) 



zlSO-T 



R0(2) Iil_>^ 



J Q 
-<3>CK 



'93A, 'L93, 'LS93 



(■93A) 1X931 



L J Q 
-c>CK 



S^ 




J Q 

-o>CK 



•'Qa 



Rodi- 
Ro(2)- 



XyiJ 



J a 

-o>CK 



'-Ob 



J Q 

Lock 



'Qc 



J Q 
>CK 



The J and K inputs shown without connection are for reference only and are functionally at a high level. 
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TYPES SN5490A, '92A, '93A, SN54L90, 193, SN54LS90, 'LS92. 'LS93. 
SN7490A, '92A, '93A, SN74L90. 193, SN74LS90, 1S92, 1S93 
DECADE, DIVIDE-BY-TWELVE, AND BINARY COUNTERS 

REVISED AUGUST 1977 

schematics of inputs and outputs 

'90A, '92A, '93A 



EQUIVALENT OF EACH INPUT 

vcc- 




ftl 



INPUT 



Req NOM 
A 2.5 kfi 

B ('90A, '92A) 1.25 kfi 
B {"93A) 2.5 kn 

All resets 6 kn 



TYPICAL OF ALL OUTPUTS 




•Vcc 



EQUIVALENT OF EACH INPUT 
EXCEPT A AND B OF 'L93 
Vcc- 



INFUT 
A CLgO) 
B ('L90) 
All resets 




__ NOM 
13.3 kn 
6.67 kfi 
40 kn 



EQUIVALENT OF A AND B 
INPUTS OF 'L93 



50 kn 
NOM 



i5kn C " 

NOMS J"\ J \ 



35 kn 
NOM 



TYPICAL OF ALL OUTPUTS 



— Vcc 
: 500 n NOM 



'LS90, 'LS92, 'LS93 



EQUIVALENT OF EACH RESET INPUT 



Vcc " 

;: 20 kn NOM 

INPUT « J H 1 T~"~ 



5f \- 



EQUIVALENT OF A AND B INPUTS 



Vcc 




INPUT 



NOMINAL VALUES 
R1 R2 R3 

A lOkH lOkn lOkn 

B CLSgO, ■LS92) 6.7 kO 6.7 kn 5 kfl 
B CLSQS) 15 kn 15 kn 10 kn 



TYPICAL OF ALL OUTPUTS 
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TYPES SN5490A, SN5492A, SN5493A. SN7490A, SN7492A. SN7493A 
DECADE, DIViDE-BY-TWELVE, AND BINARY COUNTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN5490A, SN5492A, SN5493A -55°Cto125°C 

SN7490A, SN7492A, SN7493A 0°C to 70°C 

Storage temperature range -65°C to 150°C 

NOTES: 1. Voltage values, except interemitter voltage, are with respect to network grouncj terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For these circuits, this rating applies between the two Rg 
inputs, and for the '90A circuit, it also applies between the two Rg inputs. 



recommended operating conditions 





SN5490A, SN5492A 
SN5493A 


SN7490A, SN7492A 
SN7493A 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


-800 


-800 


AiA 


Low-level output current, Iql 


16 


16 


mA 


Count frequency, fcount 'see Figure 1) 


A input 


32 


32 


MHz 


B input 


16 


16 


Pulse width, t^ 


A input 


15 


15 


ns 


B input 


30 


30 


Reset inputs 


15 


15 


Reset inactive-state setup time, tju 


25 


25 


ns 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST C( 




, 


'90A 


'92A 


•93A 


UNIT 


3NDITIONS' 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = IVIIN, 


l| = -12mA 


-1.5 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
IqH = -800 mA 


2.4 


3.4 




2.4 


3.4 




2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc=IVIIN, 
V|L = 0.8V, 


V,H = 2V, 
l0L = 16mAll 




0.2 


0.4 




0.2 


0.4 




0.2 


0.4 


V 


Input current at 
li 

maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


1 


mA 


l|H 


High-level 
Input current 


Any reset 


Vcc = MAX, 


V| = 2.4V 


40 


40 


40 


mA 


A input 


80 


80 


80 


B input 


120 


120 


80 


l|L 


Low-level 
input current 


Any reset 


Vcc = MAX, 


V| = 0.4V 


-1.6 


-1.6 


-1.6 


mA 


A input 


-3.2 


-3.2 


-3.2 


B input 


-4.8 


-4.8 


-3.2 


IQS 


Short-circuit 
output current§ 


Vcc = MAX 


SN54' 


-20 




-57 


-20 




-57 


-20 




-57 


mA 


SN74' 


-18 




-57 


-18 




-57 


-18 




-57 


Ice 


Supply current 


Vcc = MAX, 


See Note 3 




29 


42 




26 


39 




26 


39 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at \/cc = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

Hq^ outputs are tested at Iql. = 16 mA plus the limit value for I|l for the B input. This permits driving the B input while 

fan-out capability. 
NOTE 3: l^c '* measured with all outputs open, both Rq inputs grounded following momentary connection to 4.5 V, and 
grounded. 



naintaining full 
III other inputs 
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TYPES SN5490A, SN5492A, SN5493A. SN7490A. SN7492A. SN7493A 
DECADE, DIVIDE-BY -TWELVE, AND BINARY COUNTERS 



REVISED OCTOBER 1976 



switching characteristics, Vcc = 5 V, Ta = 25°C 






















parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'90A 


'92A 


'93A 


UNIT 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


fmax 


A 


Qa 


CL=15pF, 
RL = 400n, 
See Figure 1 


32 


42 




32 


42 




32 


42 




MHz 


B 


Qb 


16 


16 


16 


tPLH 


A 


Qa 




10 


16 




10 


16 




10 


16 


ns 


tPHL 




12 


18 




12 


18 




12 


18 


tPLH 


A 


Qd 




32 


48 




32 


48 




46 


70 


ns 


tPHL 




34 


50 




34 


50 




46 


70 


tPLH 


B 


Qb 




10 


16 




10 


16 




10 


16 


ns 


tPHL 




14 


21 




14 


21 




14 


21 


tPLH 


B 


Qc 




21 


32 




10 


16 




21 


32 


ns 


tPHL 




23 


35 




14 


21 




23 


35 


tPLH 


B 


Qd 




21 


32 




21 


32 




34 


51 


ns 


tPHL 




23 


35 




23 


35 




34 


51 


tPHL 


Set-to-0 


Any 




26 


40 




26 


40 




26 


40 


ns 


tPLH 


Set-to-9 


Qa.Qd 




20 


30 






ns 


tPHL 


Qb.Qc 




26 


40 







^max ^ maximum count frequency 

*PLH = propagation delay time, low-to-high-level output 
tpi^L s propagation delay time, high-to-low-level output 
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TYPES SN54L90, SN54L93, SN74L90. SN74L93 
DECADE AND BINARY COUNTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 4) 8 V 

Input voltage (see Note 5) 5.5 V 

Operating free-air temperature range: SN54L90, SN54L93 -55°Cto125°C 

SN74L90, SN74L93 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES; 4. Voltage values are with respect to network ground terminal. 

5. Input voltages must be zero or positive with respect to network ground terminal. 



recommended operating conditions 





SN54L90, SN54L93 


SN74L90, SN74L93 


UNIT 


MIN NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 


5 


5.25 


V 


Count frequency, fcount 





3 







3 


MHz 


High-level output current, Iqh 


-100 


-200 


ma 


Low-level output current, Iql 


2 


3.6 


mA 


Width of input count pulse, t,^(count) 


200 


200 


ns 


Width of reset pulse, t,^(reset) 


200 


200 


ns 


Operating free-air temperature, T^ 


-55 


125 







70 


°C 


electrical characteristics over recommended operating free-air temperature range (un 


less Otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


'L90 


'L93 


UNIT 


MIN TYPt 


MAX 


MIN 


TYP* 


MAX 


ViH High-level input voltage 




2 


2 


V 


V||_ Low-level input voltage 




0.7 


0.7 


V 


Vqh High-level output voltage 


SN54L' 


Vcc=IVIIN. 
V|L = 0.7 V, 


V|H=2V, 
IQH = MAX 


2.4 3.3 


2.4 


3.3 




V 


SN74L' 


2.4 3.2 


2.4 


3.2 




Vql Low-level output voltage 


SN54L' 


Vcc = MIN, 
V|L = 0.7 V, 


V|H = 2V, 
IOL = MAXlI 


0.15 


0.3 




0.15 


0.3 


V 


SN74L' 


0.2 


0.4 




0.2 


0.4 


Input current at 
li 

maximum input voltage 


Any reset input 


Vcc = I^AX, 


V| = 5.5V 


100 


100 


mA 


A input 


300 


200 


B input 


600 


200 


High-level input 

l|H 

current 


Any reset input 


Vcc = MAX, 


V| = 2.4 V 


10 


10 


mA 


A input 


30 


20 


B Input 


60 


20 


Low-level input 
l|L 

current 


Any reset input 


Vcc = MAX, 


V| = 0.3V 


-0.18 


-0.18 


mA 


A input 


-0.54 


-0.36 


B Input 


-1.08 


-0.36 


'OS Short-circuit output curren 


t§ 


Vcc = MAX 


-3 


-15 


-3 




-15 


mA 


'CC Supply current 


Vcc = MAX, 


See Note 3 


4 


7.2 




3.2 


6.6 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at Vqq = 5 V. T^ = 25°C. 

SNot more than one output should be shorted at a time. 

HQa outputs are tested at Iql - MAX plus the limit value for I|l for the B input. This permits driving the B input while i 

fan-out capability. 
NOTE 3: Ice is measured with all outputs open, both Rg inputs grounded following momentary connection to 4.5 V, and 
grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



naintaining full 
all other inputs 



PARAMETER 


TEST CONDITIONS 


'L90 


'L93 


UNIT 


MIN 


TYP 


MAX 


MIN 


TYP 


MAX 


*max Maximum count frequency 




3 


6 




3 


6 




MHz 


Propagation delay time, low-to-high-level Qn 
tpLH 

output from input A 


CL = 50pF, RL = 4kn, 
See Figure 1 




230 


340 




280 


450 


ns 


Propagation delay time, high-to-low-level Qn 
tpHL 

output from input A 




230 


340 




280 


450 


ns 
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TYPES SN54LS90. SN54LS92, SN54LS93, 

SN74LS90, SN74LS92, SN74LS93 

DECADE, DIVIDE-BY-TWELVE, AND BINARY COUNTERS 

REVISED OCTOBER 1976 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 4) 7 V 



Input voltage: R inputs 

A and B inputs 

Operating free-air temperature range: SN54LS' Circuits 

SN74LS' Circuits 
Storage temperature range 



. . . . 7 V 
. ... 5.5 V 
-55°Cto125°C 
. 0°C to 70°C 
-65°C to 1 50°C 



NOTE 4; Voltage values are with respect to network grounc) terminal 

recommended operating conditions 







SN54LS90 
SN54LS92 
SN54LS93 


SN74LS90 
SN74LS92 
SN74LS93 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


,-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Count frequency, fcount '^^^ Figure 1) 


A input 


32 


32 


MHz 


B Input 


16 


16 


Pulse wicJth, t^ 


A input 


15 


15 


ns 


B input 


30 


30 


Reset inputs 


15 


15 


Reset inactive-state setup time, tju 


25 


25 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TE 


STCONDITIONSt 


SN54LS90 
SN54LS92 


SN74LS90 
SN74LS92 


UNIT 




MIN TYPt MAX 


MIN 


TYPt MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
V||_ = V|Lmax, 


V|H=2V, 
IOH = -400mA 


2.5 3.4 


2.7 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L= V|L max. 


V|H = 2V, 


IOL = 4mAl 


0.25 


0.4 




0.25 


0.4 


V 


IOL = 8mAlI 






0.35 


0.5 


Input current 

l| at maximum 

input voltage 


Any reset 


Vcc = MAX, 


V| = 7 V 


0.1 


0.1 


mA 


A input 


Vcc = MAX, 


V| = 5.5 V 


0.2 


0.2 


B input 


0.4 


0.4 


l|H 


High-level 
input current 


Any reset 


Vcc = MAX, 


V| = 2.7 V 


20 


20 


mA 


A input 


40 


40 


B input 


80 


80 


l|L 


Low-level 
Input current 


Any reset 


Vcc = MAX, 


V| = 0.4 V 


-0.4 


-0.4 


mA 


A input 


-2.4 


-2.4 


B input 


-3.2 


-3.2 


lOS 


Short-circuit output current? 


Vcc = MAX 


-20 


-100 


-20 




-100 


mA 


'cc 




Vcc = MAX, 


See Note 3 


•LS90 


9 


15 




9 


15 


mA 






■LS92 


9 


15 




9 


15 



tpor concJitions shown as MIN or MAX, use the appropriate value specif iecJ under recommended operating conditions. 
Jam typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

tIQ/\ outputs are tested at specified Iql P'"' **i® ''mit value of l|Lfor the B input. This permits driving the B input while maintaining full fan- 
out capability. 
NOTE 3: \qq is measured with all outputs open, both Rq inputs grounded following momentary connection to 4.5 V, and all other inputs 
grounded. 
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electrical characteristics over 



TYPES SN54LS90, SN54LS92, SN54LS93. 

SN74LS90. SN74LS92. SN74LS93 

DECADE, DIVIDE-BY-TWELVE, AND BINARY COUNTERS 

REVISED OCTOBER 19 76 

recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDITIONSt 


SN54LSg3 


SN74LS93 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax, Ioh = -400mA 


2.5 3.4 


2.7 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, ViH = 2V, 
V|L = V|L max 


IOL = 4mAll 


0.25 0.4 


0.25 0.4 


V 


IOL = 8mAll 




0.35 0.5 


Input current 

l| at maximum 

input voltage 


Any reset 


Vcc = IVIAX, V| = 7V 


0.1 


0.1 


mA 


A or B input 


Vcc=MAX, V| = 5.5V 


0.2 


0.2 


High-level 

<IH 

input current 


Any reset 


Vcc = MAX, V| = 2.7V 


20 


20 


HA 


A or B input 


40 


80 


Low-level 
'IL 

input current 


Any reset 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


A input 


-2.4 


-2.4 


B input 


-1.6 


-1.6 


Iqs Short-circuit output current§ 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 3 


9 15 


9 15 


mA 



^For concjitions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at V^c = 5 V, T;^ = 25°C. 

8 Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second, 

«Q^ outputs are tested at specified Iql plus the limit value for Ijl for the B input. This permits driving the B input while maintaining full 

fan-out capability. 
NOTE 3: l^c '^ measured with all outputs open, both Rq inputs grounded following momentary connection to 4.5 V, and all other inputs 
grounded. 



switching characteristics, VcC = 5 V, Ta = 25° C 
















PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'LS90 


■LS92 


'LS93 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


MIN TYP 


MAX 


'max 


A 


Qa 


Cl= 15pF, 
RL=2kn 
See Figure 1 


32 42 


32 42 


32 42 


MHz 


B 


Qb 


16 


16 


16 


tPLH 


A 


Qa 


10 


16 


10 


16 


10 


16 


ns 


tPHL 


12 


18 


12 


18 


12 


18 


tPLH 


A 


Qd 


32 


48 


32 


48 


46 


70 


ns 


tPHL 


34 


50 


34 


50 


46 


70 


tPLH 


B 


Qb 


10 


16 


10 


16 


10 


16 


ns 


tPHL 


14 


21 


14 


21 


14 


21 


tPLH 


B 


Qc 


21 


32 


10 


16 


21 


32 


ns 


tPHL 


23 


35 


14 


21 


23 


35 


tPLH 


B 


Qd 


21 


32 


21 


32 


34 


51 


ns 


«PHL 


23 


35 


23 


35 


34 


51 


tPHL 


Set-to-0 


Any 


26 


40 


26 


40 


26 


40 


ns 


tPLH 


Set-to-9 


Qa.Qd 


20 


30 






ns 


tPHL 


Qb.Qc 


26 


40 







^max ~ maximum count frequency 
tpn-j= propagation delay time, low-to-high-level output 
^PHL~ propagation delay time, hlgh-to-low-tevel output 
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TYPES SN5490A, SN5492A, SN54g3A, SN54L90, SN54L93. 
SN54LS90, SN54LS92, SN54LS93, SN7490A, SN7492A, SN7493A, 
SN74L90, SN74L93, SN74LS90, SN74LS92, SN74LS93 
DECADE, DIVIDE-BY-TWELVE. AND BINARY COUNTERS 

PARAMETER MEASUREMENT IIM FORMATION 



TEST 
POINT 



FROM OUTPUT _ 
UNDER TEST 

Cl 

(See Note B) 



f (See Note D) 

1^ i ^ ^ ^ 

i^ • Fl FI Fl 

' (See Note C) 



LOAD CIRCUIT 



RESETT09 

INPUTS 
(See Nois E) 



OUTPUT Oa 
CLOCK B INPUT 




tn*10 ('90A. XgO, 'LS901. 
ln*12l'92A, 'LSSZI. oral 
16 I93A, 'L93, 'US93I 



VOLTAGE WAVEFORMS 



A. Input pulses are supplied by a generator having the following characteristics: 

for '90A, '92A, '93A, tp < 5 ns, tf < 5 ns, PRR = 1 MHz, duty cycle = 50%, Zo^ » 50 ohnns; 

for 'L90, 'L93, t^ < 15 ns, tf < 15 ns, PRR = 500 kHz, duty cycle = 50%, Zout '" 50 ohms; 

for 'LS90, 'LS92, 'LS93, t^ < 15 ns, tf < 5 ns, PRR = 1 MHz, duty cycle = 50%, Zq^ « 50 ohms. 

B. C|_ includes probe and jig capacitance. 

C. CI (30 pF) is applicable for testing 'L90 and 'L93. 

D. All diodesare 1N916or 1N3064. 

E. Each reset input is tested separately with the other reset at 4.5 V. 

F. Reference waveforms are shown with dashed lines. 

G. For '90A, "92A, and ■93A; V^gf = 1.5 V. For 'L90, 'L93, 'LSgO, 'LS92, and 'LS93; V^ef = 1.3 V. 
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TTL TYPES SN5491A, SN54L91 SN54LS91, SN7491A, SN74L91, SN74LS91 

MSI 8-BIT SHIFT REGISTERS 

BULLETIN NO. DL-S 7611854, MARCH 1974-REVISED OCTOB ER 1976 

MSI TTL SHIFT REGISTERS 
for applications in 

• Digital Computer Systems • Data-Handling Systems • Control Systems 



SN5491A, SN54LS91 ... J PACKAGE 

SN54L91,SN7491A, SN74L91,SN74LS91 . . . J OR N PACKAGE 

DUAL-IN-LINE PACKAGE (TOP VIEW) 



SN5491 A, SN54LS91 . . . W PACKAGE 

SN54L91, SN74L91 . . . T PACKAGE 

FLAT PACKAGE (TOP VIEW) 



FUNCTION TABLE 



INPUTS 
ATtn 


OUTPUTS 
AT tn+8 


A B 


Qh Qh 


H H 
L X 
X L 


H L 
L H 
L H 



H = high, L = low, 

X = irrelevant 

tn = Reference bit time, 

clocl< low 
t„+Q = Bit time after 8 
low-to-high 
clock transitions. 



J^^U^^U^^J^^U^^UTUTI 



iiniilirLLTMMm 



NC Vcc NC 



Qh Qh b gnd a clock nc 



Qh Qh b 



ii^iiJiinjLriiJiirLLr 

NC NC NC Vcc NC Nc NC 



positive logic: see function table 



NC — No internal connection 





TYPE 


TYPICAL 

MAXIMUM 

CLOCK 

FREQUENCY 


TYPICAL 

POWER 

DISSIPATION 




'91 A 


18MHz 


175mW 




•L91 


6.5 MHz 


17.5 mW 




'LS91 


18 MHz 


60 mW 


description 









schematics of inputs and outputs 

'91 A, 'L91 



These monolithic serial-in, serial-out, 8-bit shift regis- 
ters utilize transistor-transistor logic (TTL) circuits 
and are composed of eight R-S master-slave flip-flops, 
input gating, and a clock driver. Single-rail data and 
input control are gated through inputs A and B and 
an internal inverter to form the complementary 
inputs to the first bit of the shift register. Drive for 
the internal common clock line is provided by an 
inverting clock driver. This clock pulse inverter/driver 
causes these circuits to shift information one bit on 
the positive edge of an input clock pulse. 



EQUIVALENT OF EACH INPUT 




EQUIVALENT OF EACH INPUT 



functional block diagram 

,^ (12) 1101 . ^ 

(11) 1121 yTX'^^ ^ ° 



TYPICAL OF BOTH OUTPUTS 




•91 A: R - 130 12 NOM 
■L91: R=500nNOM 



TYPICAL OF BOTH OUTPUTS 




(DUALIN-LINE) (FLAT PACKAGE! 



{> 



(-CpCK 
R Q 



S 

rOt>CK 
R Q 



S Q 

r-Ct>CK 
R Q 



r-cpcK 

R Q 



S Q 

r<t>CK 
R Q 



S Q 

rCt>CK 
R Q 
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TYPES SN5491A, SN7491A 
8-BIT SHIFT REGISTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN5491A — 55°Cto125°C 

SN7491A 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. Input signals must be zero or positive with respect to network ground terminal. 



recommended operating conditions 





SN5491A 


SN7491A 


UNIT 


MIN NOM MAX 


MIN IMOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


UA 


Low-level output current, Iql 


16 


16 


mA 


Width of clock input pulse, t,^ 


25 


25 


ns 


Setup time, tju (see Figure 1) 


25 


25 


ns 


Hold time, th (see Figure 1) 








ns 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN5491A 


SN7491A 


UNIT 


MIN NOM 


MAX 


MIN 


NOM 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 

Ioh = -400mA 


2.4 3.5 


2.4 


3.5 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L= 16mA 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V|=2.4 V 


40 


40 


HA 


"IL 


Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


-1.6 


mA 


los 


Short-circuit output current^ 


Vcc = MAX 


-20 


-57 


-18 




-57 


mA 


Ice 


Supply current 


Vcc = MAX, 


See Note 3 


35 


50 




35 


58 


mA 



T^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

+ A1I typical values are at V^q = 5 V, T^ = 25''c. 

8 Not more than one output should be shorted at a time. 

NOTE 3: Iqq is measured after the eighth clock pulse with the output open and A and B inputs grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


fmax Maximum clock frequency 


Cl= 15 pF, 
RL = 400n, 
See Figure 1 


10 


18 




MHz 


tpLH Propagation delay time, low-to-high-level output 




24 


40 


ns 


tpHL Propagation delay time, high-to-low-level output 




27 


40 


ns 
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TYPES SN54L91, SN74L91 
8-BIT SHIFT REGISTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 8V 

Input voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54L91 — 55°Ctol25°C 

SN74L91 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTES; 1. Voltage values are with respect to network ground terminal. 

2. Input signals must be zero or positive with respect to network ground terminal. 



recommended operating conditions 





SN54L91 


SN74L91 


UNIT 


MIN IMOM 


MAX 


MINI NOM 


MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-100 


-200 


mA 


Low-level output current, Iql 


2 


3.6 


mA 


Width of clock Input pulse, t^{clock) 


High logic level 


100 


100 


ns 


Low logic level 


150 


150 


ns 


Setup time, tju (see Figure 1 ) 


120 


120 


ns 


Hold time, tj, (see Figure 1 ) 








ns 


Operating free-air temperature, T;^ 


-55 


125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54L91 


SN74L91 


UNIT 


MIN TYPt 


MAX 


MIN TYP* 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


VlL 


Low-level input voltage 




0.7 


0.7 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.7 V, 


V,H = 2V, 
l0H = MAX 


2.4 3.3 


2.4 3.2 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.7V, 


V|H = 2V 
l0L = MAX 


0.15 


0.3 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


100 


100 


UA 


"IH 


High-level input current 


Vcc = MAX, 


V| = 2.4V 


10 


10 


mA 


l|L 


Low-level input current 


Vcc = MAX, 


V| =0.3V 


-0.18 


-0.18 


mA 


Iqs 


Short-circuit output current 


Vcc = MAX 


-3 


-15 


-3 


-15 


mA 


'cc 


Supply current 


Vcc = MAX, 


See Note 3 


3.5 


6.6 


3.5 


6.6 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions 

t All typical values are at Vcc = 5 V, T^ = 25°C. 

NOTE 3: \qq is measured after the eighth clock pulse with the outputs open and A and B inputs grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax Maximum clock frequency 


CL = 50pF, RL = 4kn, 
See Figure 1 


3 6.5 


MHz 


Propagation delay time, 

tpi u 

low-to-high-level output 


55 100 


ns 


Propagation delay time, 
high- to-low-level output 


100 150 


ns 
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TYPES SN54LS91, SN74LS91 
8-BIT SHIFT REGISTERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 1 \l 

Input voltage 7V 

Operating free-air temperature range: SN54LS91 -55°Cto125°C 

SN74LS91 0°Cto70°C 

Storage temperature range — 65°C to 150°C 

NOTES: 1 . Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54LS91 


SN74LS91 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


WicJth of clocl< input pulse, t^ 


25 


25 


ns 


Setup time, tju (see Figure 1 ) 


25 


25 


ns 


Hold time, tf, (see Figure 1 ) 








ns 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS91 


SN74LS91 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


ViH High-level input voltage 




2 


2 


V 


VjL Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, l| = -18mA 


-1.5 


-1.5 


V 


VqH High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = VjL max, Iqh = -400 mA 


2.5 3.5 


2.7 3.5 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max 


Iql = ** "fiA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


\\y\ High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


/iA 


l|L Low-level input current 


Vcc = MAX, Vi = 0.4 V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output current§ 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 3 


12 20 


12 20 


mA 



'For conditions shown as IVIIN or fVlAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at Vqq = 5 V, Ta = 25°C. 

"Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 3; l^c '^ measured after the eighth cloclc pulse with the output open and A and B inputs grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


'max Maximum clock frequency 


Cl= 15 pF, 
RL = 2kn, 
See Figure 1 


10 


18 




MHz 


tPLH Propagation cielay time, low-to-high-level output 




24 


40 


ns 


tPHL Propagation delay time, high-to-low-level output 




27 


40 


ns 
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TYPES SI\I5491A. SN54L91. SI\I54LS91. SN7491A. SN74L91, SN74LS91 

8-BIT SHIFT REGISTERS 



PARAMETER MEASUREMENT INFORMATION 

Vcc = 5 V OUTPUT I 



PULSE 
GENERATOR 
(See Note A) 



■<f> 



r 



INPUT 
2.4 



V-hlB_>" 



n 



/, 



S Oh 
Ct>CK 

R Qh 



LOAD CIRCUIT 1 | 

Vcc = 5 V 

:rl 



T T 



Cl /-rs ^T\ Ci 

See I I See 

Note B •=• :=• Note D 



r 



•-I 



LOAD CIRCUIT 2 
SAME AS LOAD CIRCUIT 1 



TEST CIRCUIT 



CLOCK-PULSE 
INPUT 



Jl 



1 2 thru 7 8 9 thru 15 16 17 18 19 thru 23 24 25 26 27 

rmv:jmR":";jirmjin:::TiJuuui 

"T 



OUTPUT Oh 



-Jl. 



..J L 



TYPICAL INPUT/OUTPUT WAVEFORMS 



tw(clock) 



CLOCK 
INPUT 



!/v,et 



OUTPUT Qh OR Qh 



OUTPUT Qh OR Qh 



tPHL- 
tPLH- 



CLOCK 
INPUT 



V 

VoH 

Vref 



Vol 

VoH 





Vref 

Vol 




INPUT 
AOR 



PROPAGATION DELAY TIMES VOLTAGE WAVEFORMS 



■thold 
SWITCHING TIMES VOLTAGE WAVEFORMS 



NOTES: A. The generator has the following characteristics: t^(c|ock) = 500 ns, PRR < 1 IVIHz, Zgut ** 50 n. For SN5491 A/SN7491 A, 
tr < 10 ns and tf < 10 ns; for SN54L91/SN74L91 , t^ < 15 ns and tf < 15 ns; and for SN54LS91/SN74LS91, t^ = 15 ns, and 
tf = 6 ns. 

B. Cl includes probe and jig capacitance. 

C. All diodesare 1N3064or 1N916. 

D. Ci = 30 pF and is used for SN54L91/SN74L91 only. 

E. ForSN5491A/SN7491A, Vfef = 1-5 V; for SN54L91/SN74L91 and SN54LS91/SN74LS91 , V^ef = 1-3 V. 

FIGURE 1-SWITCHING TIMES 
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TYPES SN5494, SN7494 
4-BIT SHIFT REGISTERS 

BULLETIN NO. DL-S 7211812, DECEMBER 1972 



TTL MSI PARALLEL-IN SERIAL-OUT REGISTERS 
for application as 

Dual-Source, Parallel-To-Serial Converter • Serial-ln Serial-Out Register 



SN54g4 ... J OR W PACKAGE 

SN7494 ... J OR N PACKAGE 

(TOP VIEW) 



P2A PE2 P2B P2C GND P2D CLEAR OUTPU T 



PE2 P2B P2C P2D CLEAR 

P2A OUTPUT 



[description 

These monolithic shift registers which utilize tran- 
sistor-transistor logic (TTL) circuits in the familiar 
Series 54/74 configuration, are composed of four R-S 
master-slave flip-flops, four AND-OR-INVERT gates, 
and four inverter-drivers. Internal interconnections of 
these functions provide a versatile register which 
performs right-shift operations as a serial-in, serial-out 
register or as a dual-source, parallel-to-serial convert- 
er. A number of these registers may be connected in 
series to form an n-bit register. 

All flip-flops are simultaneously set to a low output 
level by applying a high-level voltage to the clear 
input while the internal presets are inactive (high). 
See the preset function table below. Clearing is 
independent of the level of the clock input. 

The register may be parallel loaded by using the clear 
input in conjunction with the preset inputs. After 
clearing all stages to low output levels, data to be 
loaded is applied to either the PI or P2 inputs of each 
register stage (A, B, C, and D) with the corresponding 
preset enable input, PE1 or PE2, high. Presetting, like 
clearing, is independent of the level of the clock 
input. 

Transfer of information to the outputs occurs on the positive-going edge of the clock pulse. The proper information 
must be setup at the R-S inputs of each flip-flop prior to the rising edge of the clock input waveform. The serial input 
provides this information for the first flip-flop, while the outputs of the subsequent flip-flops provide information for 
the remaining R-S inputs. The clear input must be at a low level and the internal presets must be inactive (high) when 
clocking occurs. 



h^TLiTLiriiniJiininir 



SER. CLOCK 



positive logic: see function tables 



PRESET FUNCTION TABLE 
(BIT A, TYPICAL OF ALL) 



REGISTER FUNCTION TABLE 



PRESET INPUTS 


INTERNAL 
PRESET A 


PE1 P1A 


PE2 P2A 


L X 


L X 


H (inactive) 


L X 


X L 


H (inactive) 


X L 


L X 


H (inactive) 


X L 


X L 


H (inactive) 


H H 


X X 


L (active) 


X X 


H H 


L (active) 



INTERNAL PRESETS 


INPUTS 


INTERNAL OUTPUTS 


OUTPUT 


A B C D 


CLEAR 


CLOCK SERIAL 


Oa Qb Qc 


Qd 


H H H H 


H 


X X 


L L L 


L 


L L L L 


L 


X X 


H H H 


H 


H H H H 


L 


L X 


Qao Qbo Qco 


Qdo 


L H L H 


L 


L X 


H Qbo H 


Qdo 


H H H H 


L 


t H 


H QAn Qsn 


QCn 


H H H H 


L 


t L 


L QAn Qsn 


QCn 



H = high level (steady state), L = low level (steady state), X = irrelevant, t = transition from low to high level 

'-*A0' '^BO- *-'C0' '-'do ~ *^^ \eve] of Q/^, Qg, Qq, or Qq, respectively, before the Indicated steady-state input conditions were established. 

'^An- '-'Bn' '^Cn " *^® \eve\ of Q^, Qg, or 0.q, respectively, before the most-recent t transition of the clock. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1 ) 7 V 

Input voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN5494 Circuits — 55°Cto125°C 

SN7494 Circuits 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. Input voltage must be zero or positive with respect to network ground terminal. 
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TYPES SN5494. SN7494 
4-BIT SHIFT REGISTERS 



functional block diagram 



PRESET I PE2 
ENABLE 
INPUTS 




_^^ . . . dynamic input activated by transition from a high level to a low level 
I 

schematics of inputs and output 



EQUIVALENT OF EACH INPUT 




PE1 and PE2: Rgq - 1 kfZ NOM 
All others: R-n = 4 kJJ NOM 
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TYPES SN5494, SN7494 
4-BIT SHIFT REGISTERS 



recommended operating conditions 





SN54g4 


SN74g4 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


16 


16 


mA 


Width of clock pulse, t^(ciock) 


35 


35 


ns 


Width of clear pulse, tw(clear) 


30 


30 


ns 


Width of preset pulse, t^^ipreset) 


30 


30 


ns 


Setup time, tju 


High-level data 


35 


35 


ns 


Low-level data 


25 


25 


Hold time, th 








ns 


Operating free-air temperature, T/^ 


-55 


125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN5494 


SN7494 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level Input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L=0.8V, 


V,H = 2V, 
'oh = -400 nA 


2.4 3.5 


2.4 3.5 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L= 16 mA 


0.2 


0.4 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


■ih 


High-level input current 


Presets 1 and 2 


Vcc = MAX, 


V| = 2.4 V 


160 


160 


mA 


Other inputs 


40 


40 


l|L 


Low-level input current 


Presets 1 and 2 


Vcc = MAX, 


V|=0.4V 


-6.4 


-6.4 


mA 


Other inputs 


-1.6 


-1.6 


'OS 


Short-circuit output current§ 


Vcc = MAX 


-20 


-57 


-18 


-57 


mA 


'cc 


Supply current 


Vcc = MAX, 


See Note 3 


35 


50 


35 


58 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vcc = 5 V, T^ = 25° C. 
8 Not more than one output should be shorted at a time. 

NOTE 3: Ice is measured with the outputs open, clear grounded following momentary application of 4.5 V, both preset-enable 
grounded, and all other inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax Maximum clock frequency 


CL=15pF, RL = 400n, 
See Note 4 


10 


MHz 


Propagation delay time, low-to-high-level 

tpi u 

output from clock 


25 40 


ns 


Propgaation delay time, high-to-low-level 

tpui 

output from clock 


25 40 


ns 


Propagation delay time, low-to-high-level 
tpiu 

output from preset 


35 


ns 


Propagation delay time, high-to-low-level 

tpui 

output from clear 


40 


ns 



NOTE 4: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPE 



TYPICAL MAXIMUM TYPICAL 

CLOCK FREQUENCY POWER DISSIPATION 

'95A 36 MHz 195mW 

'L95 5 MHz 19 mW 

'LS95B 36 MHz 65 mW 



SN5495A, SN54LS95B ... J OR W PACKAGE 

SN7495A, SN74LS95B ... J OR N PACKAGE 

(TOP VIEW) 



description 



These 4-bit registers feature parallel and serial inputs, 
parallel outputs, mode control, and two clock inputs. 
The registers have three modes of operation: 

Parallel (broadside) load 

Shift right (the direction Q/\ toward Qq) 

Shift left (the direction Qq toward Qa) 

Parallel loading is accomplished by applying the four 
bits of data and taking the mode control input high. 
The data is loaded into the associated flip-flops and 
appears at the outputs after the high-to-low transition 
of the clock-2 input. During loading, the entry of 
serial data is inhibited. 

Shift right is accomplished on the high-to-low transi- 
tion of clock 1 when the mode control is low; shift 
left is accomplished on the high-to-low transition of 
clock 2 when the mode control is high by connecting 
the output of each flip-flop to the parallel input of 
the previous flip-flop (Qq to input C, etc.) and serial 
data is entered at input D. The clock input may be 
applied commonly to clock 1 and clock 2 if both 
modes can be clocked from the same source. Changes 
at the mode control input should normally be made 
while both clock inputs are low; however, conditions 
described in the last three lines of the function table 
will also ensure that register contents are protected. 



vcc Oa Qb Qc Qq R -SHIFT ( LO 



qa Qa oc Qd 



LiJiiJiiniJiirLLriir 



positive logic: see function table 



SN54L95 ... J OR T PACKAGE 

SN74L95 ... J OR N PACKAGE 

(TOP VIEW) 



OUTPUTS CLOCK 2 



^J^^Ui?Uiru¥U¥Uiim 



qa Qb 

INPUT A 
SERIAL INPUT 



LiilLTljJlinjJIiJIir 



INPUT CONTROL RSHIFT 



positive logic: see function table 



FUNCTION TABLE 



INPUTS 


OUTPUTS 1 


MODE 
CONTROL 


CLOCKS 


SERIAL 


PARALLEL 


Qa 


Qb Qc 


Qd 


2(L) 


1 (R) 


A 


8 


c 


D 


H 


H 


X 


X 


X 


X 


X 


X 


Qao 


Qbo Qco 


Qdo 


H 


I 


X 


X 


a 


b 


c 


d 


a 


b c 


d 


H 


i 


X 


X 


Ggt 


QQt 


QQt 


d 


QBn 


QCn QOn 


d 


L 


L 


H 


X 


X 


X 


X 


X 


Qao 


Qbo Qco 


Qdo 




X 


; 


H 


X 


X 


X 


X 


H 


QAn QBn 


QCn 




X 


I 


L 


X 


X 


X 


X 


L 


QAn QBn 


QCn 




L 


L 


X 


X 


X 


X 


X 


Qao 


Qbo Qco 


Qdo 




L 


L 


X 


X 


X 


X 


X 


Qao 


Qbo Qco 


Qdo 




L 


H 


X 


X 


X 


X 


X 


Qao 


Qbo Qco 


Qdo 




H 


L 


X 


X 


X 


X 


X 


Qao 


Qbo Qco 


Qdo 




H 


H 


X 


X 


X 


X 


X 


Qao 


Qbo Qco 


Qdo 



■•^Shifting left requires external connection of Qg to A, Qc to B, and Qq to C. Serial data is entered at Input D. 
H = high level (steady state), L = low level (steady state), X = Irrelevant (any input, including transitions) 
4 = transition from high to low level, t = transition from low to high level 
a, b, c, d = the level of steady-state input at inputs A, B, C, or D, respectively. 

'-'aO' '^BO' '^C0< '^DO ^ ^^^ level of Q^, Qg, Qq, or Qq, respectively, before the indicated steady-state input conditions were established. 
Q^n, Qgn, Qcn' *^Dn ~ ^^^ level of Q/^, Qg, Qc, or Qq, respectively, before the most-recent i transition of the clock. 
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functional block diagram 



(■95A, -LSSBBI 1X951 



DATA INPUTS 



MODE (6)16] 

CONTROL' 

SERIAL 11)111 




S Qa -* 1 ' S Qb -• 1 ' S Qc -« 1 I S Qd 1 

Iit3iii3i I11211121 Iminoi I 



schematics of inputs and outputs 

'95A 



EQUIVALENT OF EACH INPUT 




Mode control: Rgq = 3 kfi NOM 

Clock inputs: Req = 4 k^ NOM 

All other inputs: R^q = 6 kSl NOM 



'LS95B 



EQUIVALENT OF CLOCK 
AND MODE CONTROL INPUTS 



T»- 



•L95 




EQUIVALENT OF EACH INPUT 




:iReq 


INPUT ' > 


r 
r 


r. 


1 


Mode control: Rgq = 20 kfi NOM 
All other inputs: Rgq = 40 kfi NOM 



EQUIVALENT OF DATA 
AND SERIAL INPUTS 



vcc 1 

i 15 kn NOM 

INPUT » J < T f 



V. 



'95A, ^95 



TYPICAL OF ALL OUTPUTS 

—'Vcc 




'95A: R= 100 n 
'L95: R = 500 n 



'LS95B 



TYPICAL OF ALL OUTPUTS 

'cc 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 





SN54' 


SN54L* 


SN54LS' 


SN74' 


SN74L' 


SN74LS' 


UNIT 


Supply voltage, Vcc (^^^ Note 1) 


7 


8 


7 


7 


8 


7 


V 


Input voltage (see Note 2) 


5.5 


5.5 


7 


5.5 


5.5 


7 


V 


Interemitter voltage (see Note 3) 


5.5 


5.5 




5.5 


5.5 




V 


Operating free-air temperature range 


-55 to 125 


Oto70 


°c 


Storage temperature range 


-65 to 150 


-65 to 150 


°c 



NOTES: 1 . Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. For the 'L95, input voltages must be zero or positive with respect to network ground terminal. 

3. This is the voltage between two emitters of a multiple-emitter input transistor. This rating applies between the clock-2 input and 
the mode control input of the '95A and 'L95. 
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recommended operating conditions 





SN5495A 


SN7495A 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock pulse, t^(clock) '^^^ Figure 1) 


20 


20 


ns 


Setup time, high-level or low-level data, tj^ (see Figure 1 ) 


15 


15 


ns 


Hold time, high-level or low-level data, t^ (see Figure 1) 








ns 


Time to enable clock 1 , tenable 1 '^^6 Figure 2) 


15 


15 


ns 


Time to enable clock 2, tenable 2 (see Figure 2) 


15 


15 


ns 


Time to inhibit clock 1 , tjnhibit 1 '^^^ Figure 2) 


5 


5 


ns 


Time to inhibit clock 2, tjnhibit 2 (see Figure 2) 


5 


5 


ns 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54g5A 


SN74g5A 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
Iqh =-800>jA 


2.4 3.4 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L=0.8V, 


V|H = 2V, 
l0L= 16 mA 


0.2 


0.4 




0.2 


0.4 


V 


Input current at 
l| 

maximum input voltage 


Vcc = MAX, 


Vi = 5.5V 


1 


1 


mA 


l|H 


High-level 
input current 


Serial, A, B, C, D, 
Clock 1 or 2 


Vcc = MAX, 


V| = 2.4V 


40 


40 


mA 


Mode control 


80 


80 


l|L 


Low-level 
input current 


Serial, A, B, C, D, 
Clock 1 or 2 


Vcc=IVIAX, 


V| = 0.4V 


-1.6 


-1.6 


mA 


Mode control 


-3.2 


-3.2 


'OS 


Short-circuit output current! 


Vcc = MAX 


-18 


-57 


-18 




-57 


mA 


'cc 


Supply current 


Vcc = MAX, 


See Note 4 


39 


63 




39 


63 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recomniended operating conditions. 
^All typical values are at Vqc = 5 V, T^ = 25°C. 
9 Not more than one output should be shorted at a time. 

NOTE 4: Iqq is measured with all outputs and serial input open; A, B, C, and D inputs grounded; mode control at 4.5 V; and a momentary 
3 V, then ground, applied to both clock inputs. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


ffnax Maximum clock frequency 


CL=15pF, RL = 400n, 
See Figure 1 


25 


36 




MHz 


tpLH Propagation delay time, low-to-high-level output from clock 




18 


27 


ns 


tpi-jL Propagation delay time, high-to-low-level output from clock 




21 


32 


ns 
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recommended operating conditions 





S1M54L95 


SN74L95 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vqc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-100 


-200 


mA 


Low-level output current, Iql 


2 


3.6 


mA 


Clock frequency, fdock 





3 





3 


MHz 


Width of clock pulse, t^^idock) '^ee Figure 1) 


200 


200 


ns 


Setup tinne, high-level data, tju (see Figure 1 ) 


100 


100 


ns 


Setup time, low-level data, tju (see Figure 1 ) 


120 


120 


ns 


Hold tinne, high-level or low-level data, th (see Figure 1 ) 








ns 


Time to enable clock 1 , tenable 1 'see Figure 2) 


225 


225 


ns 


Time to enable clock 2, tenable 2 (see Figure 2) 


200 


200 


ns 


Time to inhibit clock 1 , tjnhibit 1 (see Figure 2) 


100 


100 


ns 


Time to inhibit clock 2, tjnhibit 2 (see Figure 2) 








ns 


Operating free-air temperature, J/\ 


-55 


125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54L95 


SN74L95 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.7 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|i_ = 0.7V, 


V|H = 2V, 
Iqh = MAX 


2.4 3.3 


2.4 


3.2 




V 


Vol 


Low-level output voltage 


Vcc = IVlll\l, 
V|L = 0.7V, 


V|H = 2V, 
l0L = MAX 


0.15 


0.3 




0.2 


0.4 


V 


Input current 

l| at maximum 

input voltage 


Serial, A, B, C, D, 
Clock 1 or 2 


Vcc = MAX, 


V| = 5.5V 


100 


100 


mA 


Mode control 


200 


200 


l|H 


High-level 
input current 


Serial, A, B,C, D, 
Clock 1 or 2 


Vcc = MAX, 


V| = 2.4 V 


10 


10 


mA 


Mode control 


20 


20 


"IL 


Low-level 
input current 


Serial, A, B, C, D, 
clock 1 or 2 


Vcc = MAX, 


V| = 0.3V 


-0.18 


-0.18 


mA 


Mode control 


-0.36 


-0.36 


'OS 


Short-circuit output current! 


Vcc = MAX 


-3 


-15 


-3 




-15 


mA 


Ice 


Supply current 


Vcc = MAX, 


See Note 4 


3.8 


9 




3.8 


9 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified unde 

+AM typical values are at Vqq = 5 V, T/\ = 25°C. 

'Not more than one output should be shorted at a time. 



nended operating conditions 



SNot more than one output should be shorted at a time. 
NOTE 4: Iqq Is measured with all outputs and serial Input open; A, B, C, and D Inputs grounded; mode control at 4.5 V; and a momentary 
3 V, then ground, applied to both clock inputs. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax Maximum clock frequency 


CL = 50pF, RL = 4kn, 
See Figure 1 


3 5 


MHz 


tpL(-| Propagation delay time, low-to-high-level output from clock 


115 200 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 


125 200 


ns 
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recommended operating conditions 





SN54LSg5B 


SN74LS95B 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock pulse, t^lclock) 'see Figure 1) 


20 


20 


ns 


Setup time, high-level or low-level data.tju (see Figure 1) 


20 


20 


ns 


Hold time, high-level or low-level data, th (see Figure 1) 


20 


10 


ns 


Time to enable clock 1 , tenable 1 (see Figure 2) 


20 


20 


ns 


Time to enable clock 2, tenable 2 (see Figure 2) 


20 


20 


ns 


Time to inhibit clock 1 , tjnhibit 1 (see Figure 2) 


20 


20 


ns 


Time to inhibit clock 2, tinhibit 2 (see Figure 2) 


20 


20 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS95B 


SN74LS95B 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V||-| High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|*=-18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax, IoH = -400mA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, 
V|H = 2V, 
V|L = ^ILmax 


Iql = 4 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current at 
l| 

maximum input voltage 


Vcc=MAX, V|=7V 


0.1 


0.1 


mA 


High-level 
'IH 

input current 


Vcc=MAX, V| = 2.7V 


20 


20 


mA 


Low-level 
'IL 

mput current 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


'OS Short-circuit output current? 


VcC=MAX 


-20 -100 


-20 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 4 


13 21 


13 21 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
Jam typical values are at Vqc = 5 V, T/^ = 25°C. 

S Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 4: Iqq is measured with all outputs and serial input open; A, B, C, and D inputs grounded; mode control at 4.5. V; and a momentary 
3 V, then ground, applied to both clock inputs. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


fmax Maximum clock frequency 


Cl=15pF, RL = 2kn, 
See Figure 1 


25 


36 




MHz 


tPLH Propagation delay time, low-to-high-level output from clcx:k 




18 


27 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 




21 


32. 


ns 
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PARAMETER MEASUREMENT INFORMATION 



TEST 
POINT Vcc 



FROM OUTPUT 
UNDER TEST 



-\4- 



(See Note D) 



- CI 

(See Note CI 



LOAD CIRCUIT 



DATA 
INPUT 



J'- 90% 90% -t! y \| 

Vrefi;^ ■fVref +V, 

10% tio* /l l\- 



CLOCK 1 OR 2 
INPUT 



OUTPUTS 

Qa.°b.Qc.o'-Qd 




NOTES: A. Input pulses are supplied by a generator having the following characteristics: t^ < 10 ns, tf < 10 ns, and Zq^ » 50 n. For the 
data pulse generator, PRR = 500 kHz; for the clock pulse generator, PRR = 1 MHz. When testing fmax. "arv PRR. For '95A, 
tw(data) > 20 ns; t^^ldock) > ^S ns. For ■L95, t„,,(data) > I^O ns; tw(clock) >200 ns. For 'LS95B, t^^(data) > 20 ns, 
*w(clock) ^ 15 ns. 

B. Cl includes probo and jig capacitance. 

C. CI (30 pF) is applicable for testing 'L95. 

D. All diodes are 1N916 or 1N3064. 

E. For 'gSA, Vref = 1 .5 V; for 'Lgs and 'LSSSB, V^ef = 1 .3 V. 

VOLTAGE WAVEFORMS 
FIGURE 1-SWITCHING TIMES 



SERIAL / \ / \ " 

INPUT / \ / \_ 



MODE 

CONTROL 

INPUT 



\^,_^fz-^^^_ 



V|H 



V|H 

V|L 
V|H 




NOTES: A. Input A is at a low level. 

B. For "gSA, Vref = 1-5 V;for'L95and 'LS95B, Vfef = 1.3 V. 



VOLTAGE WAVEFORMS 
FIGURE 2-CLOCK ENABLE/INHIBIT TIMES 
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N-Bit Serial-To-Parallel Converter 
IM-Bit Parallel-To-Serial Converter 
N-Bit Storage Register 

TYPICAL 
TYPE PROPAGATION TYPICAL 

DELAY TIME POWER DISSIPATION 

•96 25 ns 240 mW 

'L96 50 ns 120 mW 

'LS96 25 ns 60 mW 

description 

These shift registers consist of five R-S master-slave 
flip-flops connected to perform parallel-to-serial or 
serial-to-parallel conversion of binary data. Since both 
inputs and outputs for all flip-flops are accessible, 
parallel-in/parallel-out or serial-in/serial-out operation 
may be performed. 



SN5496, SN54LS96 ... J OR W PACKAGE 

SN54L96 ... J PACKAGE 

SN7496, SN74L96, SN74LS96 ... J OR N PACKAGE 

(TOP VIEW) 



OUTPUTS 
A 



OUTPUTS 



CLEAR ' Qa Qb Qc ^ GND ' Qd QE ^ INPUT 



iTLRJTruiiuiruT^^ 


















- 


— 


Qa Qb Qc Qd Qe 

CLEAR SERIAL _ 

INPUT 
>CK _ 
ABC D E 
















n_ 


~ 2 ~ : 


1 4 |~~1 5 


S 7 


8 



positive logic: see function table 



All flip-flops are simultaneously set to a low/ output 
level by applying a low-level voltage to the clear input 
while the preset is inactive (low). Clearing is independent of the level of the clock input. 

The register may be parallel loaded by using the clear input in conjunction with the preset inputs. After clearing all 
stages to low output levels, data to be loaded is applied to the individual preset inputs (A, B, C, D, and E) and a 
high-level load pulse is applied to the preset enable input. Presetting like clearing is independent of the level of the clock 
input. 



Transfer of information to the outputs occurs on the positive-going edge of the clock pulse. The proper information 
must be set up at the R-S inputs of each flip-flop prior to the rising edge of the clock input waveform. The serial input 
provides this information to the first flip-flop, while the outputs of the subsequent flip-flops provide information for 
the remaining R-S inputs. The clear input must be high and the preset or preset enable inputs must be low when 
clocking occurs. 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


PRESET 
ENABLE 


PRESET 


CLOCK 


SERIAL 


Qa Qb Qc Qd Qe 


A B C D E 


L 
L 
H 
H 
H 
H 
H 
H 


L 
X 

H 
H 
H 

L 
L 
L 


X X X X X 
L L L L L 
H H H H H 
L L L L L 
H L H L H 
X X X X X 
X X X X X 
X X X X X 


X 
X 
X 

L 
L 
L 
t 
t 


X 
X 
X 
X 
X 
X 
H 
L 


L L L L L 
L L L L L 
H H H H H 

Qao Qbo Qco Qqo Qeo 

H Qbo h Qdo h 

Qao Qbo Qco Qdo Qeo 

H QAn QBn QCn Qon 
L QAn QSn QCn QOn 



H = high level (steady state), L = low level (steady state) 

X = irrelevant (any input, including transitions) 

t = transition from low to fiigh level 

Q^Q, Qbo, etc = the level of Q^, Qg, etc, respectively before the indicated steady-state input conditions were established. 

Q^n, QBn. ^^'^ ~ ^^® level of Q/^, Qg, etc, respectively before the most-recent t transition of the clock. 
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TYPES SN5496, SN54L96, SN54LS96, 
SN7496, SN74L96. SN74LS96 
5-BIT SHIFT REGISTERS 



typical clear, shift, preset, and shift sequences 

CLOCK 



CLEAR 


U 
















INPUT 




ll 1 






PRESET 
ENABLE 








~n 


























A 
B 

c 

D 

E 


1 


hL 












1 








hL 

L 




PRESETS < 




















1 










1 


hL 




































QA 

Qb 
oc 
Qd 
Qe 


. _ 




_J L_ 






1 










1 














i 


r~ 




I 














OUTPUTS <! 


i 




1 1 




1 


1 




























1 1 




1 1 


L 






— 
1 
















1 1 


1 L 


1 H 1 


L 1 H ! 


h| 




1 


h — 






1 
SET 


■ ^ 








CLEAR 




PRE 









functional block diagram 



121 OUTPUT 13) OUTPUT 14) OUTPUT (6) OUTPUT (7) OUTPUT 



r-C >CK 



CLEAR 
CLOCK 



-<^>.. 






R Q 

CLEAR 



dynamic input activated by transition from a high level to a low level. 
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TYPES SN5496, SN54L96, SN54LS96, 

SN74g6, SN74L96, SN74LS96 

5-BIT SHIFT REGISTERS 



REVISED OCTOBER 1976 



schematics of inputs and outputs 



EQUIVALENT OF 
EACH INPUT 




INPUT Rgq NOM 

Preset enable 800 li 

All others 4 kil 



TYPICAL OF 
ALL OUTPUTS 



vcc 

130 n NOM 



EQUIVALENT OF 
EACH INPUT 




INPUT Req NOM 

Preset enable 1.6 kJ7 

All others 8 kji 



TYPICAL OF 
ALL OUTPUTS 



Vcc 



EQUIVALENT OF 
EACH INPUT 



tW- 



i 



Ren NOM 



^eq 



INPUT 

Serial 25 kO. 

Clock, Clear 17kn 

Preset enable 3.4 kfZ 



TYPICAL OF 
ALL OUTPUTS 




■Vcc 
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TYPES SN5496, SN7496 
5-BIT SHIFT REGISTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage (see Note 2) . 5.5 V 

Operating free-air temperature range: SN5496 — 55°Cto125°C 

SN7496 0°Cto70°C 

Storage temperature range — 65°C to 150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. Input voltages must be zero or positive with respect to network ground terminal. 



recommended operating conditions 





SN5496 


SN7496 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vqq 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 





10 





10 


MHz 


Width of clock input pulse, t^(clock) 


35 


35 


ns 


Width of preset and clear input pulse, t^ 


30 


30 


ns 


Serial input setup time, tj^ (see Figure 1 ) 


30 


30 


ns 


Serial input hold time, t^, (see Figure 1 ) 








ns 


Operating free-air temperature, T/^ 


-55 


125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN5496 


SN7496 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level Input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.8 


0.8 


V 


VOH 


High-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Ioh = -400mA 


2.4 3.4 


2.4 3.4 


V 


Vol 


Low-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
IOL=16mA 


0.2 


0.4 


0.2 


0.4 


V 


Ij Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


>IH 


High-level input current 


any input except 
preset enable 


Vcc = MAX, 


V| = 2.4V 


40 


40 


mA 


preset enable 


200 


200 


"IL 


Low-level input current 


any input except 
preset enable 


Vcc = MAX, 


Vi = 0.4 V 


-1.6 


-1.6 


mA 


preset enable 


-8 


-8 


'OS 


Short-circuit output current 


§ 


Vcc = MAX 


-20 


-57 


-18 


-57 


mA 


"cc 


Supply current 




Vcc = MAX, 


See Note 3 


48 


68 


48 


79 


mA 



^For conditions shown at MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at S/qq ° 5 V, T^ = 25° C. 

§ Not more than one output should be shorted at a time. 

NOTE 3: \qq is measured with the clear input grounded and all other inputs and outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tpLH Propagation delay time, low-to-high-level output from clock 


CL=15pF, 

Ru = 400n, 

See Figure 1 


25 40 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 


25 40 


ns 


tpLH Propagation delay time, low-to-high-level output from preset or preset enable 


28 35 


ns 


tpHL Propagation delay time, high-to-low-level output from clear 


55 


ns 
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TYPES SN54L96, SN74L96 
5-BIT SHIFT REGISTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54L96 — 55°Cto125°C 

SN74L96 0°Cto70°C 

Storage temperature range — 65°C to 150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. Input voltage must be zero or positive with respect to network ground terminal. 



recommended operating conditions 





SN54L96 


SN74Lg6 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-200 


-200 


mA 


Low-level output current, Iql 


8 


8 


mA 


Clock frequency, fdock 


5 


5 


MHz 


Width of clock, preset, or clear input pulse, t^ 


100 


100 


ns 


Serial input setup time, tj^ (see Figure 1 ) 


100 


100 


ns 


Serial input hold time, t^ (see Figure 1 ) 








ns 


Operating free-air temperature, J/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54L96 


SN74L96 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


VOH 


High-level output voltage 


Vcc= WIN. 
ViL = 0.8V, 


V|H = 2V, 
Iqh = -200mA 


2.4 3.2 


2.4 3.2 


V 


Vol 


Low-level output voltage 


Vcc= M\N, 
ViL = 0.8 V, 


V|H = 2V. 
Iql = 8 mA 


0.2 


0.4 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5 V 


1 


1 


mA 


l|H 


High-level input current 


any input except 
preset enable 


Vcc= MAX, 


V| = 2.4V 


20 


20 


mA 


preset enable 


100 


100 


l|L 


Low-level input current 


any input except 
preset enable 


Vcc = MAX, 


V| = 0.4V 


-0.8 


-0.8 


mA 


preset enable 


-4 


-4 


'OS 


Short-circuit output current § 


Vcc= MAX 


-10 


-29 


-9 


-29 


mA 


'CO 


Supply current 


Vcc = MAX, 


See Note 3 


24 


34 


24 


40 


mA 



tpor conditions shown at MIN or MAX, use the appropriate value specified under recommended operating conditions 

All typical values are at Vqq = 5 V, T/^ = 25°C. 
SNot more than one output should be shorted at a time. 
NOTE 3: \qq is measured with the clear input grounded and all other Inputs and outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25' 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tpLH Propagation delay time, low-to-high-level output from clock 


Cl= 15pF, 
RL = 800n, 
See Figure 1 


50 80 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 


50 80 


ns 


tpLH Propagation delay time, low-to-high-level output from preset or preset enable 


56 70 


ns 


tpHL Propagation delay time, high-to-low-level output from clear 


110 


ns 
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TYPES SN54LS96, SN74LS96 
5-BIT SHIFT REGISTERS 

REVISED AUGUST 1977 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 7V 

Operating free-air temperature range: SN54LS96 — 55°Cto125°C 

SN74LS96 O'C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54LSg6 


SN74LS96 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, V^c 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


(iA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock input pulse, ty,,((-|ock) 


20 


20 


ns 


Width of preset and clear input pulse, t^ 


30 


30 


ns 


Serial input setup time, tjetup '^ee Figure 1) 


30 


30 


ns 


Serial input hold time, thold ''^^ Figure 1) 








ns 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 





_ 






.SN54LS96: 


SN74LS96 


UNIT 






MIN TYPt MAX 


MIN TYPt MAX 


ViH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MlN, V|H = 2V, 
V|L= ViLmax, loH = -400 mA 


2.5 3.5 


2.7 3.5 


V 


Vql Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = V|L max 


Iql = 4 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current 

|. at maximum 

input voltage 


Preset enable 


Vcc = MAX, V|=7V 


0.5 


0.5 


mA 


All others 


0.1 


0.1 


High-level 

iiu - 
1" input current 


Preset enable 


Vcc = MAX, V|=2.7V 


100 


100 


>^A 


All others 


20 


20 


Low-level 
''- input current 


Preset enable 


Vcc = MAX, V| = 0.4V 


-2 


-2 


mA 


All others 


-0.4 


-0.4 


'OS Short-circuit output current S 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


]qq Supply current 


Vcc = MAX, See Note 3 


12 20 


12 20 


mA 



All typical values are at V^c = 5 V, T/^ = 25 C. 
§Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 3: \qq is measured with the clear input grounded and all other inputs and outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


•PLH Propagation delay time, low-to-high-level output from clock 


CL=15pF, 
RL = 2kn, 
See Figure 1 


25 40 


ns 


*PHL Propagation delay time, high-to-low-level output from clock 


25 40 


ns 


•PLH Propagation delay time, low-to-high-level output from preset or preset enable 


28 35 


ns 


tpHL Propagation delay time, high-to-low-level output from clear 


55 


ns 
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TYPES SN5496, SN54L96, SN54LS96, 

SN7496, SN74L96, SN74LS96 

5-BIT SHIFT REGISTERS 



PARAMETER MEASUREMENT INFORMATION 



OUTPUT 
P 



FROM OUTPUT 
UNDER TEST — ♦ 



VCC 



(See Note C) 



W * ►! ► ! ►! I 



Cl = 15pF 
(See Note B) 



LOAD CIRCUIT 



EAR INPUT \_ ., /, 

R<1MHz -^Vref ^ Vp 



CLEAR I 
PRF 



PRESET INPUT 
PRR<1 MHz 
(See Note D) 



CLOCK INPUT 
PRR<1 MHz 



SERIAL INPUT 
PRR<1 MHz 



tw(clear) -*| 



-{5- 



-5 5- 



/Vref \ Vref 



■•w(preset)- 



"tw(clock)- 



irVref /Vref \Vref /vref | 

Hi-'^ i^t d^*"'' I 

I I ,( [*^ Uu —I I ' 



Qa OUTPUT 
(See Note E) 



"*! — tpHL 
! (See Note F) 

Vref 



\ 






! !• H — tpLH 

>• T— tPHL 



\vref 4 Vref 



ov 

VOH 

Vol 



VOLTAGE WAVEFORMS 



NOTES; A. Input pulses are supplied by pulse generators having the following characteristics: duty cycle < 50%, Zgut ^^50 ^; ^°' '96 and 
'L96, Xf < 10 ns, tf < 10 ns, and for 'LS96 t^ = 15 ns, tf = 6 ns. 

B. C\_ includes probe and jig capacitance. 

C. Alldiodesara 1N3064or 1N916. 

D. Preset may be tested by applying a high-level voltage to the individual preset inputs and pulsing the preset enable or by applying a 
high-level voltage to the preset enable and pulsing the individual preset inputs. 

E. Q/\ output is illustrated. Relationship of serial input to other Q outputs is illustrated in the typical shift sequence. 

F. Outputs are set to the high level prior to the measurement of tp^L from the clear input. 

G. For '96and'L96, Vref = 1.5 V; for "LSge V^ef = 1.3 V. 

FIGURE 1-SWITCHING TIMES 
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HI TYPES SN5497. SN7497 

MSI SYNCHRONOUS 6-BIT BINARY RATE MULTIPLIERS 

BULLETIN NO. DL-S 7611802, DECEMBER 1972-REVISED OCTOBER 1976 



Perform Fixed-Rate or Variable-Rate 
Frequency Division 

For Applications in Arithmetic, Radar, 
Digital-to-Analog (D/A), Analog-to-Digital 
(A/D), and other Conversion Operations 

Typical Maximum Clock Frequency ... 32 
Megahertz 



SN5497 ... J OR W PACKAGE 

SN7497 ... J OR N PACKAGE 

(TOP VIEW) 



description 



These monolithic, fully synchronous, programmable 
counters utilize Series 54/74 TTL circuitry to achieve 
32-megahertz typical maximum operating frequen- 
cies. These six-bit serial binary counters feature 
buffered clock, clear, and enable inputs to control the 
operation of the counter, and a strobe input to enable 
or inhibit the rate input/decoding AND-OR-INVERT 
gates. The outputs have additional gating for 
cascading and transferring unity-count rates. 



RATE INPUTS 
Vcc D C CLEAR CASCADE INPUT STROBE CLOCK 





16 


15 


. 14 


. 13 . 


12 


. 11 . 


. 10 . 


9 












i i 1 








p 


CASCADE INPUT 

B CK< 

ENABLE 
E f A Z V OUTPUT 
























2 


" 3 


" 4 


■ 5 


6 


■ 7 


8 





RATE INPUTS OUTPUTS 



positive logic: see description 



The counter is enabled when the clear, strobe, and enable inputs are low. With the counter enabled, the output 
frequency is equal to the input frequency multiplied by the rate input M and divided by 64, ie.: 

f , _ IVl-fin 
tout - -g^ 

where: M = F-25 + E-2'* + D-23 + C-22 -i- B-21 + A-20 

When the rate input is binary (all rate inputs low), Z remains high. In order to cascade devices to perform 12-bit rate 
multiplication, the enable output is connected to the enable and strobe inputs of the next stage, the Z output of each 
stage is connected to the unity/cascade input of the other stage, and the sub-multiple frequency is taken from the Y 
output. 



The unity/cascade input, when connected to the clock input, may be utilized to pass the clock frequency (inverted) to 
the Y output when the rate input/decoding gates are inhibited by the strobe. The unity /cascade input may also be used 
as a control for the Y output. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 


^'rr ...... a . . .. ... ... 


|Req 


INPUT 1 


li" 


i 


I X 


Clock input: Req = 2 kn NOM 


Other inputs: Req = 4 kfl NOM 



TYPICAL OF ALL OUTPUTS 

•Vcc 
100 a ; 

NOM 
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TYPES SN5497. SN7497 
SYNCHRONOUS 6-BIT BINARY RATE MULTIPLIERS 



description (continued) 



STATE AND/OR RATE FUNCTION TABLE (See Note A) 



INPUTS 


OUTPUTS 
















LOGIC LEVEL OR 








BINARY RATE 


NUMBER OF 


UNITY/ 


NUMBER OF PULSES 










CLEAR 


ENABLE 


STROBE 


F E D C B A 


CLOCK PULSES 


CASCADE 


Y 


Z 


ENABLE 


NOTES 


H 


X 


H 


X X X X X X 


X 


H 


L 


H 


H 


B 


L 


L 


L 


L L L L L L 


64 


H 


L 


H 




C 


L 


L 


L 


L L L L L H 


64 


H 


1 


1 




C 


L 


L 


L 


L L L L H L 


64 


H 


2 


2 




c 


L 


L ♦ 


L 


L L L H L L 


64 


H 


4 


4 




c 


L 


L 


L 


L L H L L L 


64 


H 


8 


8 




c 


U 


L 


L 


L H L L L L 


64 


H 


16 


16 




c 


L 


L 


L 


H L L L L L 


64 


H 


32 


32 




c 


L 


L 


L 


H H H H H H 


64 


H 


63 


63 




c 


L 


L 


L 


H H H H H H 


64 


L 


H 


63 




D 


L 


L 


L 


H L H L L L 


64 


H 


40 


40 




E 



A. H = high level, L = low level, X = irrelevant. All remaining entries are numeric counts. 

B. This is a simplified illustration of the clear function. The states of clock and strobe can affect the logic level of Y and Z. A low 
unity /cascade will cause output Y to remain high. 

C. Each rate illustrated assumes a constant value at rate inputs; however, these illustrations in no way prohibit variable-rate inputs. 

D. Unity/cascade is used to inhibit output Y. 
M-fjn 18 + 32) fin 40 fj^ 



E. f 



out 



64 



64 



64 



0.625 fi. 



functional block diagram 
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TYPES SN5497, SN7497 

SYNCHRONOUS 6-BIT BINARY RATE MULTIPLIERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free air temperature range: SN5497 (see Note 2) -55°Cto125°C 

SN7497 0°C to 70°C 

Storage temperature range — 65°Cto150°C 



recommended operating conditions 





SN5497 


SN7494 


UNIT 


MIN NOM MAX 


MIN 


NOM MAX 


Supply voltage, S/qq 


4.5 5 5.5 


4.75 


5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


25 





25 


MHz 


Width of clock pulse, tj^idock) 


20 


20 


ns 


Width of clear pulse, ty^iciear) 


15 


15 


ns 


Enable setup time, tju : 

Before positive-going transition of clock pulse 

Before negative-going transition of previous clock pulse 


(See Figure 


1) 


25 
tw(clock)-10 


25 



tw(clock)-10 


ns 


Enable hold time, th: 

After positive-going transition of clock pulse 

After negative-going transition of previous clock pulse 


(See Figure 


1) 


tvv(clock)-10 
20 tcp-10 



20 


tw(clock)-10 
tcp-10 


ns 


Operating free-air temperature, T/^ (See Note 2) 


-55 125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


MIN TYPt MAX 


UNIT 


ViH High-level input voltage 




2 


V 


VjL Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, l| = -12mA 


-1.5 


V 


VqH High-level output voltage 


Vcc=IVllN, V|H = 2V, 
V|L = 0.8V, Ioh = -400mA 


2.4 3.4 


V 


Vql Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, Iql = 16 mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc=MAX, V| = 5.5V 


1 


mA 


llH High-level input current 


clock input 


Vcc=IVIAX, V|=2.4V 


80 


mA 


other inputs 


40 


l||_ Low-level input current 


clock input 


Vcc=MAX, V| = 0.4V 


-3.2 


mA 


other inputs 


-1.6 


Iqs Short circuit output currents 


Vcc=MAX 


-18 -55 


mA 


'CCH Supply current, outputs high 


Vcc=MAX, See Note 3 


58 


mA 


'CCL Supply current, outputs low 


Vcc=MAX, See Note 4 


80 120 


mA 



Tpor test conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at \/cq = 5 V, T/^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTES: 1. Voltage values are with respet to network ground terminal. 

2. An SN5497 in the W package operating at free-air temperatures above 118°C requires a heat sink that provides a thermal 
resistance from case to freeair, RgcA- °* "°* more than 55°C/W. 

3. IcCH '' measured with outputs open and all inputs grounded. 

4. IcCL '® measured with outputs open and all inputs at 4.5 V. 
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TYPES SN5497, SN7497 
SYNCHRONOUS 6-BIT BINARY RATE MULTIPLIERS 



REVISED OCTOBER 1976 



switching characteristics, Vcc = 5 V, Ta = 25° C, N = 10 



PARAMETERS^ 


FROM 
INPUT 


TO 
OUTPUT 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


fmax 






Cl= 15 pF, 
RL = 400n, 
See Figure 1 


25 32 


MHz 


tPLH 


Enable 


Enable 


13 


20 


ns 


tPHL 


14 


21 


tPLH 


Strobe 


Z 


12 


18 


ns 


tPHL 


15 


23 


tPLH 


Clock 


Y 


26 


39 


ns 


tPHL 


20 


30 


tPLH 


Clock 


Z 


12 


18 


ns 


tPHL 


17 


26 


tPLH 


Rate 


Z 


6 


10 


ns 


tPHL 


9 


14 


tPLH 


Unity/Cascade 


Y 


g 


14 


ns 


tPHL 


6 


10 


tPLH 


Strobe 


Y 


19 


30 


ns 


tPHL 


22 


33 


tPLH 


Clock 


Enable 


19 


30 


ns 


tPHL 


22 


33 


tPLH 


Clear 


Y 


24 


36 


ns 


tPHL 


Z 


15 


23 


tPLH 


Any Rate Input 


Y 


15 


23 


ns 


tPHL 


15 


23 



^''max = maximum clock frequency. 
tpL|_| = propagation delay time, low-to-high-level output. 
tpi-iL = propagation delay time, high-to-low-level output. 



TYPICAL APPLICATION DATA 

This application demonstrates how the '97 can be cascaded to perform 18-bit rate multiplication. This scheme is 
expandable to n-bits by extending the pattern Illustrated. 

18-BlT RATE INPUT 



CLEAR 

ENABLE (LOW) 
DISABLE (HIGH) 

ENABLE (LOW) 
DISABLE (HIGH) 



CLOCK 
INPUT 



F E D C B 
CLEAR 



ENABLE 
INPUT 

STROBE 
CK ' 



'97 ENABLE 
(C) OUTPUT 



, UNITY 
CASCADE 



JT 




F E DC B A 



D-«-0 ENABLE 
T INPUT 

L-dsTROBE 
CK 



'97 

(B) 



ENABLE 
OUTPUT 



UNITY 
CASCADE 



SCAC 






F E D C 
CLEAR 



ENABLE 
INPUT 

■-Cl STROBE 
CK ' 



'97 ENABLE 
(A) OUTPUT 



, UNITY 
"CASCADE 



U 
INVERTED OUTPUT 



n 

NONINVERTED OUTPUT 



As illustrated, two of the 6-bit multipliers can be cascaded by connecting the Z output of unit A to the unity cascade 
input of unit B, in which case, a two-input NOR gate is used to cascade the remaining multipliers. Alternatively, all three 
Y outputs can be cascaded with a 3-input NOR gate. The three unused unity cascade inputs can be conveniently 
terminated by connecting each to its Z output. 
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TYPES SN5497, SN7497 

SYNCHRONOUS 6-BIT BINARY RATE MULTIPLIERS 



PARAMETER MEASUREMENT INFORMATION 



OUTPUT OF DEVICE 
UNDER TEST 




^CL-15pf 
I ISm Not* B) 



All three outputs are loaded during testing 
LOAD CIRCUIT 



/ — 


'•'v.(clockl«J 
1 1 


•^'mlclockl*! 


CLOCK 
INPUT 


1 


1 

V +1,5 V 


+ 1.5V -Y-1,5V / 


1 

|— I.U 

ENABLE \ 
INPUT T 


1 


•jf-15V 1 


1 ^ k>,0. 






OUTPUT Y 


\ 



ENABLING FROM POSITIVE-GOING 
TRANSITION OF CLOCK PULSE 






\ 



Flip-flops are at the maximum count. 
Other inputs are low. 

PROPAGATION DELAY TIMES, 
ENABLE INPUT TO ENABLE OUTPUT 



il ' 



U-^VHL 



\ y-voH 

Hr1.5V /l.6V 

> '- Vol 



Unity/cascade and rate inputs are high, other inputs are low, 
and flip-flops are at any count other than maximum. 

PROPAGATION DELAY TIMES, CLOCK TO Z AND Y, 
AND STROBE INPUT TO Z AND Y 







r^vi 



ENABLING FROM NEGATIVE-GOING 
TRANSITION OF PREVIOUS CLOCK PULSE 

1. Unity/Cascade and pin 2 (rate input) are high, other inputs 
are low. Clear the counter and apply clock and enable 
pulse as illustrated. 

2. Setup and hold times are illustrated for enabling a single 
clock pulse (count). Continued application of the enable 
function will enable subsequent clock pulse (counts) until 
disabling occurs (enable goes high). The total number of 
counts will be determined by the total number of 
positive-going clock transition enabled. 



RATE INPUT 



-jF\\ 



'PLH 



' '- Vol 



Flip-flops are at a count so that all other inputs to the gate 
under test are high and all other inputs, including other rate 
inputs, are low. 

PROPAGATION DELAY TIMES, 
RATE INPUT TO Z 



'"\l-^: 



'PLH I 

j,l .^'PHL 

U g— VOH 



Output Z is high. 

PROPAGATION DELAY TIMES, 
UNITY/CASCADE INPUT TO Y 



NOTES: A. The input pulse generator has the following characteristics: t^^j^iock) ~ 20 ns, tjL|^ < 10 ns, tjHL ^ 10 ns, PRR = 1 MHz, 
Zout ^ 50 "• 

B. C|_ includes probe and jig capacitance. 

C. All diodes are 1N3064. 

FIGURE 1-SWITCHING TIMES 
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TYPES SN54L98, SN74L98 
4-BIT DATA SELECTORS/STORAGE REGISTERS 

BULLETIN NO. DL-S 7211822, DECEMBER 1972 



description 



These monolithic data selectors/storage registers are 
composed of four S-R master-slave flip-flops, four 
AND-OR-INVERT gates, one buffer, and six 
inverter/drivers. 

When the word select input is low, word 1 (A1, B1, 
CI, Dl) is applied to the flip-flops. A high input to 
word select will cause the selection of word 2 
{A2, B2, C2, D2). The selected word is shifted to the 
output terminals on the negative-going edge of the 
clock pulse. 

Typical power dissipation is 25 mW. The SN54L98 is 
characterized for operation over the full military 
temperature range of -55°C to 125°C; the SN74L98 
is characterized for operation from 0°C to 70°C. 



SN54L98 . . .J PACKAGE 

SN74L98 ... J OR N PACKAGE 

(TOP VIEW) 



OUTPUTS 



-\ INPUT OUTPUT 





Vqc 


Q 


A 


Q 


B 


Qc 


D1 




Q 


D CLOCK SELECT 




16 


15 


. 14 


13 . 


12 




11 . 


. 10 




9 


— 1 
























Qa °b °c di Qd clock 

WORD 

A2 SELECT 

A1 B1 B2 C1 02 D2 


- 






















1 


2 


" 3 


■ 4 


■ 5 


' 


6 


■ 7 




8 





A2 A1 B1 B2 CI C2 D2 ^ GND 

INPUTS 



positive logic: word select low for word 1 , 
word select high for word 2, 
see description 



functional block diagram and schematics of inputs and outputs 



I |9|J\ 




z£a 




■4> 



^> 




^ 




-t> 



i> 



CLOC K 

I 

^^^ . . . dynamic input activated by transition from a high level to a low level. 



EQUIVALENT OF EACH INPUT 



40 kfl NOM 




V. 



TYPICAL OF ALL OUTPUTS 



vcc 

;50o n NOM 
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TYPES SN54L98, SN74L98 

4-BIT DATA SELECTORS/STORAGE REGISTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 8V 

Input voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54L98 -55°Cto125°C 

SN74L98 0°Cto70°C 

Storage temperature range — 65°C to 150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. Input voltages must be zero or positive with respect to network ground terminal. 

recommended operating conditions 





SN54L98 


SN74L98 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-100 


-200 


mA 


Low-level output current, Iql 


2 


3.6 


mA 


Width of clock pulse, ty„(clock) 


200 


200 


ns 


Setup time for high-level data, tjulH) 


at A, B, C, or D 


100 


100 


ns 


at word select 


150 


150 


Setup time for low-level data, tsu(L) 


at A, B, C, or D 


120 


120 


ns 


at word select 


100 


100 


Operating free-air temperature, T/^ 


-55 




125 







70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54L98 


SN74L98 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


VlH High-levellnput voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.7 


V 


VqH High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.7V, loH = MAX 


2.4 3.3 


2.4 3.2 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V 
V|L = 0.7V, Iql = MAX 


0.15 0.3 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


100 


100 


/jA 


l||^ High-level input current 


Vcc = MAX, V|=2.4V 


10 


10 


ma 


IlL Low-level input current 


Vcc = MAX, V| = 0.3 V 


-0.18 


-0.18 


mA 


Iqs Short-circuit output currents 


Vcc = MAX 


-3 -15 


-3 -15 


mA 


Ice Supply current 


Vcc = MAX, See Note 3 


5 9 


5 9 


mA 



"''For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

I^AII typical values are at V^c = 5 V, T^ = 25°C. 

§ Not more than one output should be shorted at a time. 

NOTE 3: l^c is measured with all inputs grounded and all outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax Maximum clock frequency 


CL = 50pF, RL = 4kn, 
See Note 4 


3 5 


MHz 


Propagation delay time, low-to- 
tpi i_i 

high-level output from clock input 


115 200 


ns 


Propagation delay time, high-to- 
low-level output from clock input 


125 200 


ns 



NOTE 4: Load circuit and voltage waveforms are shown on page 3-1 1. 
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TYPES SN54L99, SN74L99 
4-BIT RIGHT-SHIFT LEFT-SHIFT REGISTERS 

BULLETIN NO. DL-S 7211871, DECEMBER 1972 



• N-Bit Serial-to-Parallel Converter 

• N-Bit Parallel-to-Serial Converter 
iSl-Bit Storage Register 
J-K Serial Input 

'description 

These 4-bit registers feature parallel inputs, parallel 
outputs, J-K serial inputs, mode control, and two 
clock inputs. The registers have three modes of 
operation: 

Parallel (Broadside) load 

Shift right (the direction Q^ toward Qq) 

Shift left (the direction Qq toward Qa) 

Parallel loading is accomplished by applying the four 
bits of data and taking the mode control input high. 
The data is loaded into the associated flip-flop and 
appears at the outputs after the high-to-low transition 
of the clock-2 input. During loading, the entry of 
serial data is inhibited. 



SN54L99 ... J PACKAGE 

SN74L99 ... J OR IM PACKAGE 

(TOP VIEW) 



^A °B GND °c 



CLOCK 
2 





16 


15 


. 14 


. 13 


. 12 . 


. 11 


. 10 _ 


9 








II III 






r- 


Qa Qb °c Qd °d 

K CK20 
A CKIo-, 

MODE 
J 8 C D CONTROL 




III ^ ^ 










2 


3 


4 


5 ■ 


■ 6 


7 " 


8 





Vcc 



M CLOCK 
1 



positive logic: see function table 



Shift right is accomplished on a high-to-low transition of clock 1 when the mode control is low. Serial data for the 
right-shift mode is entered at the J-K inputs. These inputs permit the first stage to perform as a J-K, a D-type, or T-type 
flip-flop as shown in the function table. Shift left is accomplished on the high-to-low transition of clock 2 when the 
mode control is high by connecting the output of each flip-flop to the parallel input of the previous flip-flop (Qq to 
input C, etc.). Serial data for this mode is entered at the D input. The clock input may be applied commonly to clock 1 
and clock 2 if both modes can be clocked from the same source. Changes at the mode control input should normally be 
made while both clock inputs are low; however, conditions described in the last three lines of the function table will 
also ensure that register contents are protected. 

FUNCTION TABLE 



INPUTS 


OUTPUTS 1 


MODE 


CLOCKS 


SERIAL 


PARALLEL 


Qa 


Ob Qq Qd Qd 


CONTROL 


2(L) 


1 (R) 


J 


R 


A 


B 


C 


D 


H 


H 


X 


X 


X 


X 


X 


X 


X 


Qao 


Qbo Qco Qqo Qdo 


H 


; 


X 


X 


X 


a 


b 


c 


d 


a 


b c d d 


H 


i 


X 


X 


X 


QBf 


Oct 


Qot 


d 


QSn 


QCn QOn d d 


L 


L 


H 


X 


X 


X 


X 


X 


X 


Qao 


Qbo Qco Qdo Qdo 


L 


X 


i 


L 


H 


X 


X 


X 


X 


Qao 


Qao Qbr Qcn Qcn 


L 


X 


I 


L 


L 


X 


X 


X 


X 


L 


QAn QBn QCn QCn 


L 


X 


I 


H 


H 


X 


X 


X 


X 


H 


QAn QSn QCn QCn 


L 


X 


i 


H 


L 


X 


X 


X 


X 


QAn 


QAn QBn QCn ^Cn 




L 


L 


X 


X 


X 


X 


X 


X 


Qao 


Qbo Qco Qdo Qdo 




L 


L 


X 


X 


X 


X 


X 


X 


Qao 


Qbo Qco Qdo ^do 




L 


H 


X 


X 


X 


X 


X 


X 


Qao 


Qbo Qco Qdo Qdo 




H 


L 


X 


X 


X 


X 


X 


X 


Qao 


Qbo Qco Qdo Qdo 




H 


H 


X 


X 


X 


X 


X 


X 


Qao 


Qbo Qco Qdo Qdo 



■fShifting le 
entered at 



ft requires external connection of Qg to A, Qq to B, and Qp to C. Serial data is 
input D. 



H = high level (steady state), L = low level (steady state) 

X - irrelevant (any input, including transitions) 

J- = transition from high to lov- level, t = transition from low to high level. 

a, b, c, d = the level of steady-state input at inputs A, B, C, or D, respectively. 

*^A0' ^BO' *^C0' *^D0 ^ the level of Q/^, Qg, Qq, or Qq, respectively, before the indicated steady-state input conditions 

"^An' Qsn- '-'Cn' '-^Dn " the level of Q;^, Qg, Qq, or Qp, respectively, before the most-recent I transition of the clock. 
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TYPES SN54L99, SN74L99 

4-BIT RIGHT-SHIFT LEFT-SHIFT REGISTERS 



functional block diagram 









<H 



<- 



(I C>CK 





CLOCK 2 191 
UEFT-SHIFT 




S Qa 

<:t>cK 

R Qa 



<c>- 



o- 



I I C>CK 



4>- 



I P Cf>CK 

R Qd 



_^K . . . dynamic input activated by transition from a hiigli ievel to a iow levei. 
I 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




Input A and IVI: R^q = 20 i<n NOIVI 
Ail other: Rga = 40 kO, NOIVI 



TYPICAL OF ALL OUTPUTS 



Boon NOIVI ■ 
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TYPES SN54L99, SN74L99 
4-BIT RIGHT-SHIFT LEFT-SHIFT REGISTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 8V 

Input voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54L99 Circuits -55°Cto125°C 

SN74L99 Circuits 0°C to 70°C 

Storage temperature range -65°C to 150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. Input voltages must be zero or positive with respect to networlt ground terminal. 



recommended operating conditions 





SN54L99 


SN74L99 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-100 


-200 


mA 


Low-level output current, Iql 


2 


3.6 


mA 


Width of clock pulse, tj^idock) 


200 


200 


ns 


Setup time for high-level data at J, K, A, B, C, or D 


nputs, tsu(H) 




100 


100 


ns 


Setup time for low-level data at J, K, A, B, C, or D i 


nputs, tsu'L) 




120 


120 


ns 


Hold time at J, K, A, B, C, or D inputs, th 








ns 


Time to enable clock 1 , tenable 1 'see Figure 1 ) 


225 


225 


ns 


Time to enable clock 2, tgpable 2 '^^^ Figure 1 ) 


200 


200 


ns 


Time to inhibit clock 1, tjphibit 1 '^^^ Figure 1) 


100 


100 


ns 


Time to inhibit clock 2, tjnhibit 2 'see Figure 1 ) 








ns 


Operating free-air temperature, T/^ 


-55 




125 







70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONS^ 


SN54L99 


SN74L99 


UNIT 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


VlH High-level input voltage 




2 


2 


V 


V|L Low-level Input voltage 




0.7 


0.7 


V 


VqH High-level output voltage 


Vcc = IVIIN, 
V|L = 0.7V, 


V|H = 2V, 
lOH = MAX 


2.4 


3.3 




2.4 


3.2 




V 


Vol Low-level output voltage 


Vcc = MIN, 
V,L = 0.7V, 


V|H = 2V 
Iql = MAX 




0.15 


0.3 




0.2 


0.4 


V 


Input current at 
li 

maximum input voltage 


J, K, B, C, or D 


Vcc = I^AX, 


V| = 5.5V 


100 


100 


mA 


MorA 


200 


200 


High-level 

'IH 

input current 


J, K, B, C, or D 


Vcc = MAX, 


V| = 2.4V 


10 


10 


mA 


MorA 


20 


20 


Low-level 

'iL 

input current 


J, K, B, C, or D 


Vcc = MAX, 


V| = 0.3 V 


-0.18 


-0.18 


mA 


M or A 


-0.36 


-0.36 


'OS Short-circuit output current§ 


Vcc = MAX 


-3 




-15 


-3 




-15 


mA 


'CC Supply current 


Vcc = MAX, 


See Note 3 




3.8 


9 




3.8 


9 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 
tAII typical values are at Vqq = 5 V, T;^ = 25°C. 
§Not more than one output should be£horted at a time. 

NOTE 3: With all outputs and J and K inputs open, mode control at 4.5 V, inputs A through D grounded, \qq is measured after a momentary 
3 V, then ground, is applied to both clock inputs. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


fmax Maximum clock frequency 


Cl = 50pF, RL = 4kn, 
See Figure 2 


3 


5 




MHz 


tPLH Propagation delay time, low-to-high-level output from either clock 




115 


200 


ns 


tpHL Propagation delay time, high-to-low-level output from either clock 




125 


200 


ns 
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TYPES SN54L99, SN74L99 

4-BIT RIGHT-SHIFT LEFT-SHIFT REGISTERS 



PARAMETER MEASUREMENT INFORMATION 

OUTPUT Vcc 

Rl =4 kn 
FROM OUTPUT 
UNDER TEST 




LOAD CIRCUIT 



J and K / \ / \ 



CLOCK 1 
INPUT 



.It 1 I* " I r* 'j - 'inhibi t 1 _ _ _ _ 



t L 

CLOCK 2 inhibit? '- 



Qa OUTPUT 



J \ r 






NOTE: A input is at the low level. 



VOLTAGE WAVEFORMS 
FIGURE 1-CLOCK ENABLE/INHIBIT TIMES 



DATA 
INPUT 



CLOCK 
INPUT 



<15ns— H h- 



OUTPUT 
(See Note D) 



-f\ \*- <15 n 



90% 90% 

If- 1.3 V 1.3 V 



\ -fl.3V +13V 

te i\ ^ 



h- 'su(L) — ^ M- 'su(H) -J I 

I I -«Hth I*- 

-Hth U- I 

I I 




! ^ 



'o^TJ-l ! 



-H k -*l h-<i5 





1.3V -+1.3V -(r1.3V 



~H 'PHlH— — *i 'PLH ^*~ 



, 3 V 




1 ^ — \ — \— 



VOLTAGE WAVEFORMS 
FIGURE 2-SWITCHIN<G TIMES 
NOTES: A. The input wavefornns are supplied by pulse generators having the following characteristics: Zqu^ =» 50 f2. For data pulse 
generator: \^ > 150 ns, PRR < 500 kHz, tse(up(L) = 120 ns, and tsefup(|-|) = 100 ns. For clock pulse generator: ty„ > 200 ns and 
PRR < 1 MHz. When testing fmax- ^^'V PRR- 

B. C|_ includes probe and jig capacitance. 

C. All diodes are 1N916. _ 

D. When data input is applied to J and K inputs, the output waveform applies only to output Q^. 
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TYPES SN54100, SN74100 
8-BIT BISTABLE LATCHES 

BULLETIN NO. DL-S 7211830, DECEMBER 1972 



logic 



FUNCTION TABLE 
(Each Latch) 



INPUTS 


OUTPUTS 


D G 


O Q 


L H 


L H 


H H 


H L 


X L 


Qo Qo 



H = high level, X = irrelevant 
Qq = the level of Q before the 
high-to-low transition of G 



description 



These latches are ideally suited for use as temporary 
storage for binary information between processing 
units and input/output or indicator units. Informa- 
tion present at a data (D) input is transferred to the Q 
output when the enable (G) is high and the Q output 
will follow the data input as long as the enable 
remains high. When the enable goes low, the informa- 
tion (that was setup at the data input at the time 
the transition occurred) is retained at the Q output 
until the enable is permitted to go high. 

These circuits are completely compatible with all 
popular TTL or DTL families. All inputs are diode- 
clamped to minimize transmission-line effects and 
simplify system design. Typical power dissipation is 
40 milliwatts per latch. The SN54100 is characterized 
for operation over the full military temperature range 
of -55° to 125°C; the SN74100 is characterized for 
operation from 0°C to 70°C. 



SN54100 . . .J OR W PACKAGE 
SN54100 . . .J OR N PACKAGE 
(TOP VIEW) 





ENABLE 
VcC 1G 1D3 1D4 1Q4 1Q3 203 2Q4 2D4 2D3 NC NC 








Tn 


J 




f4 

G3- 

Gl - 
G2- 
1 , 1 


] 








I G3 








— d7 02 

— G2 

1 r- 


- 






h 






TjJllJlJLll^JliJllJllillJliJ^^ 

NC 1D1 102 1Q2 1Q1 NC GND 2Q1 ' 202 2D2 2D1 ENABLE 




positive logic: see function table 





NC— No internal connection 



functional block diagram (each latch) 




TO OTHER LATCHES ■ 

ENABLE DATA 



schematic (each latch) 




TO OTHER LATCHES 

vcc 



TO OTHER LATCHES — 

ENABLE DATA 

Resistor values shown are nominal and in ohms, 



TO OTHER LATCHES 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) ^V 

Input voltage 5.5 V 

Intermitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54100 -55°Cto125°C 

SN74100 0°Cto70°C 

Storage temperature range -65°C to 150°C 

NOTES: 1 . Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter input transistor. For this circuit, this rating applies between the 
enable and D inputs of any latch. 
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recommended operating conditions 





SN54100 


SN74100 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


ka 


Low-level output current, Iql 


16 


16 


mA 


Width of enabling pulse, t^ 


20 


20 


ns 


Setup time, tju 


20 


20 


ns 


Hold time, th 


5 


5 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


MIN 


TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 






2 


V 


V|L 


Low-level input voltage 






0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -12mA 


-1.5 


V 


Vqh 


High-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Iqh = -400 M 


2.4 


3.4 




V 


Vol 


Low-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
l0L= 16 mA 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


mA 


I|H 


High-level input current 


D input 


Vcc = MAX, 


V| =2.4V 


80 


mA 


G input 


320 


IlL 


Low-level input current 


D input 


Vcc = MAX, 


V| = 0.4V 


-3.2 


mA 


G input 


-12.8 


"OS 


Short-circuit output current§ 




Vcc = MAX 


SN54100 


-20 




-57 


mA 


SN74100 


-18 




-57 


Ice 


Supply current 




Vcc = MAX, 
See Note 3 


SN54100 




64 


92 


mA 


SN74100 




64 


106 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

I^AII typical values are at V^c = 5 V, T^ = 25''c. 

§ Not more than one output should be shorted at a time. 

NOTE 3: \qq is tested with all inputs grounded and all outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


D 


Q 


Cl= 15 pF, 
RL = 400n, 
See Note 4 


16 30 


ns 


tPHL 


14 25 


tPLH 


G 


Q 


16 30 


ns 


tPHL 


7 15 



*PLH —propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-level output 
NOTE 4: Test circuit and voltage waveforms are the same as those shown for the '75, '77, 'L75, and 'L77 on page 7-40. 
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TYPES SN54116, SI\I74116 
DUAL 4-BIT LATCHES WITH CLEAR 

BULLETIN NO. DL-S 721 1849. DECEMBER 1972 



Two Independent 4-Bit Latches in a 
Single Package 

Separate Clear Inputs Provide One-Step 
Clearing Operation 

Dual Gated Enable Inputs Simplify 
Cascading and Register Implementations 

Compatible for Use with TTL and DTL 
Circuits 

Input Clamping Diodes Simplify 
System Design 



description 



These monolithic TTL circuits utilize D-type bistables 
to implement two independent four-bit latches in a 
single package. Each four-bit latch has an indepen- 
dent asynchronous clear input and a gated two-input 
enable circuit. When both enable inputs are low, the 
output levels will follow the data input levels. When 
either or both of the enable inputs are taken high, the 
outputs remain at the last levels setup at the inputs 
prior to the low-to-high-level transition at the enable 
input(s). After this, the data inputs are locked out. 

The clear input is overriding and when taken low will 
reset all four outputs low regardless of the levels of 
the enable inputs. 

The SN54116 is characterized for operation over the 
full military temperature range of — 55°C to 125°C; 
the SN741 16 is characterized for operation from 0°C 
to 70° C. 

FUNCTION TABLE 
(EACH LATCH) 



INPUTS 


OUTPUT 
Q 


CLEAR 


ENABLE 


DATA 


G1 G2 


H 


L L 


L 


L 


H 


L L 


H 


H 


H 


X H 


X 


Qo 


H 


H X 


X 


Qo 


L 


X X 


X 


L 



SN54116 ... J OR W PACKAGE 
SN74116...JOR N PACKAGE 
(TOP VIEW) 



J^^U^^U^^U^^J^^U^^U^U^^^ 



BI 



-<H 



H>- 




positive logic: see function table 



functional block diagram (each 4-bit latch) 




H = high level, L = low level, X = irrelevant 

Qg = the level of Q before these input conditions were established. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN541 16 Circuits — 55°Cto125 C 

SN741 16 Circuits 0°C to 70°C 

Storage temperature range -65 C to 150 C 

NOTE 1 : Voltage values are with respect to networl< ground terminal. 
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TYPES SN54116, SN74116 

DUAL 4-BIT LATCHES WITH CLEAR 



recommended operating conditions 




SN54116 


SN74116 


UNIT 


MIN NOM MAX 


MIN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 


5 


5.25 


V 


High-level output current, {qh 


-800 


-800 


kA 


Low-level output current, Iqu 


16 


16 


mA 


Input pulse width, t^ 


Enable 


18 


18 


ns 


Clear 


18 


18 


Data setup time, tju 


High logic level 


8 


8 


ns 


Low logic level 


14 


14 


Clear inactive-state setup time, tjy 


8 


8 


ns 


Data release time, high-level data, t^eiease 


2 


2 


ns 


Data hold time, low-level data, t^ 


8 


8. 


Operating free-air temperature, T/^ 


-55 125 







70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONS^ 


MIN 


TYPt 


MAX 


UNIT 


ViH High-level input voltage 




2 


V 


V|L Low-level Input voltage 




O.B 


V 


V|K Input clamp voltage 


Vcc=MIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loH = -800fjA 


2.4 


3.4 




V 


Vql Low-level output voltage 


Vcc=IVIIN, V|H=2V, 
V|L = 0.8V, loL=16mA 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|l^ High-level input current 


G1, G2, or clear 


Vcc = MAX, V|=2.4V 


40 


mA 


Any D 


60 


l|L Low-level input current 


G1,G2, or clear 


Vcc = MAX, V| = 0.4 V 


-1.6 


mA 


Any D, initial peak 


-2.4 


Any D, steady-state 


-1.6 


Iqs Short-circuit output current! 


Vcc = MAX 


SN54116 


-20 




-57 


mA 


SN74116 


-18 




-57 


'CC Supply current 


Vcc = MAX, 


Condition A 




60 


100 


mA 


See Note 2 


Condition 6 




40 


70 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable device 

type. 
^All typical values are at Vqq = 5 V, T^ = 25°C. 
s Not more than one output should be shorted at a time. 
NOTE 2: With outputs open, Iqc is measured for the following conditions: 

A. All inputs grounded. 

B. All G inputs are grounded and all other inputs are at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Enable 


Any Q 


Cl=15pF, 
RL = 400n, 
See Figure 1 


19 30 


ns 


tPHL 


15 22 


tPLH 


Data 


Q 


10 15 


ns 


tPHL 


12 18 


tPHL 


Clear 


Any Q 


15 22 


ns 



"PLH — propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
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TYPES SN54116, SN74116 
4-BIT LATCHES WITH CLEAR 



schematics of inputs and outputs 



EQUIVALENT OF CLEAR, 
G1, ANDG2 INPUTS 




EQUIVALENT OF 
DATA INPUTS 




Initial Req = 3 kH NOM 
Steady-state Rea = 6knN0M 



TYPICAL OF 
ALL OUTPUTS 




PARAMETER IViEASUREiVIENT INFORMATION 

vcc 

<Rl (See Note CI 
FROM OUTPUT , Kl I l>j HI M , 

UNDER TEST J |-«« ' K-| r-| ^ 

_|_ (See Note B) J_ 



LOAD CIRCUIT 



ENABLE 

INPUT 

(See Note Dl 



iV +1.5V 



\ L 



U-tpHL-»( 
I 



\!:__y 



y V y SL 

jl-y.iy Ai-sv JF-1.5V -Vi.Bv 

I*— tpHL — ♦) H tp 

\i 7 



■ V 



-VOH 

-Vol 



SWITCHING TIMES FROM CLEAR AND ENABLE INPUTS 



DATA 

INPUT 

(See Note El 



ENABLE 

INPUT 

(Sec Note D I 



1.5 V T— 1.5\ 



7 '' 

jV HfLSV 

'- V 



t* .su -*\ 



\* '>u *\ 



y \ V 

+ 1.5V \ TT'-SV 

I \ L ov 



l*-'PHL-*| 



y SL r 

*-1.5V Vl.BV / 



-VOH 

-Vol 



SWITCHING TIMES FROM DATA INPUTS 



NOTES: A. Input pulses are supplied by generators having the following characteristics: t^ < 10 ns, tf < 10 ns, PRR = 1 MHz, duty cycle < 50%, 
Zout « 50 n. 

B. Ci_ includes probe and jig capacitance. 

C. All diodes are 1N3064. 

D. The other enable input is low. 

E. Clear input is high. 

FIGURE 1 
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TYPES SN54120, SN74120 
DUAL PULSE SYNCHRONIZERS/DRIVERS 

BULLETIN NO. DL-S 721 1537, SEPTEMBER 1971-REVISED DECEMBER 1972 



Generates Either a Single Pulse or Train of Pulses 
Synchronized with Control Functions 

Ideal for Implementing Sync-Control Circuits 
Similar to those Used in Oscilloscopes 

Latched Operation Ensures that Output Pulses 
Are Not Clipped 

High-Fan-Out Complementary Outputs Drive 
System Clock Lines Directly 

Internal Input Pull-Up Resistors Eliminate 
Need for External Components 

Diode-Clamped Inputs Simplify System Design 

Typical Propagation Delays: 

9 Nanoseconds through One Level 
1 6 Nanoseconds through Two Levels 



SN54120 ... J OR W PACKAGE 

SN74120 ... J OR N PACKAGE 

(TOP VIEW) 



.y\- 



VCC 2M 2S2 2S1 2R 2C 2Y 2Y 



lijijjiijiAninjrijJi^ 



1S1 1S2 IR 1C 



logic: see description and function table 



description 



These monolithic pulse synchronizers are designed to synchronize an asynchronous or manual signal with a system 
clock. Reliable response is ensured as the input signals are latched up; therefore duration of logic input is not critical 
and the adverse effects of contact-bounce of a manual input are eliminated. The ability to pass output pulses is started 
and stopped by the levels or pulses applied to the latch inputs SI, S2, or R in accordance with the function table. 
High-speed circuitry is utilized throughout the clock paths to minimize skew with respect to the system clock. 



After initiation, the mode control (M) input deter- 
mines whether a series of pulses or only one pulse is 
passed. In the absence of a stop command, the clock 
driver will continue to pass clock pulses as long as the 
mode control input is low (see Figures 2 through 4). 
If the mode control input is high only a single clock 
pulse will be passed (see Figure 5). 

When the mode control is set to pass a series of 
pulses, the last pulse out is determined by two general 
rules: 

a. When pulses are terminated by the S or R 
inputs, conditions meeting the setup times 
(specified under recommended operating 
conditions) will dominate. 



FUNCTION TABLE 



INPUTS 


FUNCTION 


R 


SI 


S2 


X 


L 


X 


Pass Output Pulses 


X 


X 


L 


Pass Output Pulses 


L 


H 


H 


Inhibit Output Pulses 


H 


I 


H 


Start Output Pulses 


H 


H 


4- 


Start Output Pulses 


I 


H 


H 


Stop Output Pulses 


H 


H 


H 


Continue^ 



H = high level (steady state) 
L = low level (steady state) 
I = transition from H to L 
X = irrelevant 
^Operation initiated by last I transition continues. 



Low-to-high-level transitions at the mode control input should be avoided during the 20-nanosecond period 
immediately following the negative transition of the input clock pulse as transitions during this time period 
may or may not allow the next pulse to pass (see Figures 4 and 5). When pulses are terminated by the mode 
control input, a positive transition at the mode control input meeting the high-level setup time, tsu (H). 
(specified under recommended operating conditions) will pass that positive clock pulse then inhibit remaining 
clock pulses. The clock input (C) is latch-controlled ensuring that once initiated the output pulse will not be 
terminated until the full pulse has been passed. 



7-118 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS, TEXAS 75222 



TYPES SN54120, SN74120 
DUAL PULSE SYNCHRONIZERS/DRIVERS 



description (continued) 

This clock driver circuit is entirely compatible for use with either digital logic circuits or mechanical switches for input 
controls since all inputs, except the clock, have internal pull-up resistors. This eliminates the requirement to supply an 
external resistor to prevent the input from floating when the control switch is open. The internal resistor also means 
that these inputs may be left disconnected if unused. 



Typical propagation delay time is 9 nanoseconds to the Y output and 16 nanoseconds to the Y output from the clock 
input. The outputs will drive 60 Series 54/74 loads at a high logic level and 30 loads at a low logic level. Typical power 
dissipation is 127 milliwatts per driver. The SN54120 is characterized for operation from — 55°C to 125°C; the 
SN741 20 is characterized for operation from 0°C to 70° C. 

functional block diagram (each driver) 




\^>-7^y-\ 



INPUTS < 



^^> 




o 



'^y^^^y^ 



H>- 



schematics of inputs and outputs 



EQUIVALENT OF 
EACH C INPUT 




EQUIVALENT OF EACH 
M, R, OR S INPUT 




TYPICAL OF 
ALL OUTPUTS 



CC 

10O n NOM 
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TYPES SN54120, SN74120 

DUAL PULSE SYNCHRONIZERS/DRIVERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54120 Circuits -55°Cto125°C 

SN74120 Circuits 0°C to 70°C 

Storage temperature range -65°Cto150°C 

NOTES: 1. Voltage values, except interemitter voltage, are vi/ith respect to network grouncj terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies between the SI and S2 



inputs. 

recommended operating conditions 





SN54120 


SIM74120 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, VqC 


4.5 5 


5.5 


4.75 5 


5.25 


V 


Higli-level output current, Iqh 


-2.4 


-2.4 


mA 


Low-level output current, Iql 


48 


48 


mA 


Setup time (see Figures 2 thru 5) 


Any input except mode control, 
tsu(H or L) 


12 


12 


ns 


Mode control 


tsu(H) 








tsu(U 


12 


12 


Hold time (see Figures 3 and 5) 


Any input except mode control, 
th(H or U 


3 


3 


ns 


Mode control, th(H or L) 


20 


20 


Operating free-air temperature, T^ 


-55 


125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


MIN TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 






2 


V 


V|L 


Low-level input voltage 






0.8 


V 


VlK 


1 nput clamp voltage 




Vcc = IVliN, 


l| = -12 mA 


-1.5 


V 


Vqh 


High-level output voltage 




Vcc = IVIIN, 
V|L = 0.8V, 


V|H = 2V, 
IOH = -2-4mA 


2.4 3.4 


V 


Vol 


Low-level output voltage 




Vcc = MlN, 
V|L = 0.8V, 


V,H = 2V, 
l0L = ■^S mA 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5 V 


1 


mA 


l|H 


High-level input current 


Clock input 


Vcc=MAX, 


V| = 2.4 V 


80 


mA 


Other inputs 


-0.12 -0.2 


-0.36 


mA 


l|L 


Low-level input current 


Clock input 


Vcc = MAX, 


V| =0.4V 


-3.2 


mA 


Other inputs 


-2.1 


Iqs 


Short-circuit output current§ 




Vcc = MAX 


-35 


-90 


mA 


Ice 


Supply current 




Vcc = MAX, 


See Note 3 


51 


90 


mA 



' For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions 

tAII typical values are at V^c = 5 V, T^ = 25°C. 

S Not more than one output should be shorted at a time. 

NOTE 3; Ice '^ measured with ground applied to all inputs except R which is at 4.5 V and all outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


C 


Y 


CL = 45pF, 
Rl= 133 n. 
See Figure 1 


14 22 


ns 


tPHL 


17 25 


tPLH 


C 


Y 


10 16 


ns 


tPHL 


8 13 



H'PLH = Propagation delay time, low-to-high-level output 
tpHL = Propagation delay time, high-to-low-level output 
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TYPES SN54120, SN74120 
DUAL PULSE SYNCHRONIZERS/DRIVERS 



PARAMETER MEASUREMENT INFORMATION 



vcc 



FROM OUTPUT 
UNDER TEST 




NOTES: A. The clock input pulse in figures 2 through 5 is 
supplied by a generator having the following char- 
acteristics: t^((.|ock) > 15 "5' PRR < 1 MHz, and 
Zout'^SOn. 

B. C|_ includes probe and jig capacitance. 

C. All diodes are 1N3064. 



FIGURE 1-LOAD CIRCUIT FOR SWITCHING TESTS 



tw(clock)— [♦ 
CLOCK I 



*4-tw( clock) 




Y OUTPUT 



NOTE: Mode control and R inputs are low unused S input is high. 

FIGURE 2-INITIATING AND TERMINATING PULSE TRAIN FROM S INPUTS 



Vol 



CLOCK /-.KM \ / \ y^K^, \ 

INPUT /^^V \ / \ /'^'' \ 

'I \ f \ ■ ■■/ I ^— nv 

, I 3V 

S1orS2 \i.5v /l.5V 

INPUT \ / I 

V y ^^ 

R INPUT Tr1.5V 7fl.5V 

> /- ov 

Y OUTPUT \ / \ / 

NOTE; Mode control input is low and unused S input is high. 

FIGURE 3-INITiATING PULSE TRAIN FROM S AND TERMINATING WITH R INPUTS 
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TYPES SN54120, SN74120 

DUAL PULSE SYNCHRONIZERS/DRIVERS 



PARAMETER MEASUREMENT INFORMATION 



^tw(clock) 



3 V 



CLOCK 
INPUT 



MODE 

CONTROL 

INPUT 



Y OUTPUT 



/.5V Xl.5V J^I.BV \-1.5V / \ 

\__/ \_y \_„v 




p H- ^su(L) 

1.5 V 



-^-tsu(H) 



jhTy 



3 V 

V 
VOH 

Vol 



NOTE: At least one of the S inputs is low. 

FIGURE 4-INITIATING AND TERMINATING PULSE TRAIN WITH MODE CONTROL INPUT 



CLOCK 
INPUT 



MODE CONTROL 
INPUT 



JM.5V \-1.5V -J^I.BV \-1.5V / \ 

/\ }C—A 1S / V 0, 

! \* tsu(H) *\ 

tI^i.b V I 

^— 1 



th{H) 



-^tsu(L) 



SI or S2 
INPUT 



7 OUTPUT 



\U5V 



V 
3 V 

V 
VOH 

Vol 



NOTE: Input R is low and the unused S input is high. 

FIGURE 5-ENABLING SINGLE PULSE 
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TYPES SN54S124, SN74S124 
DUAL VOLTAGE-CONTROLLED OSCILLATORS 

BULLETIN NO. DL-S 12025, MARCH 1974-REVISED DECEMBER 1980 



Two Independent VCO's in a 16-Pin 
Package 

Output Frequency Set by Single External 
Component: 

Crystal for High-Stability Fixed-Frequency 

Operation 

Capacitor for Fixed- or Variable- Frequency 

Operation 

• Separate Supply Voltage Pins for Isolation 
of Frequency Control Inputs and Oscillators 
from Output Circuitry 

• Highly Stable Operation over Specified 
Temperature and/or Supply Voltage Ranges 

• Typical fmax 85 MHz 

Typical Power Dissipation 525 mW 

• Frequency Spectrum ... 1 Hz to 60 MHz 



description 



SN54S124 ... J OR W PACKAGE 

SN74S124 ... J OR N PACKAGE 

(TOP VIEW) 



2Ce 



VCC ©Vcc RANGE ^ 



hT^ 



FREQ 
CONT EN 

1 



Emrm 



1 HNU r . 



nm 



^>S" W 0GND 

ENABLE OUTPUT 



logic: While the enable input is low, the 
output is enabled. While the enable 
input is high, the output is high. 



The 'S124 features two independent voltage-controlled oscillators (VCO) in a single monolithic chip. The output 
frequency of each VCO is established by a single external component, either a capacitor or a crystal, in combination 
with two voltage-sensitive inputs, one for frequency range and one for frequency control. These inputs can be used to 
vary the output frequency as shown under typical characteristics. These highly stable oscillators can be set to operate 
at any frequency typically between 0.12 hertz and 85 megahertz. Under the conditions used in Figure 3, the output 
frequency can be approximated as follows: 

^ _ 5X 10^ 
Cext 

where: fo = output frequency in hertz 
Cext ~ external capacitance in farads. 



These devices can operate from a single 5-volt supply. However, one set of supply-voltage and ground pins (Vcc 3"^ 
GND) is provided for the enable, synchronization-gating, and output sections, and a separate set (©Vcc and0GND) 
is provided for the oscillator and associated frequency-control circuits so that effective isolation can be accomplished in 
the system. 

The enable input of these devices starts or stops the output pulses when it is low or high, respectively. The internal 
oscillator of the 'SI 24 is started and stopped by the enable input. The enable input is one standard load; it and the 
buffered output operate at standard Schottky-clamped TTL levels. 

The pulse synchronization-gating section ensures that the first output pulse is neither clipped nor extended. Duty 
cycle of the square-wave output is fixed at approximately 50 percent. 

The SN54S124 is characterized for operation over the full military temperature range of —55 C to 125 C; the 
SN74S124 is characterized for operation from 0°C to 70°C. 
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TYPES SN54S124, SN74S124 

DUAL VOLTAGE-CONTROLLED OSCILLATORS 



schematics of inputs and outputs 



EQUIVALENT OF EACH 
ENABLE INPUT 



VCC- 




EQUIVALENT OF EACH FREQUENCY 
CONTROL OR RANGE INPUT 



Vcc 




TYPICAL OF BOTH OUTPUTS 



•Vcc 



< 




absolute maximum ratings over operating free-air temperature range (unless otiierwise noted) 

Supply voltage, Vcc (See Notes 1 and 2) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S124 — 55°C to 125°C 

SN74S124 0°C to 70°C 

Storage temperature range — 65°C to 150°C 



NOTES: 1. Voltage values are with respect to the appropriate ground terminal. 

2. Throughout this data sheet, the symbol Vcc '* ^^Bd for the voltage applied to both the Vcc e^t^Qvcc terminals, unless other- 
wise noted. 
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TYPES SN54LS124. SIM74LS124 
DUAL VOLTAGE-CONTROLLED OSCILLATORS 



The SN54LS124 and SN74LS124 have been replaced by 
the SIM54LS629 and SN74LS629. 

See 1981 Supplement to the TTL Data Book for Design 
Engineers, Second Edition. 
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TYPES SN54S124. SN74S124 

DUAL VOLTAGE-CONTROLLED OSCILLATORS 



recommended operating conditions 





SN54S124 


SN74S124 


UNIT 


MIN NOM MAX 


MIN MOM MAX 


Supply voltage, Vcc (see Note 1) 


4.5 5 5.5 


4.75 5 5.25 


V 


Input voltage at frequency control or range input, 


VllfreqlorViirng) 


1 5 


1 5 


V 


High-level output current, IqH 


-1 


-1 


mA 


Low-level output current, IqL 


20 


20 


mA 


Output frequency (enablecj), fo 


1 


1 


Hz 


60 


60 


MHz 


Operating free-air temperature, T/Sj 


-55 125 


70 


°C 



NOTE 1: Throughout this data sheet, the symbol Vqq is used for the voltage applied to both pins 15 and 16. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage at enable 




2 


V 


V| L Low-level input voltage at enable 




0.8 


V 


V|K Input clamp voltage at enable 


Vcc = MIN, li = -18mA 


-1.2 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
'oh = -1 mA 


SN54S' 


2.5 3.4 


V 


SN74S' 


2.7 3.4 


Vol Low-level output voltage 


Vcc = MIN, V|L = 0.8V, 
'OL" 20 mA 


0.5 


V 


l| Input current 


Freq control 
or range 


Vcc = MAX 


V| = 5V 


10 50 


mA 


V| = 1 V 


1 15 


Input current at 
l| 

maximum input voltage 


Enable 


Vcc = MAX, V| = 5.5V 


1 


mA 


llH High-level input current 


Enable 


Vcc = MAX, V| = 2.7V 


50 


/.A 


1 1 L Low-level input current 


Enable 


Vcc = MAX, V| = 0.5V 


-2 


mA 


Iqs Short-circuit output currents 


Vcc = MAX 


-40 -100 


mA 




Vcc = MAX, See Note 2 


105 150 


mA 


'cc 

pins 15ancJ 16 




Vcc = MAX, Ta= 125°C, 
See Note 2 


W package 
only 


110 



Tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vqq = 5 V, T/^ = 25''c. 

SNot more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 
NOTE 2: Icc " measured with the outputs disabled and open. 

switching characteristics, Vcc = 5 V, Rl = 280 n, Cl = 15 pF, Ta = 25°C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP MAX 


UNIT 


fo Output frequency 


Cext=2pF 


V|(freq) = 4V,V,(,ng) = 1V 


60 


85 


MHz 


V|(freq) = 1V,V|(rng) = 5V 


25 


40 


Output duty cycle 


Cext = 8.3 pF to500MF 


50% 




Propagation delay time, 
tpHL 

high-to-low-level output from enable 


fo= 1 Hz to 20 MHz 




1.4 


s 


fo(Hz) 


fo> 20 MHz 


70 


ns 
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TYPES SN54S124, SN74S124 
DUAL VOLTAGE-CONTROLLED OSCILLATORS 



TYPICAL APPLICATION DATA 

free-running oscillator 

Free-running oscillators can be implemented for most systems by setting the output frequency of the VCO with either a 
capacitor or a crystal, if excitation is provided with a capacitor the frequency control and/or range inputs can be used 
to vary the output frequency. 

When the 'SI 24 is excited with a crystal, low-frequency response « 1 MHz) can be improved if a relatively small 
capacitor (5 to 15 pF) is paralleled with the crystal. When operated at the fundamental frequency of a crystal, the 
frequency control input should be high {*= 5 V) and the range input should be low (grounded) for maximum stability 
over temperature and supply voltage variations. 

phase-locked loops 

A basic crystal-controlled phase-locked loop is illustrated in Figure 1. This application can be used for implementation 
of: 

a. A highly stable fixed-frequency clock generator. 

b. A highly stable fixed- or variable-frequency synthesizer. 

c. A highly efficient "slave-clock" system for synchronizing off-card, remote, or data-interfacing clock systems 

N 
With fixed division rates for both M and N, the output frequency (fo) will be stable at fo = ]\^ fl. Obviously, either 

M or N, or both, could be programmable counters in which case the output frequency (fo) will be a variable frequency 

dependent on the instantaneous value of -H-f i . 

The crystal-controlled VCO can be operated up to 60 MHz with an accuracy that is dependent on the crystal. At the 
higher frequencies, response of the phase comparator can become a limiting factor and one of the following approaches 
may be necessary to extend the operating frequency range. 

a. Frequencies •j4and -j^ can be divided equally by the same constant (K) also shown in Figure 1. The constant can 
be any value greater than unity (K> 1), and should be selected to yield frequency ranges that can be handled 
adequately by the phase-comparator and filter. The output frequency (fo) retains the same relationship as 
previously explained because now: 

^° = KM ^1 = ¥ ^1 

b. In another method, the comparison of rj-and -^ can be performed with either an SN54LS85/SN74LS85 or 
SN54S85/SN74S85. The resultant A > B and A < B outputs from the 'LS85 or 'S85 permit the detector to be 
simplified to a charge-pump circuit. See Figure 2. 
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TYPES SN54S124, SN74S124 

DUAL VOLTAGE-CONTROLLED OSCILLATORS 



TYPICAL APPLICATION DATA 



1*1. 



3 



A 



! 



A. 



M*1 



A 



% 



T^t 



1 HGURE 1 -PHASE-LOCKED LOOP 



FIGURE 2-HIGH-FREQUENCY PHASE-LOCKED LOOP 



TYPICAL CHARACTERISTICS 
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TYPES SN54S135, SN74S135 
QUADRUPLE EXCLUSIVE-OR/NOR GATES 

BULLETIN NO. DL-S 7211826, DECEMBER 1972 



Fully Compatible with Most TTL and 
TTL MSI Circuits 

Fully Schottky Clamping Reduces 
Delay Times . . . 8 ns Typical 

Can Operate as Exclusive-OR Gate (C Input 
Low) or as Exclusive-IMOR Gate (C Input High) 

FUNCTION TABLE 



INPUTS 


OUTPUT 
Y 


A 


B 


C 


L 


L 


L 


L 


L 


H 


L 


H 


H 


L 


L 


H 


H 


H 


L 


L 


L 


L 


H 


H 


L 


H 


H 


L 


H 


L 


H 


L 


H 


H 


H 


H 



SN54S135 ... J OR W PACKAGE 
SN74S135 ... J OR N PACKAGE 
(TOP VIEW) 



H = high level, L = low level 



schematics of inputs and outputs 



VCC 4B 4A 4Y 3C, 4C 38 3A 3Y 





16 


. 15 . 


14 


. 13 . 


12 


. 11 . 


. 10 . 


9 






bi 


_l L 




^ 














pD^ 




^ 


1 










2 " 


" 3 


■ 4 




■ 


j 


■ 


i 


■ 7 


8 





lA 15 1Y 1C,2C 2A 2B 2Y GND 



positive logic: Y = (A©B)©C = ABC + ABC + ABC + ABC 



EQUIVALENT OF EACH INPUT 



2.8 kn NOM 




TYPICAL OF ALL OUTPUTS 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, VcC (see Note 1) 7V 

Input voltage . . • 5.5 V 

Operating free-air temperature range: SN54S1 35 — 55°Cto125 C 

SN74S135 0°Cto70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54S135, SN74S135 
QUADRUPLE EXCLUSIVE-OR/NOR GATES 



recommended operating conditions 





SN54S135 


SN74S135 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, {qh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


MIN TYPt MAX 


UNIT 


V|n High-level input voltage 




2 


V 


V|L Low-level Input voltage 




0.8 


V 


V||^ Input clamp voltage 


Vcc=MIN, l| = -18mA 


-1.2 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -1mA 


SN54S' 


2.5 3.4 


V 


SN74S' 


2.7 3.4 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 20 mA 


0.5 


V 


l| Input current at maximum input voltage 


Vcc=MAX, V| = 5.5V 


1 


mA 


llH High-level input current 


Vcc = MAX, V| = 2.7 V 


50 


M 


l|L Low-level input current 


Vcc=MAX, V|=0.5V 


-2 


mA 


'OS Short-circuit output currents 


Vcc = MAX 


-40 -100 


mA 


•CC Supply current 


Vcc = MAX, See Note 2 


65 99 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type 

^All typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time and duration of the short circuit should not exceed one second. 

NOTE 2: \qq is measured with the inputs grounded and the outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Aor B 


BorA= L,C= L 


Cl= 15pF, 
RL = 280n, 
See Note 3 


8.5 13 


ns 


tPHL 


11 15 


tPLH 


AorB 


BorA=H, C= L 


8 12 


ns 


tPHL 


9 13.5 


tPLH 


AorB 


BorA=L,C = H 


10 15 


ns 


tPHL 


6.5 10 


tPLH 


AorB 


BorA = H,C = H 


8.5 12 


ns 


tPHL 


7 11 


tPLH 


C 


A=B 


8 12 


ns 


tPHL 


9.5 14.5 


tPLH 


C 


A^^B 


7.5 11.5 


ns 


tPHL 


8 12 



'*PLH — propagation delay time, low-to-high-level output 
*PHL — P''°P^9^*'°" delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54136, SN54LS136, SN74136, SN74LS136 

QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 

WITH OPEN-COLLECTOR OUTPUTS 

BULLETIN NO. DL-S 7611827, DECEMBER 1972-REVISED OCTOBER 1976 



FUNCTION TABLE 


INPUTS 


OUTPUT 
Y 


A B 


L L 


L 


L H 


H 


H L 


H 


H H 


L 



H = high level, L = low level 



SN54136, SN54LS136 ... J OR W PACKAGE 
SN74136, SN74LS136 ... J OR N PACKAGE 
(TOP VIEW) 



VcC 4B 4A 4Y 38 3A 3Y 



14 _ 13 _ K _ 11 _ 10 _ 9 _ 8 



fe>J c^ 



[:s>i cE>i 



1A IB 1Y 2A 28 2Y GND 



positive logic: Y = A©B = AB + AB 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 
OF -136 




y. 



TYPICAL OF ALL OUTPUTS 
OF '136 




EQUIVALENT OF EACH INPUT 
OF 'LS136 



■12.5 kJJ NOM 



INPUT— Y^ 



TYPICAL OF ALL OUTPUTS 
OF 'LS136 
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TYPES SN54136, SN74136 

QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 

WITH OPEN-COLLECTOR OUTPUTS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 1) 

Input voltage 

Operating free-air temperature range: SN54136 

SN74136 
Storage temperature range 



, . . . 7V 
, ... 5.5 V 
-55°Cto 125°C 
0°C to 70°C 
-65°Cto 150°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54136 


SN74136 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, \q\_ 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


''c 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSl^ 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V||^ Input clamp voltage 


Vcc = MIN, l|=-8mA 


-1.5 


V 


IqH High-level output current 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, VoH = 5.5V 


250 


mA 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL=16mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


mA 


l|L Low-lcvcl input current 


Vcc = MAX, V| = 0.4 V 


-1.6 


mA 


Ice Supply current, high-level output 


Vcc = MAX, See Note 2 


SN 54136 


30 43 


mA 


SN74136 


30 50 



tied under recommended operating conditions for the applicable devic 



I^For conditions shown as IVIIN or MAX, use the appropriate value spec 

type. 

+ AII typical values are at VcC = 5 V, Ta = 25°C. 
NOTE 2: ICC is measured with one input of each gate at 4.5 V, the other inputs grounded, and the outputs open 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETERf 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


AorB 


Other input low 


Cl = 15pF, 
RL = 400n, 
See Note 3 


12 18 


ns 


tPHL 


39 50 


tPLH 


AorB 


Other Input high 


14 22 


ns 


tPHL 


42 55 



iltpLH —propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS136. SN74LS136 

QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 

WITH OPEN-COLLECTOR OUTPUTS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS136 -55°Cto125°C 

SN74LS136 0°C to 70°C 

Storage temperature range -65 C to 150 C 



NOTE 1: Voltage 



'Ith respect to network ground terminal. 



recommended operating conditions 





SN54LS136 


SN74LS136 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONS+ 


SN54LS136 


SN74LS136 


UNIT 


MIN TYPt MAX 


MIN TYP* MAX 


VlH High-levelinput voltage 




2 


2 


V 


ViL Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MllM, l| = -18mA 


-1.5 


-1.5 


V 


'oh High-level output current 


Vcc = MIN, V|H = 2V, 
V|L = Vmmax, VoH = 5.5V 


100 


100 


mA 


Vol Low-level output voltage 


Vcc= MIN, 
V,H = 2V, 
V|L = V|L max 


IqL °^ 4 mA 


0.25 0.4 


0.25 0.4 


V 


IqL = 8 mA 




0.35 0.5 


1| Input current at maximum input voltage 


Vcc = MAX, V|= 7V 


0.2 


0.2 


mA 


llH High-level input current 


Vcc = MAX, V| = 2.7 V 


40 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.8 


-0.8 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


6.1 10 


6.1 10 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

JaII typical values are at Vcc = 5 V, T^ = 25°C. 

NOTE 2: Ice '^ measured with one input of each gate at 4.5 V, the other inputs grounded, and the outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


AorB 


Other input low 


CL=15pF, 
Rl = 2 kfi. 
See Note 4 


18 30 


ns 


tPHL 


18 30 


tPLH 


Aor B 


Other input high 


18 30 


ns 


tPHL 


18 30 



n tpLH = propagation delay time, low-to-high-level output 
tpHL ~ propagation delay time, high-to-low-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54LS138, SN54LS139. SN54S138, SN54S139, 

SN74LS138, SN74LS139, SN74S138. SN74S139 

DECODERS/DEMULTIPLEXERS 

BULLETIN NO. DL-S 7611804, DECEMBER 1972-REVISED OCTOBER 1976 



Designed Specifically for High-Speed: 
Memory Decoders 
Data Transmission Systems 

'S138 and 'LS138 3-to-8-Line Decoders 
Incorporate 3 Enable Inputs to Simplify 
Cascading and/or Data Reception 

'S139 and 'LS139 Contain Two Fully 
Independent 2-to-4-Line Decoders/ 
Demultiplexers 

Schottky Clamped for High Performance 



TYPE 


TYPICAL 
PROPAGATION DELAY 
(3 LEVELS OF LOGIC) 


TYPICAL 
POWER DISSIPATION 


'LS138 


22 ns 


32 mW 


'SI 38 


8 ns 


245 mW 


'LS139 


22 ns 


34 mW 


•SI 39 


7.5 ns 


300 mW 


description 







These Schottky-clamped TTL MSI circuits are 
designed to be used in high-performance memory- 
decoding or data-routing applications requiring very 
short propagation delay times. In high-performance 
memory systems these decoders can be used to 
minimize the effects of system decoding. When 
employed with high-speed memories utilizing a fast- 
enable circuit the delay times of these decoders and 
the enable time of the memory are usually less than 
the typical access time of the memory. This means 
that the effective system delay introduced by the 
Schottky-clamped system decoder is negligible. 

The 'LS138 and 'S138 decode one-of-eight lines 
dependent on the conditions at the three binary 
select inputs and the three enable inputs. Two 
active-low and one active-high enable inputs reduce 
the need for external gates or inverters when 
expanding. A 24-line decoder can be implemented 
without external inverters and a 32-line decoder 
requires only one inverter. An enable input can be 
used as a data input for demultiplexing applications. 



SN54LS138,SN54S138.. .J OR W PACKAGE 

SN74LS138, SN74S138 ... J OR N PACKAGE 

(TOP VIEW) 



DATA OUTPUTS 



VCC ^YO Yl Y2 Y3 Y< YS Y6' 



YO Yl Y2 Y3 Y4 Y6 



mijJi±n±njJiiJiiriir 



positive logic: see function table 



SN54LS139,SN54S139 ... J OR W PACKAGE 

SN74LS139, SN74S139 ... J OR N PACKAGE 

(TOP VIEW) 



VCC 2G '2A 2B\'2Y0 2Y1 2Y2 2Y3 ^ 



JiruiruiriiirijiriMRm, 


I, 


\ \ k k k 


a 


A B YO Yl Y2 

Y3 3-1 


II 


|-< G 

A 


B YO Yl Y2 Y3 


1 1 Y V Y V 11 

'■'■■'■''■■' — r-i— ' — nr-' — i i ' u rrti 



1G lA IB 1Y0 1Y1 1Y2 1Y3 GND 

ENABLE'^— v^ '' ' \^ ' 

SELECT DATA OUTPUTS 



positive logic: see function table 



The 'LS139 and 'S139 comprise two individual two-line-to-four-line decoders in a single package. The active-low enable 
input can be used as a data line in demultiplexing applications. 

All of these decoders/demultiplexers feature fully buffered inputs each of which represents only one normalized Series 
54LS/74LS load ('LS138, 'LS139) or one normalized Series 54S/74S load ('S138, 'S139) to its driving circuit. All 
inputs are clamped with high-performance Schottky diodes to suppress line-ringing and simplify system design. Series 
54LS and 54S devices are characterized for operation over the full military temperature range of — 55°C to 125°C; 
Series 74LS and 74S devices are characterized for 0°C to 70°C industrial systems. 
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TYPES SN54LS138. SN54S138, SN54LS139, SN54S139 

SN74LS138, SN74S138, SN74LS139. SN74S139 

DECODERS/DEMULTIPLEXERS 



functional block diagrams and logic 



'LS138, 'S138 




DATA 
OUTPUTS 



'LS138, 'S138 
FUNCTION TABLE 



INPUTS 


OUTPUTS 


ENABLE 


SELECT 


G1 


G2* 


C B 


A 


YO 


Y1 


Y2 


Y3 Y4 


Y5 


Y6 Y7 


X 


H 


X X 


X 


H 


H 


H 


H H 


H 


H H 


L 


X 


X X 


X 


H 


H 


H 


H H 


H 


H H 


H 


L 


L L 


L 


L 


H 


H 


H H 


H 


H H 


H 


L 


L L 


H 


H 


L 


H 


H H 


H 


H H 


H 


L 


L H 


L 


H 


H 


L 


H H 


H 


H H 


H 


L 


L H 


H 


H 


H 


H 


L H 


H 


H H 


H 


L 


H L 


L 


H 


H 


H 


H L 


H 


H H 


H 


L 


H L 


H 


H 


H 


H 


H H 


L 


H H 


H 


L 


H H 


L 


H 


H 


H 


H H 


H 


L H 


H 


L 


H H 


H 


H 


H 


H 


H H 


H 


H L 



•G2 = G2A + G2B 

H = high level, L = low level, X = irrelevant 



'LS139, 'S139 



ENABLE 1G-il!-jN. 




SELECT 
INPUTS 



'LS139,'S139 

(EACH DECODER/DEMULTIPLEXER) 

FUNCTION TABLE 



INPUTS 


OUTPUTS 


ENABLE 
G 


SELECT 


B A 


YO Y1 Y2 Y3 


H 


X X 


H H H H 


L 


L L 


L H H H 


L 


L H 


H L H H 


L 


H L 


H H L H 


L 


H H 


H H H L 



H = high level, L = low level, X = irrelevant 



schematics of inputs and outputs 



EQUIVALENT OF EACH 
INPUT OF •LS138, 'LS139 



V 



CC T 

i 20 kn NOM 

INPUT — f-J^ 1 



EQUIVALENT OF EACH 
INPUT OF 'S138, 'S139 




TYPICAL OF OUTPUTS 
OF 'LS138, 'LS139 

vcc 




TYPICAL OF OUTPUTS 
OF'S138, 'S139 
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TYPES SN54LS138, SN54LS139, SN74LS138, SN74LS139, 
DECODERS/DEMULTIPLEXERS 



REVISED DECEMBER 1980 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS138, SN54LS139 Circuits -55°Cto125°C 

SN74LS138,SN74LS139 Circuits 0°C to 70°C 

Storage temperature range — 65°C to 150°C 



NOTE 1 '. Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54LS138 
SN54LS139 


SN74LS138 
SN74LS139 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T^ 


-55 125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONS^ 


SN54LS138 
SN54LS139 


SN74LS138 
SN74LS139 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|(-| High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = IVIIN, V|H = 2V, 
V|L = V|Lmax. IoH = -400mA 


2.5 3.4 


2.7 3.4 


V 


Vql Low-level output voltage 


Vcc = IV1IN, V|H = 2V, 
V|L = Viumax 


IqL ~ 4 TiA 


0.25 0.4 


0.25 0.4 


V 


IOL = 8mA 




0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.7V 


20 


20 


nA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


'OS Short circuit output current § 


Vcc = MAX 


'LS138 


-20 -100 


-20 -100 


mA 


'LSI 39 


-6 -40 


-5 -42 


Iqs Supply current 


Vcc = MAX, 

Outputs enabled and open 


'LSI 38 


6.3 10 


6.3 10 


mA 


'LS139 


6.8 11 


6.8 11 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable device 

type. 
I^AII typical values are at Vqc = 5 V, T;; = 25°C. 
Snoi more than one output should be shorted at a time. 

switching characteristics, Vcc = 5 V, Ta = 25°C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


LEVELS 
OF DELAY 


TEST CONDITIONS 


SN54LS138 
SN74LS138 


SN54LS139 
SN74LS139 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tPLH 


Binary 
Select 


Any 


2 


Cl= 15 pF, 
RL = 2kn, 
See Note 2 


13 20 


13 20 


ns 


tPHL 


27 41 


22 33 


ns 


tPLH 


3 


18 27 


18 29 


ns 


tPHL 


26 39 


25 38 


ns 


tpLH 


Enable 


Any 


2 


12 18 


16 24 


ns 


tPHL 


21 32 


21 32 


ns 


tPLH 


3 


17 26 




ns 


tpHL 


25 38 




ns 



^^PLH ^ propagation delay time, low-to-high-level output; tpuL = propagation delay time, high-to-tow-level outpu 
NOTE 2: Load circuits and waveforms are shown on page 2-^ 1 . 
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TYPES SN54S138. SN54S139. SN74S138, SN74S139 
DECODERS/DEMULTIPLEXERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S138, SN54S139 Circuits -55°Cto125°C 

SN74S138,SN74S139 Circuits 0°C to 70°C 

Storage temperature range -65°Cto 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54S138 
SN54S139 


SN74S138 
SN74S139 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqih 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54S138 
SN74S138 


SN54S139 
SN74S139 


UNIT 




MIN TYPt MAX 


MIN TYP* MAX 


ViH High-level input voltage 




2 


2 


V 


ViL Low-levelinput voltage 




0.8 


0.8 


V 


V| K 1 nput clamp voltage 


Vcc = MIN, t| = -18mA 


-1.2 


-1.2 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -1mA 


SN54S' 


2.5 3.4 


2.5 3.4 


V 


SN74S' 


2.7 3.4 


2.7 3.4 


Vqu Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 20mA 


0.5 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.7 V 


50 


50 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.5V 


-2 


-2 


mA 


'OS Short-circuit output currents 


Vcc = MAX 


-40 -100 


-40 -100 


mA 


Ice Supply current 


Vcc ^ MAX, Outputs enabled and open 


49 74 


60 90 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicabli 
type. 
JaII typical values are at S/qc = 5 V, T^ = 25"C. 
SNot more than one output should be shorted at a time, and duration of the short-circuit test should not exceed one second. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETERll 


FROM 
(INPUT) 


TO 
(OUTPUT) 


LEVELS 
OF DELAY 


TEST 
CONDITIONS 


SN54S138, 
SN74S138 


SN54S139 
SN74S139 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tPLH 


Binary 
select 


Any 


2 


Ci_= 15pF, 
RL=280n, 
See Note 3 


4.5 7 


5 7.5 


ns 


*PHL 


7 10.5 


6.5 10 


tPLH 


3 


7.5 12 


7 12 


ns 


tPHL 


8 12 


8 12 


tPLH 


Enable 


Any 


2 


5 8 


5 8 


ns 


tPHL 


7 11 


6.5 10 


tPLH 


3 


7 11 




ns 


tPHL 


7 11 





"tpLH = propagation delay time, low-to-high-level output 

*PHL — propagation delay time, high-to-low-level output 

NOTE 3: Load circuits and waveforms are shown on page 
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TTL 
MSI 



TYPE SN74141 
BCD-TO-DECIMAL DECODER/DRIVER 

BULLETIN NO. DL-S 7211801, DECEMBER 1972 



Drives gas-filled cold-cathode indicator tubes directly 

Fully decoded inputs ensure all outputs are off for invalid codes 

Input clamping diodes minimize transmission-line effects 



description 



FUNCTION TABLE 



INPUT 


OUTPUT 
ONt 


D 


c 


B 


A 


L 


L 


L 


L 





L 


L 


L 


H 


1 


L 


L 


H 


L 


2 


L 


L 


H 


H 


3 


L 


H 


L 


L 


4 


L 


H 


L 


H 


5 


L 


H 


H 


L 


6 


L 


H 


H 


H 


7 


H 


L 


L 


L 


8 


H 


L 


L 


H 


9 


H 


L 


H 


L 


NONE 


H 


L 


H 


H 


NONE 


H 


H 


L 


L 


NONE 


H 


H 


L 


H 


NONE 


H 


H 


H 


L 


NONE 


H 


H 


H 


H 


NONE 



H = high level, L = low level 
^All other outputs are off 



The SN74141 is a second-generation BCD-to-decimal 
decoder designed specifically to drive cold-cathode 
indicator tubes. This decoder demonstrates an 
improved capability to minimize switching transients 
in order to maintain a stable display. 

Full decoding is provided for all possible input states. 
For binary inputs 10 through 15, all the outputs are 
off. Therefore the SN74141, combined with a mini- 
mum of external circuitry, can use these invalid codes 
in blanking leading- and/or trailing-edge zeros in a 
display. The ten high-performance, n-p-n output tran- 
sistors have a maximum reverse current of 50 micro- 
amperes at 55 volts. 

Low-forward-impedance diodes are also provided for 
each input to clamp negative-voltage transitions in 
order to minimize transmisSion-line effects. Power 
dissipation is typically 80 milliwatts. The SN74141 
is characterized for operation over the temperature 
range of 0°C to 70°C. 



J OR N PACKAGE 
(TOP VIEW) 



"i T" GND ^ 



JURCTl^MRJi^ 



9 8 1 S 4 



M 



IZZI 



njjiiTiiiiiJiiiiiiijLnir 



OUTPUTS INPUTS 



positive logic: see truth table 



functional block diagram 



->- 



-O-i 



(7) 



fe^' 



mi> 



7\ 



V 



(15) 



' /^, 



' j;- 



■'(14) 



■ jr~ 
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TYPE SN74141 
BCD-TO-DECIMAL DECODER/DRIVER 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Current Into any output (off-state) 2 mA 

Operating free-air temperature range 0°Cto70°C 

Storage temperature range — 65°Cto 150°C 

NOTE 1: Voltage values are with respect to network ground terminal. 



recommended operating conditions 



MIN NOM MAX UNIT 

Supply voltage, Vcc 4.75 5 5.25 V 

Off-state output voltage 60 V 

Operating free-air temperature, T^ 70 °C 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCOIMDITlONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


ViK Input clamp voltage 


Vcc = MIN, l|=-5mA 


-1.5 


V 


Vo(on) On-state output voltage 


Vcc = MIN, lo = 7mA 


2.5 


V 


Off-state output voltage 
'° for input counts thru 9 


Vcc = MAX, lo = 0.5 mA 


60 


V 


'O(off) Off-state reverse current 


Vcc = MAX, Vo = 55V 


50 


mA 


Off-state reverse current 
°'°^" for input counts 10 thru 15 


Vcc = MAX, 
Vq = 30 V 


Ta = 55° C 


5 


mA 


Ta = 70°C 


15 


l| Input current at maximum input voltage 


Vcc = MAX, V|=5.5V 


1 


mA 


l||^ High-level input current 


A input 


Vcc = MAX, V| = 2.4 V 


40 


mA 


B, C, or D input 


80 


l|L Low-level input current 


A input 


Vcc = MAX, V|=0.4V 


-1.6 


mA 


B, C, or D input 


-3.2 


Ice Supply current 


Vcc = MAX, See Note 2 


16 25 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^This typical value is at Vqq = 5 V, T^ = 25°C. 

NOTE 2: I^q is measured with all inputs grounded and outputs open. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




Input A: Req = 6knNOM 
Inputs B, C, D: Rgq = 2 kn NOM 



TYPICAL OF ALL OUTPUTS 
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TTL TYPE SN74142 

MSI BCD C0UNTER/4-BIT LATCH/BCD DECODER/DRIVER 

BULLETIN NO. DL-S 7211719, MAY 1972-REVISED DECEMBER 1972 



FUNCTION TABLE 



INPUTS 


OUTPUTS 1 


COUNT PULSE 
(CLOCK) 


CLEAR 


LATCH 
STROBE 


ONt 


Qd 


X 


L 


L 





H 


1 


H 


L 


1 


H 


2 


H 


L 


2 


H 


3 


H 


L 


3 


H 


4 


H 


L 


4 


H 


5 


H 


L 


5 


H 


6 


H 


L 


6 


H 


7 


H 


L 


7 


H 


8 


H 


L 


8 


L 


9 


H 


L 


9 


L 


10 


H 


L 





H 


11 


H 


H 





H 



^All other outputs are off. 
H = high level, L = low level, X = irrelevant 

description 



JORN 
DUAL-IN-LINE PACKAGE (TOP VIEW) 



CLOCK/ 



LATCH DRIVER OUTPUTS 



COUNT Qd STROBE ^- 
VcC INPUTOUTPUTINPUT 9 



16 15 14 13 12 11 10 9 




1 


2 


3 



CLEAR v7 



DRIVER OUTPUTS 



positive logic: see function table and description 



The SN74142 contains a divide-by-ten (BCD) counter, a four-bit latch, and a decoder /Nixiet tube driver on a 
monolithic chip and is packaged in popular 16-pin packages. This single MSI function can replace the equivalent of 
three separately packaged MSI circuits to reduce printed-circuit board area and the number of system interconnections, 
resulting in reduced costs and improved reliability. 

Four master-slave flip-flops are fully decoded to provide a divide-by-ten counter. A direct clear input will, when taken 
low, reset and hold the counter at zero (all Q outputs low, Qp output high). While the clear input is inactive (high), 
each positive-going transition of the clock will increment the counter. The Qq output is made available externally for 
cascading to n-bit counters. 

The Q outputs of the counter are routed to the data inputs of the four-bit latch. While the latch strobe input is low, the 
internal latch outputs will follow the respective Q outputs of the counter. When the latch strobe input is taken high, the 
latch stores the data which has been setup by the counter outputs prior to the low-to-high level transition of the latch 
strobe input. The Qq output from the counter is not stored by the latch since it is intended for clocking the next 
counter stage. This means that the system counter can continuously acquire new data. Since all outputs of the latch and 
Q outputs of the counter drive low-capacitance on-chip loads, the circuitry is considerably simplified with respect to 
the number of components required. This results in a highly efficient function which typically reduces power 
requirements 15% when compared to systems using the three separate packages. 

The SN74142 counter/latch/driver features fully buffered inputs to reduce drive requirements to one normalized Series 
74 load per input, and diode-clamping of all inputs to minimize transmission line effects. The counter will accept input 
clock frequencies up to 20 MHz and is entirely compatible for use with all popular TTL and DTL logic circuits. The 
high-performance n-p-n driver outputs are identical to the SN74141 and have a maximum off-state reverse current of 50 
microamperes at 55 volts. 



Nixie is a registered trademark of the Burroughs Corporation. 
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TYPE SI\I74142 
BCD C0UNTER/4-BIT LATCH/BCD DECODER/DRIVER 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Off-state current into outputs thru 9 1 mA 

Operatingfree-air temperature range 0°C to 70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 : All voltage values are with respect to the network ground terminal. 

recommended operating conditions 





MIN NOM MAX 


UNIT 


Supply voltage, Vcc 


4.75 5 5.25 


V 


High-level output current from Qq, Ioh 


-400 


mA 


Low-level output current from Qd, (ql 


8 


mA 


Input clock frequency, fciock 


20 


MHz 


Clock pulse width, tw(clock) 'see Figure 1) 


High logic level 


15 


ns 


Low logic level 


35 


Clear pulse width, t^fclear) 'see Figure 1) 


25 


ns 


Strobe pulse width, t„v(strobe) 'see Figure 1) 


20 


ns 


Clear inactive-state setup time, tju (see Figure 1) 


25 


ns 


Strobe time, tstrobe 'siee Figure 1) 


,g tw(clock) 
+10 


ns 


Operating free-air temperature, T/\ 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN 


TVPt 


MAX 


UNIT 


V|H 


High-level input voltage 




2 


V 


V|L 


Low-level input voltage 




0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


V 


Vqh 


High-level Qq output voltage 


Vcc = MIN, 


IqH = -400mA 


2.4 


3.4 




V 


Vol 


Low-level Qq output voltage 


Vcc = MIN, 


IOL=8mA 




0.2 


0.4 


V 


Vo(on) 


On-state voltage, outputs thru 9 


Vcc = MIN, 


Iq = 7 mA 


2.5 


V 


Vo(off| 


Off-state voltage, outputs thru 9 


Vcc = MAX, 


Iq = 0.5 mA 


60 


V 


'O(off) 


Off-state current, outputs thru 9 


Vcc = MAX, 


Vo = 55 V 


50 


mA 


l| Input current at maximum input voltage 


Vcc = MAX, 


Vi = 5.5V 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.4 V 


40 


mA 


l|L 


Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


mA 


Iqs 


Short-circuit Qq output current 


Vcc = MAX 


-18 




-55 


mA 


'cc 


Supply current 


Vcc ■= MAX, 


All outputs open 




68 


102 


mA 



tpor conditions shown as MIN or IVIAX, use the appropriate value specified under recommended operating conditions. 
i^AII typical values are at Vcc ° ^ V, T^ = 25°C. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


Propagation delay time, low-to-high-level 
tpLH — 

Qp output from clock 


Cl= 15 pF, 

Ru = 80on, 

See Figure 1 


35 55 


ns 


Propagation delay time, high-to-low-level 
tPHL TT 

Qd output from clock 


30 45 


Propagation delay time, low-to-high-level 

tpiu — 

Qd output from clear 


30 45 


ns 
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TYPE SN74142 

BCD C0UNTER/4-BIT LATCH/BCD DECODER/DRIVER 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



vcc 




cc 

100 n NOM 




TYPICAL OF OUTPUTS THRU 9 




PARAMETER iVlEASUREMENT INFORMATION 

OUTPUT Vcc 

Rl = 800 n 




Cl = 15pF 
■^ (See Note D) 



'v«{clear) 



CLEAR 
INPUT 



CLOCK 
INPUT 



\zl'. 



V/(clock)L 



LATCH 
STROBE 
(See Note B) 



OUTPUT 



'A 

J I 

I 



LOAD CIRCUIT 



I 

1.5 Vj 

_L. 
I 
I 
I 



-4^ 



JjrI.BV 1.5 V'* 1 if 1.5 V 1.5 V 

\ /! N / 



^9- 







\J Vqh 

/ Vol 



VOLTAGE WAVEFORMS 

NOTES: A. This typical abbreviated sequence illustrates clearing from count 8 or 9 and counting through ten clock pulses. Clock pulses 3 
through 7 and 9 are omitted for brevity. 

B. Strobe input can go low at any time; however, the positive transition to store data from any given clock transition (t^) must 
occur a minimum of 45 ns after t^ and prior to 1 ns after the next positive-going clock transition (tg +10 ns). 

C. Input pulses are supplied by generators having the following characteristics: t^ < 7 ns, tf < 7 ns, PRR = 1 MHz, and Zq^^ « 50 f2. 

D. C|_ includes probe and jig capacitance. 

E. All diodes are 1 N3064. 

FIGURE 1 
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TTL TYPES SN54143, SN54144. SN74143. SN74144 

MSI 4-BIT COUNTER/LATCH, SEVEN-SEGMENT LED/LAMP DRIVERS 

BULLETIN NO. DL-S 7211538, NOVEMBER 1971-REVISED DECEMBER 1972 

SN54143, SN54144 ... J OR W PACKAGE 
SN74143, SN74144 ... J OR N PACKAGE 
(TOP VIEW) 



VCC 
24 



LATCH 
MAX STROBE r 
PCEI COUNT INPUT ^ 



LATCH OUTPUTS 



"a b 



LED/LAMP DRIVER OUTPUTS 
^ . 



-C PC 
— >CK 
-0 SC 



5 



IT 



4-BIT LATCH 



STROBE 
A Qa 

B Qb 

C Qg 

D On 



DECODER/ 
DRIVER 



A 

B 

C 

D 
-OJRBI 

Bl 
OlRBO 

DP 



f ■>■ 
d 
dp 



3 



SCEI CLOCK CLEAR RBI 



RBO DECIMAL dp 
NODE POINT ^~— 



12 

GND 



LED/LAMP DRIVER OUTPUTS 



logic: see description 



o Choice of Driver Outputs: 

SN54143 and SN74143 have 15-mA Constant-Current Outputs for Driving Common-Anode LED's such as TIL302 or 
TIL303 without Series Resistors 

SN54144 and SN74144 Drive High-Current Lamps, Numitrons'*', or LED's from Saturated Open-Collector Outputs 

• Universal Logic Capabilities 

Ripple Blanking of Extraneous Zeros 

Latch Outputs Can Drive Logic Processors Simultaneously 

Decimal Point Driver Is Included 

• Synchronous BCD Counter Capability Includes: 

Cascadable to N-Bits 

Look-Ahead-Enable Techniques Minimize Speed Degradation When Cascaded for Large-Word Display 

Direct Clear Input 

description 

These TTL MSI circuits contain the equivalent of 86 gates on a single chip. Logic inputs and outputs are completely 
TTL/DTL compatible. The buffered inputs are implemented with relatively large resistors in series with the bases of the 
input transistors to lower drive-current requirements to one-half of that required for a standard Series 54/74 TTL input. 
The serial-count-enable, actually two internal emitters, is rated as one standard series 54/74 load. The logic outputs, 
except RBO, have active pull-ups. 

The SN54143 and SN74143 driver outputs are designed specifically to maintain a relatively constant on-level sink 
current of approximately 15 milliamperes from outputs "a" through "g" and seven milliamperes from output "dp" 
over a voltage range from one to five volts. Any number of LED's in series may be driven as long as the output voltage 
rating is not exceeded. 



tTrademark of RCA 
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TYPES SN54143. SN54144. SN74143, SN74144 

4-BIT COUNTER/LATCH, SEVEN-SEGMENT LED/LAMP DRIVERS 



description (continued) 

The SN54144 and SN74144 drivers have high-sink-current saturated outputs for driving indicators having voltage 
ratings up to 15 volts or requiring up to 25 milliamperes drive. The SN54144 sinks 20 milliamperes and the SN74144 
sinks 25 milliamperes at an on-level voltage of 0.6 volts across their respective operating temperature ranges. 

All inputs are diode-clamped to minimize transmission-line effects, thereby simplifying system design. Maximum clock 
frequency is typically 18 megahertz and power dissipation is typically 280 milliwatts. TheSN54143and SN54144 are 
characterized for operation over the full military temperature range of — 55°C to 125°C; the SN74143 and SN74144 
are characterized for operation from 0°C to 70°C. 



Functions of the inputs and outputs of these devices are as follows: 



FUNCTION 


PIN NO. 


CLEAR INPUT 


3 


CLOCK INPUT 


2 


PARALLEL COUNT 


23 


ENABLE INPUT (PCEI) 




SERIAL COUNT 


1 


ENABLE INPUT (SCEI) 




MAXIMUM COUNT 


22 


OUTPUT 




LATCH STROBE 


21 


INPUT 





latch outputs 
(Qa, Qb, Qc, Qd) 

decimal point 

INPUT 

BLANKING INPUT 
(Bl) 

RIPPLE-BLANKING 
INPUT (RBI) 

RIPPLE-BLANKING 
OUTPUT (RBO) 



LED/LAMP DRIVER 

OUTPUTS 

(a, b, c, d, e, f, g, dp) 



17,18,19,20 



DESCRIPTION 

holds counter at 0. 



Must be high for normal 



15,16,14,9 
11,10,13,8 



When low, resets and 
counting. 

Each positive-going transition will increment the counter provided that the 
circuit is in the normal counting mode (serial and parallel count enable 
inputs low, clear input high). 

Must be low for normal counting mode. When high, counter will be 
inhibited. Logic level must not be changed when the clock is low. 

Must be low for normal counting mode, also must be low to enable 
maximum count output to go low. When high, counter will be inhibited 
and maximum count output will be driven high. Logic level must not be 
changed when the clock is low. 

Will go low when the counter is at 9 and serial count enable input is low. 
Will return high when the counter changes to and will remain high during 
counts 1 through 8. Will remain high (inhibited) as long as serial count 
enable input is high. 

When low, data in latches follow the data in the counter. When high, the 
data in the latches are held constant, and the counter may be operated 
independently. 

The BCD data that drives the decoder can be stored in the 4-bit latch and 
is available at these outputs for driving other logic and/or processors. The 
binary weights of the outputs are: Qa = 1 , Qb = 2, Qc = 4, Qp = 8. 

Must be high to display decimal point. The decimal point is not displayed 
when this input is low or when the display is blanked. 

When high, will blank (turn off) the entire display and force RBO low. 
Must be low for normal display. May be pulsed to implement intensity 
control of the display. 

When the data in the latches is BCD 0, a low input will blank the entire 
display and force the RBO low. This input has no effect if the data in the 
latches is other than 0. 

Supplies ripple blanking information for the ripple blanking input of the 
next decade. Provides a low if Bl is high, or if RBI is low and the data in 
the latches in BCD 0; otherwise, this output is high. This pin has a resistive 
pull-up circuit suitable for performing a wire-AND function with any 
open-collector output. Whenever this pin is low the entire display will be 
blanked; therefore, this pin may be used as an active-low blanking input. 

Outputs for driving seven-segment LED's or lamps and their decimal 
points. See segment identification and resultant displays on following 
page. 
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TYPES SN54143. SI\I54144, SN74143. SN74144 
4-BIT COUNTER/LATCH. SEVEM-SEGMENT LED/LAMP DRIVERS 



IT/. 



SEGMENT 
IDENTIFICATION 



1^1 
l.f 


' Z' 


Z^i^iiZ 'Z 
./ 1 ^1 1^1 


-I o IZI 
llZl .1 



2 3 4 5 6 7 8 

NUMERICAL DESIGNATIONS-RESULTANT DISPLAYS 



schematics of inputs and outputs 

'143/144 '143, '144 



EQUIVALENT OF 

EACH INPUT 
EXCEPT BI/RBO 



'CC 




SCEI: Req = 4 kfi NOM 

Other 

inputs: Rgq = 8 kn NOM 



EQUIVALENT OF 
BI/RBO 



OUTPUT/INPUT 



3 kfl 

NOM 




TYPICAL OF ALL 
OUTPUTS EXCEPT BI/RBO 




TYPICAL OF 
ALL OUTPUTS 
EXCEPT BI/RBO 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 1) 

Input voltage 

Off-state voltage at outputs "a" thru "g" and "dp", '144 ._ 

Off-state current at outputs "a" thru "g" and "dp", '143 

Continuous total power dissipation at (or below) 70°C free-air temperature (see Note 2) 

Operating free-air temperature range: SN54' Circuits 

SN74' Circuits 

Storage temperature range 



7 V 

. . . . 5.5 V 

15V 

. . . . 250a(A 
. . . . 1.4 W 
-55°Cto 125°C 
. . 0°Cto70°C 
-65°Cto 150°C 



NOTES: 1. Voltage values are with respect to network ground terminal. 

2. For the SN54143 and SN54144 in the N and W packages, this rating applies at (or below) 80 
operation above this temperature, derate linearly at the rate of 11.7 mW/°C for the W package 
package. No derating is required for these devices in the J package. 

recommended operating conditions 



C free-air temperature. For 
and 14.7 mW/°C for the N 







SN54143,SN54144 


SIM74143,SIM74144 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 5 5.5 


4.75 5 5.25 


V 


On-state voltage at outputs a thru g and dp {'143 only) 


1 5 


1 5 


V 


High-level output current, Iqh 


Qa. Qb. Qc. Qd 


-240 


-240 


mA 


Maximum count 


-560 


-560 


RBO 


-120 


-120 


Low-level output current, Iql 


Qa, Qb. Qc Qd. RBO 


4.8 


4.8 


mA 


Maximum count 


11.2 


11.2 


Clock pulse width, t^(ciock) 


High logic level 


25 


25 


ns 


Low logic level 


55 


55 


Clear pulse width, tw(clear) 


25 


25 


ns 


Setup tinne, tju 


Serial and parallel carry 


30t 


301 


ns 


Clear inactive state 


60t 


60t 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 


tThe arrow indicates that the rising edge of the clock pulse is used for reference. 
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TYPES SN54143, SN54144, SN74143, SN74144 

4-BIT COUNTER/LATCH, SEVEN-SEGMENT LED/LAMP DRIVERS 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIOraS^ 


SN54143,SN74143 


SN54144, SN74144 


UNIT 


MIN 


TYPt 


MAX 


MIN 


TYPt MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN. 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output 
voltage 


RBO 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0H = MAX 


2.4 


2.4 


V 


Qa. Qb- Qc Qd 


Maximum count 


Vol 


Low-level output 
voltage 


Qa. Qb, QC'QD' RBO 


Vcc = MIN, 
V|L = 0.8 V, 


V,H = 2V, 
l0L = MAX 


0.4 


0.4 


V 


Maximum count 


Vo(off) 


Off-state 
output voltage 


Outputs a thru g, dp 


Vcc = MAX, 


IOH = 250mA 


7 


15 


V 


Vo(on) 


On-State 
output voltage 


Outputs a thru g, cJp 


Vcc = IVIIN, 


See Note 3 




0.6 


V 


lO(on) 


On- state 
output current 


Outputs a thru g 


Vcc = MIN, 


Vo= 1 V 


9 


15 






mA 


Vcc = 5 V, 


Vo = 2V 


15 




Vcc= MAX, 


Vo = 5V 




15 


22 




Output dp 


Vcc = MIN, 


Vo= 1 V 


4.5 


7 






Vcc = 5 V, 


Vo = 2V 


7 




Vcc = MAX, 


Vo = 5V 




7 


12 




l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level 
input current 


Serial carry 


Vcc = MAX, 


V| = 2.4V 


40 


40 


mA 


RBO node 


-0.12 


-0.5 




-0.12 


-0.5 


mA 


Other inputs 


20 


20 


mA 


"IL 


Low-level 
input current 


Serial carry 


Vcc = MAX, 
See Note 4 


V| = 0.4 V, 


-1.6 


-1.6 


mA 


RBO node 




-1.5 


-2.4 


-1.5 -2.4 


Other inputs 


-0.8 


-0.8 


IQS 


Short-circuit 
output current 


Qa. Qb. Qc Qq 


Vcc = MAX 


-9 




-27.5 


-9 


-27.5 


mA 


Maximum count 


-15 




-55 


-15 


-55 


Ice 


Supply current 


Vcc = MAX, 


See Note 5 




56 


93 


56 93 


mA 



^ For concJitions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

Jam typical values are at Vqq = 5 V, T^ = 25°C. 

NOTES: 3. For SN54144, Iql = 20 mA; for SN74144, Iql = 25 mA. 

4. I|L at RBO node is tested with Bl grounded and RBI at 4.5 V. 

5. Ice is measured after the following conditions are established: 

a) Strobe = RBI = DP = 4.5 V 

b) Parallel count enable = serial count enable = Bl = GND 

c) Clear (1_r) then clock until all outputs are on (J^) 

d) For '143, outputs "a" through "g" and "dp" = 2.5 V, all other outputs open. For '144, all outputs are open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 












PARAMETERS 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


fmax 








12 


18 , 




MHz 


tPLH 


Serial look-ahead 


Maximum count 


Cl=15pF, RL = 560n, 
See Note 6 




12 


20 


ns 


tPHL 




23 


35 


tPLH 


Clock 


Maximum count 




26 


40 


ns 


tPHL 




29 


45 


«PLH 


Clock 


Qa. Qb. Qq. Qd 


Cl= 15pF,Rl= 1.2 kn. 
See Note 6 




28 


45 


ns 


*PHL 




38 


60 


«PHL 


Clear 


Qa. Qb.Qc.Qq 




57 


90 


ns 



^max ~ Maximum clock frequency, tpLH — Propagation delay time, low-to-hlgh-level output, 

tp(_)L — Propagation delay time, high-to-low-levei output 
NOTE 6: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54143, SN54144, SN74143. SN74144 
4-BIT COUNTER/LATCH, SEVEN-SEGMENT LED/LAMP DRIVERS 



functional block diagram 



LOGIC OUTPUTS 



MAX COUNT 




-^.^^ . . . Dynamic input activated by a transition from a high level to a low; level. 



TYPICAL APPLICATION DATA 

This application demonstrates how the drivers may be cascaded for N-bit display applications. It features: 

Synchronous, look-ahead counting 

Ripple blanking of leading zeros; blanking of trailing zeros (not illustrated) can also be implemented 

Overriding blanking for total suppression or intensity modulation of display 

Direct parallel clear 

Latch strobe permits counter to acquire next display while viewing current display 



LED/LAMP DRIVER OUTPUTS 
A 



CLOCK INPUT 



TO NEXT 
MORE 

SIGNIFICANT 
DIGIT 



OVERRIDING 
BLANKING INPUT 
CLEAR INPUT 



\:m 



CLEAR PCEI 

Bi Qa Ob Qc Qd dp 



I 



. T (S AAA A MA ' T AA AA AA AA 

' abcdefgdp abcdefgdp 

•- STROBE CK -I L STROBE CK 



1 



RBI RBO > 

"*" SCEI > 

COUNT ^^'=' ^ 

CLEAR PCEI Pn 

BI OaQb Qc Qd dp 



r-C| CLEAR PCEI 0- 

Bi Qa Ob oc od dp 



DonnnnnoQ , I , A AA A A AA< 
abcdefgdp abcdefgd 

STROBE rK — ' ' — RTRnRF r 



>ZL 



RBI RBO 

MAX 

COUNT ^El 

CLEAR PCEI 

BI Qa Qb Qc Qd dp 



OPEN 



LATCH LOGIC OUTPUTS 



tjhe serial count-enable Input of the least-significant digit Is normally grounded; however. It may be used as a count-enable control for the 
entire counter (high to disable, low to count) provided the logic level on this pin Is not changed while the clocl< line Is low or false counting 
may result. 
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TYPES SN54U5, SN54LS145, SN74145, SN74LS145 
BCD-TO-DECIMAL DECODERS/DRIVERS 

BULLETIN NO. DL-S 7611815, MARCH 1974-REVISED OCTOBER 1976 



FOR USE AS LAMP, RELAY. OR MOS DRIVERS 
Full Decoding of Input Logic 



logic 



SN54145, SN74145, and SN74LS145 Have 
80-mA Sink-Current Capability 

All Outputs Are Off for Invalid 
BCD Input Conditions 

Low Power Dissipation of 'LS145 . . . 
35 mW Typical 

FUNCTION TABLE 



SN54145, SN54LS145 ... J OR W PACKAGE 

SN74145, SN74LS145 ... J OR N PACKAGE 

(TOP VIEW) 



NO.' 


INPUTS 


OUTPUTS 1 


D C 


B 


A 





1 


2 


3 


4 


5 


6 


7 


8 9 





L L 


L 


L 


L 


H 


H 


H 


H 


H 


H 


H 


H H 


1 • 


L L 


L 


H 


H 


L 


H 


H 


H 


H 


H 


H 


H H 


2 


L L 


H 


L 


H 


H 


L 


H 


H 


H 


H 


H 


H H 


3 


L L 


H 


H 


H 


H 


H 


L 


H 


H 


H 


H 


H H 


4 


L H 


L 


L 


H 


H 


H 


H 


L 


H 


H 


H 


H H 


5 


L H 


L 


H 


H 


H 


H 


H 


H 


L 


H 


H 


H H 


6 


L H 


H 


L 


H 


H 


H 


H 


H 


H 


L 


H 


H H 


7 


L H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


L 


H H 


8 


H L 


L 


L 


H 


H 


H 


H 


H 


H 


H 


H 


L H 


9 


H L 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H L 




H L 


H 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


Q 


H L 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


_l 
< 

> 


H H 


L 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


H H 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


H H 


H 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H H 




H H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H H 



H = high level (off), L = low level (on) 

description 

These monilithic BCD-to-decimal decoder/drivers 
consist of eight inverters and ten four-input NAND 
gates. The inverters are connected in pairs to make 
BCD input data available for decoding by the NAND 
gates. Full decoding of valid BCD input logic ensures 
that all outputs remain off for all invalid binary input 
conditions. These decoders feature high-performance, 
n-p-n output transistors designed for use as indicator/ 
relay drivers or as open-collector logic-circuit drivers. 
Each of the high-breakdown output transistors 
(15 volts) of the SN54145, SN74145, or SN74LS145 
will sink up to 80 milliamperes of current. Each input 
is one Series 54/74 or Series 54LS/74LS standard 
load, respectively. Inputs and outputs are entirely 
compatible for use with TTL or DTL logic circuits, 
and the outputs are compatible for interfacing with 
most MOS integrated circuits. Power dissipation is 
typically 21 5 milliwatts for the '145 and 35 milliwatts 
forthe'LS145. 



Vcc 
16 


' A 

15 . 


B 
. 14 . 


c 
13 . 


D^ 

12 . 


' 9 
11 


8 

10 


_|~s 








' — 1 ' 1 ' 1 ' 1 ' — 1 






A B CD 

BCD-TO-DECIMAL 
01 23456789 






1 


IJ 


T T 
1 




n -^ — ' 




1 — 




— 1 




1 r^ 


— . 1 


II 




1 




I 


3 

2 


4 

3 


■ 5 

4 


" 6 

5 


7 

6 


8 

, GND 





positive logic: see function table 



functional block diagram 

INPUT AilSi|^ 

INPUT B-iHlT^ 

INPUT Cii^4^ 
INPUT D-ti2l[^ 
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TYPES Sl\154145. SN74145 
BCD-TO-DECIMAL DECODERS/DRIVERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Maximum current Into any output (off-state) 1 mA 

Operating free-air temperature range: SN54145 —55 C to 125 C 

SN74145 0°Cto70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54145 


SN74145 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


Off-state output voltage, Vo(off) 


15 


15 


V 


Operating free-air temperature, T^ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V| L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


'O(off) Off-state output current 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, Vo(off) = 15V 


250 


mA 


^O(on) On-state output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8 V 


IO(on)=80mA 


0.5 0.9 


V 


lO(on) = 20mA 


0.4 


l| Input current at maximum input voltage 


Vcc " MAX, V| = 5.5 V 


1 


mA 


l|l-l High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-1.6 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


SN54145 


43 62 


mA 


SN74145 


43 70 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

+ AII typical values are at VqC = 5 V, T,^^ = 25°C. 

NOTE 2: \qq is measured with all inputs grounded and outputs open. 



NOTE 3: Load circuit and waveforms are shown on page 3-10. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 

Vcc 




TYPICAL OF ALL OUTPUTS 




switching characteristics, ^qq = 5 V, Ty^ = 25°C 












PARAMETER 


TEST CONDITIONS 


MIN 


MAX 


UNIT 


tPLH Propagation delay time, low-to-high-level output 


cl = 


15pF, 


Rl= 100 n. See Note 3 


50 


ns 


tPHL Propagation delay time, high-to-low-level output 


50 


ns 
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BCD-TO-DECIMAL DECODERS/DRIVERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 1) 

Input voltage 

Operating free-air temperature range: SN54LS145 

SN74LS145 



, . . . 7V 
, . . . 7V 
-55°Cto 125°C 
, 0°C to 70°C 



Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54LS145 


SN74LS145 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


Off-state output voltage, Vo(off) 


15 


15 


V 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS145 


SN74LS145 


UNIT 




MIN TYP* MAX 


MIN TYPt MAX 


Vji-i High-level Input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


lO(off) Off-state output current 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax, VoH = 15V 


250 


250 


jiA 


^O(on) On-state output voltage 


Vcc = MIN, 
V|H = 2V, 
V||_ = V|L max 


l0L= 12 mA 


0.25 0.4 


0.25 0.4 


V 


'OL ^ 24 mA 




0.35 0.5 


IOL = 80mA 




2.3 3 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


l||^ High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


HA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


•CC Supply current 


Vcc = MAX, See Note 2 


7 13 


7 13 


mA 



"■"For conditions shown as MIN or MAX, use the appropriate value specif led under recommended operating conditions. 

+AII typical values are at Vqq = 5 V, T^ = 25°C. 

NOTE 2: Iqq is measured with all inputs grounded and outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


MAX 


UNIT 


tPLH 


Propagation delay time, low-to-high-level output 


CL = 45pF, 


RL = 665n, See Note 4 


50 


ns 


tPHL 


Propagation delay time, high-to-low-level output 


50 


ns 



NOTE 4: Load circuit and waveforms are shown on page 3-11. 



schematic of inputs and outputs 



EQUIVALENT OF EACH INPUT 



r«- 



17 kn NOM 

f 



TYPICAL OF ALL OUTPUTS 
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TYPES SN54147, SN54148, SN54LS147. SN54LS148, 

SN74147, SN74148 (TIM9907),SN74LS147, SN74LS148 

10-LINE-TO-4-LINE AND 8-LINE-T0-3-LINE PRIORITY ENCODERS 

BULLETIN NO. DL-S 771 1727, OCTOBER 1976-REVISED AUGUST 1977 



'147, 'LS147 

Encodes 10-Line Decimal to 4-Line BCD 

Applications Include: 

Keyboard Encoding 
Range Selection 

'148, 'LS148 

Encodes 8 Data Lines to 3-Line Binary (Octal) 

Applications Include: 

N-Bit Encoding 

Code Converters and Generators 







TYPICAL 


TYPICAL 




TYPE 


DATA 


POWER 






DELAY 


DISSIPATION 




'147 


10 ns 


225 mW 




'148 


10 ns 


190 mW 




'LS147 


15 ns 


60 mW 




'LS148 


15 ns 


60 mW 


description 









These TTL encoders feature priority decoding of the 
inputs to ensure that only the highest-order data line 
is encoded. The '147 and 'LS147 encode nine data 
lines to four-line (8-4-2-1) BCD. The implied decimal 
zero condition requires no input condition as zero is 
encoded when all nine data lines are at a high logic 
level. The '148 and 'LS148 encode eight data lines to 
three-line (4-2-1) binary (octal). Cascading circuitry 
(enable input El and enable output EO) has been 
provided to allow octal expansion without the need 
for external circuitry. For all types, data inputs and 
outputs are active at the low logic level. All inputs are 
buffered to represent one normalized Series 54/74 or 
54LS/74LS load, respectively. 



SN54147. SN54LS147 ... J OR W PACKAGE 

SN74147,SN74LS147 . . . J OR N PACKAGE 

(TOP VIEW) 



OUTPUT 
Vcc NC D 'S 



INPUTS 



T^ 



16 


15 14 13 12 11 10 


1 


~l 




i il 1 1 1 








|-C 


D 3 2 1 9 
4 A 
S 6 7 8 C B 


3- 




y f Y M y 








2 ' 3 " 4 ' 5 " 6 " 7 " 


J 





8 / \ C B / GND 

OUTPUTS 



positive logic: see function table 



NC — No internal connection 

SN54148, SN54LS148 ... J OR W PACKAGE 

SN74148, SN74LS148 ... J OR N PACKAGE 

(TOP VIEW) 



OUTPUTS 



Vcc 


' EO GS ^ ' 3 2 1 ^ 


AG 


>6J«U"UbU>2UiiUbUsL 




1 1 1 1 1 1 








EO GS 3 2 1 






r-C 


4 AO 


> 








5 6 7 El A2 A1 






T T T T T T 






■ 


2 " 3 " 4 ' 5 " 6 ■ 7 ■ 


1 


\_j 



A1/ GND 

OUTPUTS 



positive logic: see function table 











'147, 'LS147 


















FUNCTION TABLE 










INPUTS 


OUTPUTS 1 


1 


2 


3 


4 


5 6 7 8 9 





C 


B 


A 


H 


H 


H 


H 


H H H H H 


H 


H 


H 


H 


X 


X 


X 


X 


X X X X L 


L 


H 


H 


L 


X 


X 


X 


X 


X X X L H 


L 


H 


H 


H 


X 


X 


X 


X 


X X L H H 


H 


L 


L 


L 


X 


X 


X 


X 


X L H H H 


H 


L 


L 


H 


X 


X 


X 


X 


L H H H H 


H 


L 


H 


L 


X 


X 


X 


L 


H H H H H 


H 


L 


H 


H 


X 


X 


L 


H 


H H H H H 


H 


H 


L 


L 


X 


L 


H 


H 


H H H H H 


H 


H 


L 


H 


L 


H 


H 


H 


H H H H H 


H 


H 


H 


L 











'148, 'LSI 48 




















FUNCTION TABLE 










INPUTS 


OUTPUTS 1 


El 





1 


2 


3 4 5 6 7 


A2 


A1 


AO 


GS 


EO 


H 


X 


X 


X 


X X X X X 


H 


H 


H 


H 


H 


L 


H 


H 


H 


H H H H H 


H 


H 


H 


H 


L 


L 


X 


X 


X 


X X X X L 


L 


L 


L 


L 


H 


L 


X 


X 


X 


X X X L H 


L 


L 


H 


L 


H 


L 


X 


X 


X 


X X L H H 


L 


H 


L 


L 


H 


L 


X 


X 


X 


X L H H H 


L 


H 


H 


L 


H 


L 


X 


X 


X 


L H H H H 


H 


L 


L 


L 


H 


L 


X 


X 


L 


H H H H H 


H 


L 


H 


L 


H 


L 


X 


L 


H 


H H H H H 


H 


H 


L 


L 


H 


L 


L 


H 


H 


H H H H H 


H 


H 


H 


L 


H 



H = high logic level, L = low logic level, X = irrelevant 
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TYPES SN54147, SN54148, SN54LS147, SN54LS148, 
SN74147, SN74148(TIM9907), SN74LS147, SN74LS148 
10-LINE-T0-4-LINE AND 8-LINE-T0-3-LINE PRIORITY ENCODERS 

functional block diagrams 





f i t t 



7152 
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TYPES SN54147, SN54148. SN54LS147, SN54LS148, 

SN74147. SN74148 (TIM9907)SN74LS147, SN74LS148 

10-LINE-T0-4-L1NE AND 8-LINE-TO-3-LINE PRIORITY ENCODERS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 
Vcc 




input (-148): Rgq = 2 kn NOM 
All other inputs: Req = 4knNOM 



TYPICAL OF ALL OUTPUTS 




'LSI 47, 'LSI 48 



EQUIVALENT OF ALL INPUTS 

Vcc 




'LS148 inputs 1 thru 7: Rgq = 9 kn NOM 
All other inputs: Rgq = 18 kfi NOM 



TYPICAL OF ALL OUTPUTS 

Vcc 
120 n NOM 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage: '147, '148 5.5 V 

'LS147, 'LS148 7V 

Interemitter voltage: '148 only (see Note 2) 5.5 V 

Operating free-air temperature range: SN54',SN54LS Circuits -55°Cto125°C 

SN74', SN74LS Circuits 0°C to 70°C 

Storage temperature range -65°Cto150°C 

NOTES: 1. Voltage values, except intermitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For '148 cii-cuits, this rating applies between any two of 
the eight data lines, through 7. 

recommended operating conditions 





SN54' 


SN74' 


SN54LS' 


SN74LS' 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 


5 


5.5 


4.75 


5 


5.25 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


-400 


-400 


/lA 


Low-level output current, Iql 


16 


16 


4 


8 


mA 


Operating free-air temperature, T/\ 


-55 




125 







70 


-55 125 


70 


°C 
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TYPES SN54147, SN54148, SN74147, SN74148(TIM9907), 
10-LINE-TO-4-LINE AND 8-LINE-T0-3-LINE PRIORITY ENCODERS 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


'147 


•148 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc=MIN, 
V|L = 0.8V, 


V,H = 2V, 
IOH = -800>jA 


2.4 3.3 


2.4 


3.3 




V 


Vol 


Low-level output voltage 


Vcc=MIN, 
V|L = 0.8V, 


V,H = 2V, 
'0L= 16 mA 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


input 


Vcc = MAX, 


V| = 2.4 V 




40 


*iA 


Any input except 


40 


80 


"IL 


Low-level input current 


input 


Vcc = MAX, 


V| = 0.4 V 




-1.6 


mA 


Any input except 


-1.6 


-3.2 


"OS 


Short-circuit output current § 


Vcc = MAX 


-35 


-85 


-35 




-85 


mA 


"cc 




Vcc = MAX, 
See Note 3 


Condition 1 


50 


70 




40 


60 


mA 






Condition 2 


42 


62 




35 


55 


mA 



NOTE 3: For '147, \qq (condition 1) is measured with input 7 grounded, other inputs and outputs open; \qq (condition 2) is measured with 
all inputs and outputs open. For '148, Iqq (condition 1) is measured with inputs 7 and El grounded, other inputs and outputs open; 
\qq (condition 2) is measured with all inputs and outputs open, 

^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vqq = 5 V, T^ = 25° C. 

>Not more than one output should be shorted at a time. 



SISi54147, SN74147 switching characteristics, Vqq = 


5 V, T^ = 25°C 










parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


WAVEFORM 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Any 


Any 


In-phase 
output 


Cl= 15pF, 
RL = 400n, 
See Note 4 


g 


14 


ns 


tPHL 


7 


11 


tPLH 


Any 


Any 


Out-of-phase 
output 


13 


19 


ns 


tPHL 


12 


19 



SN54148, SiM74148 switching characteristics, Vqq = 


5V,T;^ = 25°C 








PARAMETER^! 


FROM 
(INPUT) 


TO 
(OUTPUT) 


WAVEFORM 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


1 thru 7 


AO, A1,or A2 


In-phase 
output 


Cl= 15pF, 
Rl = 400 J2, 
See Note 4 


10 15 


ns 


tPHL 


9 14 


tPLH 


1 thru 7 


AO, A1,orA2 


Out-ot-phase 
output 


13 19 


ns 


tPHL 


12 19 


«PLH 


thru 7 


EG 


Out-of-phase 
output 


6 10 


ns 


tPHL 


14 25 


tPLH 


thru 7 


GS 


In-phase 
output 


18 30 


ns 


tPHL 


14 25 


tPLH 


El 


AO, A1,or A2 


In-phase 
output 


10 15 


ns 


<PHL 


10 15 


tPLH 


El 


GS 


In-phase 
output 


8 12 


ns 


tPHL 


10 15 


tPLH 


El 


EG 


In-phase 
output 


10 15 


ns 


tPHL 


17 30 



*tpLH —propagation delay time, low-to-high-level output 
tPHL — propagation delay time, highto-lowlevel output 
NOTE 4: Load circuits and waveforms are shown on page 3-10. 
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TYPES SN54LS147, SN54LS148, SN74LS147, SN74LS148 
10-LINE-TO-4-LINE AND 8-LINE-T0-3-LINE PRIORITY ENCODERS 



REVISED DECEMBER 1980 



electrical characteristics over recommended operating free- 


air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Lov7-level input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc='VI'N, 


l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 




Vcc = 'V"N, 
V|L = 0.8 V, 


V|H=2V 
'OH = -400mA 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 




Vcc = IVllN, 
V|H = 2V, 
V|L = V|Lmax 


Iql = 4 "^A 


0.25 0.4 


0.25 


0.4 


V 


lOL ~8 rnA 




0.35 


0.5 


Input current at 
li 

maximun:! input voltage 


'LS148 inputs 1 thru 7 


Vcc = IVIAX, 


V| = 7V 


0.2 


0.2 


mA 


All other inputs 


0.1 


0.1 


l|H 


High-level input current 


'LS148 inputs 1 thru 7 


Vcc = IVAX, 


V| = 2.7 V 


40 


40 


mA 


All other inputs 


20 


20 


l|L 


Low-level input current 


'LS148 inputs 1 thru 7 


Vcc = '^AX, 


V| = 0.4 V 


-0.8 


-0.8 


mA 


All other inputs 


-0.4 


-0.4 


'OS 


Short-circuit output current § 




Vcc = MAX 


-20 -100 


-20 


-100 


mA 


'cc 


Supply current 




Vcc = MAX. 
See Note 5 


Condition 1 


12 20 


12 


20 


mA 


Condition 2 


10 17 


10 


17 


mA 



NOTE 5: For 'LS147, l^c (condition 1) Is measured with Input 7 grounded, other inputs and outputs open; l^c (condition 2) is measured 
with all inputs and outputs open. For 'LS148, l^c (condition 1) is measured with inputs 7 and El grounded, other inputs and 
outputs open, l^c (condition 2) is measured with all inputs and outputs open. 

^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at V^c = 5 V, T/^ = 25°C. 

Snoi more than one output should be shorted at a time. 

SN54LS147, SN74LS147 switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETERU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


WAVEFORM 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Any 


Any 


1 n-phase 
output 


Cl= 15 pF, 
RL = 2kn, 
See Note 4 


12 18 


ns 


tPHL 


12 18 


tPLH 


Any 


Any 


Out-of-phase 
output 


21 33 


ns 


«PHL 


15 23 



SN54LS148, SN74LS148 switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


WAVEFORM 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


«PLH 


1 thru 7 


AO, A1,orA2 


1 n-phase 
output 


Cl= 15 pF, 

Rl = 2 kn. 

See Note 6 


14 18 


ns 


tPHL 


15 25 


tPLH 


1 thru 7 


AC, A1,orA2 


Out-of-phase 
output 


20 36 


ns 


tPHL 


16 29 


«PLH 


Othru 7 


EO 


Out-of-phase 
output 


7 18 


ns 


tPHL 


25 40 


tPLH 


thru 7 


GS 


1 n-phase 
output 


35 55 


ns 


«PHL 


9 21 


tPLH 


El 


AO, A1,or A2 


1 n-phase 
output 


16 25 


ns 


tPHL 


12 25 


«PLH 


El 


GS 


1 n-phase 
output 


12 17 


ns 


tPHL 


14 36 


tPLH 


El 


EO 


1 n-phase 
output 


12 21 


ns 


tPHL 


23 35 



* tpLH ^ propagation delay time, low-to-high-level output 
'PHL — propagation delay time, highto low level output 
NOTE 6: Load circuits and waveforms are shown on page 3-1 1. 
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TYPES SN54147, SN54148(TIM9907), SN54LS147, SN54LS148. 

SN74147, SN74148. SN74LS147, SN74LS148 

10-LINE-TO-4-LINE AND 8-LINE-T0-3-LINE PRIORITY ENCODERS 

TYPICAL APPLICATION DATA 



r 



16-LINE DATA 

A_ 



n n 



k k k k k k h 



El 



SN54148/SN74148, 
SN54LS148/SN74LS148 



O 



k k k k k k k _ 



ENABLE 



SN54148/SN74148, 
SN54LS148/SN74LS148 




Full 4-bit binary 16-line-to-4-line encoding can be implemented as shown above. The enable input must be low to 
enable the function. Decoding with 2-input NAND gates produces true (active-high) data for the 4-line binary outputs. 
If active-low data is required, the SN5408/SN7408 or SN54LS08/SN74LS08 AND gate may be used, respectively. 
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TYPES SN54150, SN54151A, SN54152A. SN54LS151, SN54LS152, SN54S151, 

SI\I74150. SI\I74151A. SN74LS151. SN74S151 
DATA SELECTORS/MULTIPLEXERS 



BULLETIN NO. DL-S 7611819, DECEMBER 1972-REVISED OCTOBER 1976 



'150 Selects One-of-Sixteen Data Sources 

Others Select One-of-Eight Data Sources 

Performs Parallel-to-Serial Conversion 

Permits Multiplexing from N Lines to 
One Line 

Also For Use as Boolean Function 
Generator 

Input-Clamping Diodes Simplify System 
Design 

Fully Compatible with Most TTL and DTL 
Circuits 





TYPICAL AVERAGE 


TYPICAL 


TYPE 


PROPAGATION DELAY TIME 


POWER 




DATA INPUT TO W OUTPUT 


DISSIPATION 


'150 


11 ns 


200 mW 


'151A 


8 ns 


145 mW 


'152A 


8 ns 


130 mW 


'LS151 


11 nst 


30 mW 


'LSI 52 


11 nst 


28 mW 


'SI 51 


4.5 ns 


225 mW 


■^Tentative data 




description 







These monolithic data selectors/multiplexers contain 
full on-chip binary decoding to select the desired data 
source. The '150 selects one-of-sixteen data sources; 
the '151A, '152A, 'LS151, 'LS152, and 'S151 select 
one-of-eight data sources. The '150, '151A, 'LS151, 
and 'S151 have a strobe input which must be at a low 
logic level to enable these devices. A high level at the 
strobe forces the W output high, and the Y output (as 
applicable) low. 

The '151A, 'LS151, and 'S151 feature complemen- 
tary W and Y outputs whereas the '150, '152A, and 
'LS152 have an inverted (W) output only. 

The '151A and '152A incorporate address buffers 
which have symmetrical propagation delay times 
through the complementary paths. This reduces the 
possibility of transients occurring at the output(s) 
due to changes made at the select inputs, even 
when the '151 A outputs are enabled (i.e., strobe low). 



SN54150 ... J OR W PACKAGE 

SN74150 ... J OR N PACKAGE 

(TOP VIEW) 



DATA INPUTS 



j^3j»yi2]mrara^^ 



njjijjijjiijiinijiijiiji±^^ 



positive logic: see function table 



SN54151 A, SN54LS151, SN54S151 ... J OR W PACKAGE 
SN74151A SN74LS151,SN74S151 ... J OR N PACKAGE 
(TOP VIEW) 



AAj^u^u^Hj^u^^ 



[inininininininiT 



DATA INPUTS OUTPUTS 



positive logic: see function table 



SN54152A, SN54LS152 . . . W PACKAGE 
(TOP VIEW) 



Vcc 




data INPUTS- 


DATA SELECT 




J^^U^^LR-HinjTlJTL 






















D4 C 


- 
















LLjiiriiriiJiirL 

vi i ,'. ! °-y out" 


i- 


1 


J 



positive logic: see function table 
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TYPES SN54150, SN54151A, SN54152A. SN54LS151, SN54LS152. SN54S151, 
SN74150. SN74151ASN74LS151. SN74S151 
DATA SELECTORS/MULTIPLEXERS 



REVISED OCTOBER 1976 



logic 



'150 
FUNCTION TABLE 



'151A, 'LSISI.'SISI 
FUNCTION TABLE 



'152A, 'LSI 52 
FUNCTION TABLE 



INPUTS 


OUTPUT 

W 


SELECT 


STROBE 
S 


D C B A 


X X X X 


H 


H 


LULL 


L 


EO 


L L L H 


L 


El 


L L H L 


L 


E2 


L L H H 


L 


E3 


L H L L 


L 


E4 


L H L H 


L 


E5 


L H H L 


L 


E6 


L H H H 


L 


E7 


H L L L 


L 


E8 


H L L H 


L 


E9 


H L H L 


L 


eTo 


H L H H 


L 


eTT 


H H L L 


L 


£12 


H H L H 


L 


eT3 


H H H L 


L 


E14 


H H H H 


L 


£15 



functional block diagrams 

'150 



INPUTS 


OUTPUTS 


SELECT 


STROBE 
S 


Y W 


C B A 


XXX 


H 


L H 


L L L 


L 


DO DO 


L L H 


L 


D1 D1 


L H L 


L 


D2 D2 


L H H 


L 


D3 D3 


H L L 


L 


D4 D4 


H L H 


L 


D5 D5 


H H L 


L 


D6 D6 


H H H 


L 


D7 D7 



SELECT 
INPUTS 


OUTPUT 

W 


C B A 


L L L 


DO 


L L H 


D1 


L H L 


D2 


L H H 


D3 


H L L 


D4 


H L H 


D5 


H H L 


D6 


H H H 


D7 



H = high le vel, L = low level, X = irrelevant 

EO, El . . . E15 = the complement of the level of the respective E input 

DO, D1 . . . D7 = the level of the D respective input 



'151A, 'LS151,'S151 
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TYPES SN54150, SN54151A, SN54152A, SN74150, SN74151A 

DATA SELECTORS/MULTIPLEXERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54' Circuits -55°Cto125°C 

SN74' Circuits 0°C to 70°C 

Storage temperature range: -65°C to 150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. For the '150, input voltages must be zero or positive with respect to networhc ground terminal. 



recommended operating conditions 





SN54' 


SN74' 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 




125 







70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CO 






'150 


■151A, ■152A 


UNIT 




MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level Input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -8 mA 




-1.5 


V 


VOH 


High-level output voltage 


Vcc=MIN, 
V|L=-0.8V, 


V|H = 2V, 
lOH = -800 mA 


2.4 


3.4 




2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc=MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L= 16 mA 




0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum Input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.4 V 


40 


40 


mA 


l|L 


Low-level Input current 


Vcc = MAX, 


Vj = 0.4 V 


-1.6 


-1.6 


mA 


"OS 


Short-circuit output current§ 


Vcc = MAX 


SN54' 


-20 




-55 


-20 




-55 


mA 


SN74' 


-18 




-55 


-18 




-55 


Ice 


Supply current 


Vcc = MAX, 
See Note 3 


■150 




40 


68 




mA 


'151A 






29 


48 


■152 A 






26 


43 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable devic 

type. 
tAII typical values at V^c = 5 V, T;^ = 25° C. 

SNot more than one output of the '1 51 A should be shorted at a time. 
NOTE 3: Iqq is measured with the strobe and data select inputs at 4.5 V, all other inputs and outputs open. 
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TYPES SN54150, SN54151A, SN54152A, SN74150, SN74151A 
DATA SELECTORS/MULTIPLEXERS 



REVISED DECEMBER 1980 



switching characteristics, Vcc = 


5 V, Ta = 25°C 








parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


'150 


'151A, •152A 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tPLH 


A, B, orC 
(4 levels) 


Y 


Cu= 15pF, 
RL = 400n, 
See Note 4 




25 38 


ns 


tPHL 




25 38 


tPLH 


A, B, C, or D 
(3 levels) 


W 


23 35 


17 26 


ns 


tPHL 


22 33 


19 30 


tPLH 


Strobe 


Y 




21 33 


ns 


tPHL 




22 33 


tPLH 


Strobe 


W 


15.5 24 


14 21 


ns 


tPHL 


21 30 


15 23 


tPLH 


DO thru D7 


Y 




13 20 


ns 


tPHL 




18 27 


tPLH 


EG thru E15, or 
DO thru D7 


W 


8.5 14 


8 14 


ns 


tPHL 


13 20, 


8 14 



iltpLH = propagation delay time, low-to-high-level output 
tp[_| L — propagation delay time, high-to-low-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-10. 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 
OF '150 




EQUIVALENT OF EACH INPUT 
OF'151A, '152A 




TYPICAL OF ALL OUTPUTS 
OF '150, '151A, '152A 




Vcc 



130 n Noivi 
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TYPES SN54LS151. SN54LS152. SI\I74LS151 
DATA SELECTORS/MULTIPLEXERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS' Circuits — 55°Cto125°C 

SN74LS' Circuits 0°C to 70°C 

Storage temperature range — 65°Cto 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SIM54LS' 


SN74LS' 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vgc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqih 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS' 


SN74LS' 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V|(-| High-level input voltage 




2 


2 


V 


V||_ Low-level input voltage 




0.7 


0.8 


V 


ViK Input clamp voltage 


Vcc=MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc=MIN, ViH = 2V, 
V|L=V|Lmax, Iqh = -400 mA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max 


IqL ^ 4 "lA 


0.25 0.4 


0.25 0.4 


V 


l0L = 8 mA 




0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V) = 7 V 


0.1 


0.1 


mA 


l||^ High-level input current 


Vcc=MAX, Vi = 2.7V 


20 


20 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


'OS Short-circuit output currents 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


•CC Supply current 


Vcc = MAX, Outputs open. 
All inputs at 4.5 V 


'LSI 51 


6.0 10 


6.0 10 


mA 


'LS152 


5.6 9 





^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable devii 

type. 
^All typical values are at V^q = 5 V, T^ = 25°C. 
§ Not more than one output should be shorted at a time and duration of short-circuit should not exceed one second. 
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TYPES SN54LS151, SN54LS152, SN74LS151 
DATA SELECTORS/MULTIPLEXERS 



switching characteristics, Vcc = 5 V, T^ = 25°C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


SN54LS', SN74LS' 


UNIT 


MIN TVP MAX 


tPLH 


A, B, or C 
(4 levels) 


Y 


CL = 15pF, 
RL = 2kn, 
See Note 5 


27 43 


ns 


tPHL 


18 30 


tPLH 


A, B, or C 
(3 levels) 


W 


14 23 


ns 


tPHL 


20 32 


tPLH 


Strobe 


Y 


26 42 


ns 


tPHL 


20 32 


tPLH 


Strobe 


W 


15 24 


ns 


tPHL 


18 30 


tPLH 


Any D 


Y 


20 32 


ns 


tPHL 


16 26 


tPLH 


Any D 


W 


13 21 


ns 


tPHL 


12 20 



" ^PLH —Propagation delay time, low-to-higti-level output 
tpHL — Propagation delay time, high-to-low-level output 
NOTE 5: See load circuits and waveforms on page 3-1 1. 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 
OF'LS151,'LS152 



Vcc. 



tW- 



Data select and strobe: 
Data inputs: 



= 20 kn NOM 
= 17 l<n NOM 



TYPICAL OF ALL OUTPUTS 
OF'LS151,'LS152 

1 Vcc 

120 n NOM > 




Jx_ 



rh 
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TYPES SI\I54S151. SN74S151 
DATA SELECTORS/MULTIPLEXERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S151 Circuits -55°Cto125°C 

SN74S151 Circuits 0°C to 70°C 

Storage temperature range -65°C to 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54S151 


SN74S151 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^^ 


MIN TYPt MAX 


UNIT 


ViH High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.2 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -1mA 


SN54S' 


2.5 3.4 


V 


SN74S' 


2.7 3.4 


Vol Low-level, output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V. Iql = 20 mA 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level Input current 


Vcc = MAX, V| = 2.7V 


50 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.5V 


-2 


mA 


Iqs Short-circuit output currents 


Vcc = MAX 


-40 -100 


mA 


Ice Supply current 


Vcc = MAX, All inputs at 4.5 V, 
All outputs open 


45 70 


mA 



Tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable device 

type. 
I^AII typical values are at Vqq = 5 V, T^ = 25°C. 
SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



7-163 



TYPES SN54S151.SN74S151 
DATA SELECTORS/MULTIPLEXERS 



switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


SN54S151,SN74S151 


UNIT 


MIN TYP MAX 


tPLH 


A, B, or C 
(4 levels) 


Y 


CL=15pF, 
Rl = 280 n. 

See Note 4 


12 18 


ns 


tPHL 


12 18 


tPLH 


A, B, or C 
(3 levels) 


W 


10 15 


ns 


tPHL 


9 13.5 


tPLH 


Any D 


Y 


8 12 


ns 


tPHL 


8 12 


tPLH 


Any D 


W 


4.5 7 


ns 


tPHL 


4.5 7 


tPLH 


Strobe 


Y 


11 16.5 


ns 


tPHL 


12 18 


tPLH 


Strobe 


W 


9 13 


ns 


tPHL 


8.5 12 



" tpLH = Propagation delay time, low-to-high-level output 
tp(_|L = Propagation delay time, high-to-Iow-level output 
NOTE 4; See load circuits and waveforms on page 3-10. 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 
OF 'SI 51 



m 



TYPICAL OF ALL OUTPUTS 
OF '3151 
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TTL 
MSI 



TYPES SN54153, SN54L153, SN54LS153, SN54S153, 

SN74153, SN74L153, SN74LS153, SN74S153 

DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 

BULLETIN NO. DL-S 7611852, DECEMBER 1972 - REVISED OCTOBER 1976 



Permits Multiplexing from N lines to 1 line 

Performs Parallel-to-Serial Conversion 

Strobe (Enable) Line Provided for Cascading 
(N lines to n lines) 

High-Fan-Out, Low-Impedance, Totem-Pole 
Outputs 

Fully Compatible with most TTL and DTL 
Circuits 



TYPICAL AVERAGE 
PROPAGATION DELAY TIMES 





FROM 


FROM 


FROM 




DATA 


STROBE 


SELECT 


'153 


14 ns 


17 ns 


22 ns 


LI 53 


27 ns 


34 ns 


44 ns 


'LSI 53 


14 ns 


19 ns 


22 ns 


'SI 53 


6 ns 


9.5 ns 


12 ns 



TYPICAL 

POWER 

DISSIPATION 

180mW 
90 mW 
31 mW 

225 mW 



description 



Each of these monolithic, data selectors/multiplexers 
contains inverters and drivers to supply fully 
complementary, on-chip, binary decoding data 
selection to the AND-OR-invert gates. Separate strobe 
inputs are provided for each of the two four-line 
sections. 



SN54153,SN54LS153, SN54S153 ... J OR W PACKAGE 

SN54L153 ... J PACKAGE 

SN74153, SN74L153, SN74LS153, SN74S153 ... J OR N PACKAGE 

(TOP VIEW) 



STROBE A 



DATA INPUTS 



OUTPUT 



VCC 


2G 


SELECT 

14 . 


1_— 1 

13 


12 . 


11 


10 


2Y 

. 9 _, 




^ 


1 1 1 1 1 


Y 


203 2C2 2C1 2C0 2Y 
2G 

B B A A 




fH 


Vj 


7 1 






__ 




/ 


— 1 Y. 

■n — 


J 


^ 






V4. 




B B / 


k A 1 










1C3 1C2 1C1 ICO 1Y 1 


^ 


1 1 1 1 1 




h' 




I 


1'- 


•r^- 


6 


■ 7 


8 



STROBE B ^ 
1G SELECT 



V 

DATA INPUTS 



'OUTPUT GND 



positive logic: see function table 



FUNCTION TABLE 



SELECT 
INPUTS 


DATA INPUTS 


STROBE 


OUTPUT 


B A 


CO CI C2 


C3 


G 


Y 


X X 


XXX 


X 


H 


L 


L L 


(L-^ X X 


X 




L 


L L 


H X X 


X 




H 


L H 


X L- X 


X 




L 


L H 


X H X 


X 




H 


H L 


X X L , 


X 




L 


H L 


X X H 


X 




H 


H H 


X X X 


L, 




L 


H H 


XXX 


H 




H 



Select inputs A 
H = high level 



and B are common to both sections. 
L = low level, X = irrelevant 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage: '153, 'LI 53, 'SI 53 5.5 V 

'LS153 7V 

Operating free-air temperature range: SN54', SN54L', SN54LS', SN54S' Circuits -55°Cto125°C 

SN74',SN74L',SN74LS',SN74S' Circuits 0°C to 70°C 

Storage temperature range -65°Cto 150°C 

NOTE 1: Voltage values are with respect to network ground terminal. 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



7-165 



TYPES SN54153, SN54L153, SN54LS153, SN54S153, 

SN74153, SN74L153. SN74LS153, SN74S153 

DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



REVISED DECEMBER 1980 



functional block diagram 



iEIG (11 r^ 



'-^^4>-^' 



^^^^H>1^ 



STROBE 2G 
(ENABLE) f^ 





schematics of inputs and outputs 



EQUIVALENT OF INPUTS OF '153, 'L153 




'153: Req = 4 kO NOM 
'L153: Req = 8 kf2 NOM 



TYPICAL OF OUTPUTS OF '153, 'L153 

■vcc 




'153: R = 130n NOM 
'L153: R = 260n NOM 



EQUIVALENT OF INPUTS OF 'LS153 



Vcc 1 

I 20 kn NOM 

INPU T 9 j4 i r~- 



5? 



TYPICAL OF OUTPUTS OF 'LSI 53 

Vcc 




EQUIVALENT OF INPUTS OF 'S153 




2.8 kn NOM 



TYPICAL OF OUTPUTS OF 'S153 

Vcc 
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TYPES SN54153, SN74153 
DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



recommended operating conditions 




SN54153 


SN74153 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONS^ 


SN54153 


SN74153 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


VlH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H=2V, 
Ioh = -800mA 


2.4 3.4 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc=MIN, 
V|L = 0.8V, 


V|H = 2V, 
'0L= 16 mA 


0.2 0.4 


0.2 0.4 


V 


l| Input current at maximum input vcltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H High-level Input current 


Vcc = MAX, 


V| = 2.4 V 


40 


40 


mA 


l|L Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


-1.6 


mA 


IqS Short-circuit output currents 


Vcc = MAX 


-20 -55 


-18 -57 


mA 


ICCL Supply current, output low 


Vcc = MAX, 


See Note 2 


36 52 


36 60 


mA 



'^'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at V^c = 5 V, T^ = 25°C. 

§Not more than one output should be shorted at a time. 

NOTE 2: IccL '' measured with the outputs open and all inputs grounded. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Data 


Y 


CL = 30pF, RL = 400n, 
See Note 3 


12 


18 


ns 


tPHL 


Data 


Y 


15 


23 


ns 


tPLH 


Select 


Y 


22 


34 


ns 


tPHL 


Select 


Y 


22 


34 


ns 


tPLH 


Strobe 


Y 


19 


30 


ns 


tPHL 


Strobe 


Y 


15 


23 


ns 



HtpLH = propagation delay time, low-to-high-level output 
tp(-|L — propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54L153, SN74L153 

DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



recommended operating conditions 




SN54L153 


SN74L153 


UNIT 


MIN 


NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 


5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


HA 


Low-level output current, Iql 


8 


8 


mA 


Operating free-air temperature, T/\ 


-55 


125 


70 


°C 


electrical characteristics over recommended operating free-air temperatu 


re range (unless otherwise noted) 


PARAMETER 


TEST COIMDITIOIMS+ 


SN54L153 


SN74L153 


UNIT 


MIN 


TYPt MAX 


MIN TYP* MAX 


V|H High-level Input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


ViK Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
'oh = -400 jiA 


2.4 


3.4 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
'0L = 8mA 


0.2 0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l(H High-level Input current 


Vcc = MAX, 


V| = 2.4 V 


20 


20 


;^A 


l|L Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-0.8 


-0.8 


mA 


IqS Short-circuit output currents 


Vcc = MAX 


-10 


-28 


-9 -30 


mA 


•CCL Supply current, output low 


Vcc = MAX, 


See Note 2 


18 26 


18 30 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at V^c = 5 V, T/^ = 25° C. 

§Not more than one output should be shorted at a time. 

NOTE 2: Iqcl '' measured with the outputs open and all inputs grounded. 



switching characteristics, VcC = 5 V, Ta = 25° C 



parameterU 


FROM 
INPUT 


TO 
OUTPUT 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Data 


Y 


CL = 30pF, RL = 400n, 
See Note 3 


24 


36 


ns 


tPHL 


Data 


Y 


30 


46 


ns 


tPLH 


Select 


Y 


44 


68 


ns 


tPHL 


Select 


Y 


44 


68 


ns 


tPLH 


Strobe 


Y 


38 


60 


ns 


tPHL 


Strobe 


Y 


30 • 


46 


ns 



HtpLH s propagation delay time, low-to-high-level output 
tpHL ~ propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS153, SN74LS153 
DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



REVISED OCTOBER 1976 



recommended operating conditions 





SN54LS153 


SN74LS153 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T;^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free- 


air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSl^ 


SN54LS153 


SN74LS153 


UNIT 


MIN TYPt MAX 


MIN 


TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 

V| L = V| L max, Iqh = -400 mA 


2.5 3.4 


2.7 


3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L"iax 


'OL ~ 4 "^^ 


0.25 0.4 


0.25 0.4 


V 


Iql ~ 8 mA 




0.35 0.5 


Input current at 
l| 

maximum input voltage 


Vcc = MAX, V|=7V 


0.1 


0.1 


mA 


lim High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


mA 


1 1 L Low-level input current 


Vcc=MAX, Vi=0.4V 


-0.4 


-0.4 


mA 


'OS Short-circuit output current§ 


Vcc = MAX 


-20 -1 00 


-20 


-100 


mA 


'CCL Supply current, output low 


Vcc = MAX, See Note 2 


6.2 10 


6.2 10 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

+AII typical values are at V^C = 5 V, T/i^ = 25° C. 

SNot more than one output should be shorted at a time and duration of short-circuit should not exceed one second. 

NOTE 2: IcCL '^ measured with the outputs open and all inputs grounded. 



switching characteristics, VcC = 5 V, Ta = 25' 



PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Data 


Y 


CL=15pF, 
RL = 2kn, 
See Note 4 


10 15 


ns 


tpHL 


Data 


Y 


17 26 


ns 


tPLH 


Select 


Y 


19 29 


ns 


tPHL 


Select 


Y 


25 38 


ns 


tPLH 


Strobe 


Y 


16 24 


ns 


tPHL 


Strobe 


Y 


21 32 


ns 



"tpLH — propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
NOTE 4: Load circuits and voltage waveforms are shown on page 3-11. 
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TYPES SN54S153, SN74S153 

DUAL 4-LINE-TO-MINE DATA SELECTORS/MULTIPLEXERS 

recommended operating conditions 





SN54S153 


SN74S153 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


-1 


-1 


mA 


Low-level output current, loi_ 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


MIN TYPt MAX 


UNIT 


VlH High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.2 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -1mA 


Series 54S 


2.5 3.4 


V 


Series 74S 


2.7 3.4 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 20mA 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|l-l High-level input current 


Vcc = MAX, V| = 2.7 V 


50 


mA 


l|L Low-level input current 


Vcc = MAX, V| =0.5V 


-2 


mA 


IQS Short-circuit output current § 


Vcc = MAX 


-40 -100 


mA 


'CCL Supply current, low-level output 


Vcc = MAX, See Note 2 


45 70 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vqq = 5 V, T;^ = 25° C. 

SNot more than one output should be shorted at a time and duration of short-circuit should not exceed one second. 
NOTE 2: IqcL '' measured with the outputs open and all inputs grounded. 



switching characteristics, Vcc = 5 V, Ta = 25°C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tpLH 


Data 


Y 


CL=15pF, Rl = 28011, 
See Note 3 


6 


9 


ns 


tpHL 


Data 


Y 


6 


9 


ns 


tPLH 


Select 


Y 


11.5 


18 


ns 


tPHL 


Select 


Y 


12 


18 


ns 


tPLH 


Strobe 


Y 


10 


15 


ns 


tPHL 


Strobe 


Y 


9 


13.5 


ns 



"tpLH = propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54154. SN54L154. SN74154. SI\I74L154 
4-LINE-T0-16-LINE DECODERS/ DEMULTIPLEXERS 



BULLETIN NO. OL-S 7211805, DECEMBER 1972 



'154 is Ideal for High-Performance 
Memory Decoding 

'L154 is Designed for Power-Critical 
Applications 

Decodes 4 Binary-Coded Inputs into One of 
16 iVlutually Exclusive Outputs 

Performs the Demultiplexing Function by 
Distributing Data From One Input Line to 
Any One of 16 Outputs 

Input Clamping Diodes Simplify System 

Design 

High Fan-Out, Low-Impedance, Totem-Pole 

Outputs 

Fully Compatible with Most TTL, DTL, and 
MSI Circuits 



SIM54154 ... J OR W PACKAGE 

SIM54L154 ... J PACKAGE 

SN74154, SN74L154 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS 



OUTPUTS 



r 4WW^Wffl ^M4^^W^^ 



ii D a a a 



A B C D G2 Gl 15 14 13 12 



■n B B ff 



nimnininijiinirTM 



OUTPUTS 



positive logic: see function table 



'154 
'LI 54 



TYPICAL AVERAGE 

PROPAGATION DELAY 

3 LEVELS OF LOGIC STROBE 

23 ns 19 ns 

46 ns 38 ns 



TYPICAL 
POWER DISSIPATION 



170 mW 
85 mW 



description 



Each of these monolithic, 4-line-to-1 6-line decoders utilizes TTL circuitry to decode four binary-coded inputs into one 
of sixteen mutually exclusive outputs when both the strobe inputs, G 1 and G2, are low. The demultiplexing function is 
performed by using the 4 input lines to address the output line, passing data from one of the strobe inputs with the 
other strobe input low. When either strobe input is high, all outputs are high. These demultiplexers are ideally suited for 
implementing high-performance memory decoders. For ultra-high-speed systems, SN54S138/SN74S138 and SN54S139/ 
SN74S139 are recommended. 

These circuits are fully compatible for use with most other TTL and DTL circuits. All inputs are buffered and input 
clamping diodes are provided to minimize transmission-line effects and thereby simplify system design. 

Series 54 and 54L devices are characterized for operation over the full military temperature range of -55°C to 125°C; 
Series 74 and 74L devices are characterized for operation from 0°C to 70°C. 
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TYPES SN54154. SN54L154, SN74154, SN74L154 
4-LINE-T0-16-LINE DECODERS/DEMULTIPLEXERS 



logic 



FUNCTION TABLE 



INPUTS 


OUTPUTS 1 


G1 


G2 


D C 


B 


A 





1 


2 


3 


4 


5 


6 


7 8 


9 


10 


11 


12 


13 


14 


15 


L 


L 


L L 


L 


L 


L 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


H 


L 


L 


L L 


L 


H 


H 


L 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


H 


L 


L 


L L 


H 


L 


H 


H 


L 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


H 


L 


L 


L L 


H 


H 


H 


H 


H 


L 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


H 


L 


L 


L H 


L 


L 


H 


H 


H 


H 


L 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


H 


L 


L 


L H 


L 


H 


H 


H 


H 


H 


H 


L 


H 


H H 


H 


H 


H 


H 


H 


H 


H 


L 


L 


L H 


H 


L 


H 


H 


H 


H 


H 


H 


L 


H H 


H 


H 


H 


H 


H 


H 


H 


L 


L 


L H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


L H 


H 


H 


H 


H 


H 


H 


H 


L 


L 


H L 


L 


L 


H 


H 


H 


H 


H 


H 


H 


H L 


H 


H 


H 


H 


H 


H 


H 


L 


L 


H L 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


L 


H 


H 


H 


H 


H 


H 


L 


L 


H L 


H 


L 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


L 


H 


H 


H 


H 


H 


L 


L 


H L 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


L 


H 


H 


H 


H 


L 


L 


H H 


L 


L 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


L 


H 


H 


H 


L 


L 


H H 


L 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


L 


H 


H 


L 


L 


H H 


H 


L 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


L 


H 


L 


L 


H H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


•L 


L 


H 


X X 


X 


X 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


H 


H 


L 


X X 


X 


X 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


H 


H 


H 


X X 


X 


X 


H 


H 


H 


H 


H 


H 


H 


H H 


H 


H 


H 


H 


H 


H 


H 



H = high level, L = low level, X = Irrelevant 



functional block diagram and schematics of inputs and outputs 




EQUIVALENT OF EACH INPUT 




'154: R = 4knNOM 
'L154: B = 8 kn NOM 



TYPICAL OF ALL OUTPUTS 

— vcc 




'154: R = 130 n NOM 
'L154; R = 260 n NOM 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN541 54 Circuits — 55°Cto125°C 

SN741 54 Circuits 0°C to 70°C 

Storage tennperatu re range — 65°Cto150°C 

NOTE 1; Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54154 


SN74154 


UNIT 


MIN 


NOM 


MAX 


MIN NOM MAX 


Supply voltage, V^c 


4.5 


5 


5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 




125 


70 


°C 


electrical characteristics over recommended operating free-air temperatu 


re range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONS+ 


SN54154 


SN74154 


UNIT 


MIN 


TYP 


MAX 


MIN TYPt MAX 


V||_| High-level input voltage 




2 


2 


V 


ViL Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-12mA 


-1.5 


-1.5 


V 


VqH High-level output voltage 


Vcc = IVllN, V|H = 2V, 
V|L = 0.8V, Iqh = -800 mA 


2.4 


3.4 




2.4 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 16mA 




0.2 


0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


llH High-level Input current 


Vcc=MAX, V| =2.4V 


40 


40 


mA 


l|L Low-level input current 


Vcc=IVlAX, V| = 0.4V 


-1.6 


-1.6 


mA 


Iqs Short-circuit output currents 


Vcc = MAX 


-20 




-55 


-18 -57 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 




34 


49 


34 56 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

+AII typical values are at Vqq = 5 V, T/\ = 25° C. 

SNot more than one output should be shorted at a time. 

NOTE 2: Iqq is measured with all inputs grounded and all outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


Propagation delay time, low-to-high-level output, 

tpi LI 

from A, B, C, or D inputs through 3 levels of logic 


CL=15pF, RL = 400n, 
See Note 3 


24 36 


ns 


Propagation cielay time, high-to-low-level output, 
from A, B, C, or D inputs through 3 levels of logic 


22 33 


ns 


Propagation delay time, low-to-high-level output, 
tpLH 

from either strobe input 


20 30 


ns 


Propagation delay time, high-to-low-level output, 
tpui 

from either strobe input 


18 27 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54L154, SN74L154 

4-LINE-T0-16-LINE DECODERS/ DEMULTIPLEXERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54L1 54 Circuits -55°Cto125°C 

SN74L1 54 Circuits 0°C to 70°C 

Storage temperature range '. . -65°Cto150°C 

NOTE 1 ; Voltage values are with respect to network grouncJ terminal. 



recommended operating conditions 





SN54L154 


SN74L154 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, S/qC 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, IqL 


8 


8 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level Input voltage 




0.8 


V 


VjK Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -'*00AiA 


2.4 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L=0.8V, loL = 8mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|)-| High-level input current 


Vcc = MAX, V| = 2.4V 


20 


HA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.8 


mA 


'OS Short-circuit output currents 


Vcc = MAX 


-9 -29 


mA 


Ice Supply current 


Vcc = MAX, 
See Note 2 


SN54L154 


17 25 


mA 


SN74L154 


17 28 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

4: All typical values are at Vqc = 5 V, T/^ = 25° C. 

§ Not more than one output should be shorted at a time, 

NOTE 2; Ice '^ measured with all inputs grounded and all outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


Propagation delay time, low-to-high-level output, 
from A, B, C, or D inputs through 3 levels of logic 


Cl= 15 pF, RL = 800n, 
See Note 3 


48 


72 


ns 


Propagation delay time, high-to-low-level output, 

tpu 1 

from A, B. C, or D inputs through 3 levels of logic 


44 


66 


ns 


Propagation delay time, low-to-high-level output, 
tpLi-l 

from either strobe input 


40 


60 


ns 


Propagation delay time, high-to-low-level output, 

tpHL 

from either strobe input 


36 


54 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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SN74155, SN74156, SN74LS155, SN74LS156 

DUAL 2-LINE-T0-4-LINE DECODERS/DEMULTIPLEXERS 

BULLETIN NO. DL-S 7711850, MARCH 1974-REVISED AUGUST 1977 



Applications: 
Dual 2-to-4-Line Decoder 
Dual 1-to-4-Line Demultiplexer 
3-to-8-Line Decoder 
1-to-8-Line Demultiplexer 

Individual Strobes Simplify Cascading for 
Decoding or Demultiplexing Larger Words 

Input Clamping Diodes Simplify System 
Design 

Choice of Outputs: 
Totem Pole {'155, 'LS155) 
Open-Collector ('156, 'LS156) 

TYPICAL AVERAGE TYPICAL 

TYPES PROPAGATION DELAY POWER 

3 GATE LEVELS DISSIPATION 

'155, '156 21ns 125 mW 

'LS155 18 ns 31 mW 

'LSI 56 32 ns 31 mW 



SN54155, SN54156, SN54LS155, SN54LS156 ... J OR W PACKAGE 

SN74155, SN74156, SN74LS155, SN74LS156 ... J OR N PACKAGE 

(TOP VIEW) 



SELECT OUTPUTS 

DATA STRB INPUT, A 

VCC 2C 2G A /2Y3 2y2 Tn 



16 . 15 . U . 13 . 12 



<7 A \ \ \ 

5 2Y3 2Y2 2Y1 2YI 




B B A S 
1G 1C 
1Y3 1Y2 1Y1 1Y0 



t y y y 



DATA STRBSELECT ^ 1Y3 1Y2 1Y1 1Y0/ GND 
1C IG INPUT V 

R OUTPUTS 



positive logic: see function table 



description 

These monolithic transistor-transistor-logic (TTL) circuits feature dual 1-line-to-4-line demultiplexers with individual 
strobes and common binary-address inputs in a single 16-pin package. When both, sections are enabled by the strobes, 
the common binary-address inputs sequentially select and route associated input data to the appropriate output of each 
section. The individual strobes permit activating or inhibiting each of the 4-bit sections as desired. Data applied to input 
1C is inverted at its outputs and data applied at 2C is not inverted through its outputs. The inverter following the 1C 
data input permits use as a 3-to-8-line decoder or 1-to-8-line demultiplexer without external gating. Input clamping 
diodes are provided on all of these circuits to minimize transmission-line effects and simplify system design. 

Series 54 and 54LS are characterized for operation over the full military temperature range of -55°C to 125°C; Series 
74 and 74LS are characterized for operation from 0°C to 70°C. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




TYPICAL OF ALL OUTPUTS 




TYPICAL OF ALL OUTPUTS 




•LS155, 'LSISe 



EQUIVALENT OF EACH INPUT 



20 kn NOM 




TYPICAL OF ALL OUTPUTS 




TYPICAL OF ALL OUTPUTS 
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TYPES SN54155, SN54156, SN54LS155, SN54LS156, 

SN74155, SN74156, SN74LS155, SN74LS156 

DUAL 2-LINE-T0-4-LINE DECODERS/DEMULTIPLEXERS 

functional block diagram and logic 



STROBE (2) 




FUNCTION TABLES 

2-LINE-TO-4-LINE DECODER 

OR 1-LINE-T0-4-LINE DEMULTIPLEXER 



INPUTS 


OUTPUTS 1 


SELECT 


STROBE 


DATA 


1Y0 


1Y1 1Y2 


1Y3 


B A 


1G 


1C 


X X 


H 


X 


H 


H H 


H 


L L 


L 


H 


L 


H H 


H 


L H 


L 


H 


H 


L H 


H 


H L 


L 


H 


H 


H L 


H 


H H 


L 


H 


H 


H H 


L 


X X 


X 


L 


H 


H H 


H 



INPUTS 


OUTPUTS 1 


SELECT 


STROBE 


DATA 


2Y0 


2Y1 2Y2 


2Y3 


B A 


2G 


2C 


X X 


H 


X 


H 


H H 


H 


L L 


L 


L 


L 


H H 


H 


L H 


L 


L 


H 


L H 


H 


H L 


L 


L 


H 


H L 


H 


H H 


L 


L 


H 


H H 


L 


X X 


X 


H 


H 


H H 


H 



FUNCTION TABLE 

3-LINE-TO-B-LINE DECODER 

OR 1-LINE-TO-8-LIME DEMULTIPLEXER 



INPUTS 


OUTPUTS 1 


SELECT 


STROBE 
OR DATA 


(0) 
2Y0 


(1) 
2Y1 


(2) 
2Y2 


(3) 14) 
2Y3 1Y0 


(5) 
1Y1 


(6) 
1Y2 


(7) 
1Y3 


ct 


B A 


Gt 


X 


X X 


H 


H 


H 


H 


H H 


H 


H 


H 


L 


L L 


L 


L 


H 


H 


H H 


H 


H 


H 


L 


L H 


L 


H 


L 


H 


H H 


H 


H 


H 


L 


H L 


L 


H 


H 


L 


H H 


H 


H 


H 


L 


H H 


L 


H 


H 


H 


L H 


H 


H 


H 


H 


L L 


L 


H 


H 


H 


H L 


H 


H 


H 


H 


L H 


L 


H 


H 


H 


H H 


L 


H 


H 


H 


H L 


L 


H 


H 


H 


H H 


H 


L 


H 


H 


H H 


L 


H 


H 


H 


H H 


H 


H 


L 



■fc = inputs 1C and 20 connected together 
+ G = inputs 1G and 2G connected together 
H = high level, L = low level, X = irrelevant 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage: '155, '156 5.5 V 

'LS155, 'LS156 7V 

Off-state output voltage: '156 5.5 V 

'LS156 7V 

Operating free-air temperature range: SN54', SN54LS' Circuits — 55°Cto125°C 

SN74', SN74LS' Circuits 0°Cto70°C 

Storage temperature range — 65°Cto 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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recommended operating conditions 





SN54155 


SN74155 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54155 
SN74155 


UNIT 




MIN TYPt MAX 


V|H High-level input voltage 




2 


V 


V|L Low/-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, li = -8mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -800/iA 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 16 mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


llH High-level input current 


Vcc = MAX, V| = 2.4V 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V|=0.4V 


-1.6 


mA 


Iqs Short-circuit output current§ 


Vcc = MAX 


SN54155 


-20 -55 


mA 


SN74155 


-18 -57 


'CC Supply current 


Vcc = MAX, 
See Note 2 


SN54155 


25 35 


mA 


SN74155 


25 40 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 2: \qq is measured with outputs open. A, B, and 1C inputs at 4.5 V, and 2C, 1 G, and 2G inputs grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER t 


FROM 
(INPUT) 


TO 
(OUTPUT) 


LEVELS 
OF LOGIC 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


A, B, 20, 
1G,or2G 


Y 


2 


Cl= 15pF, 
RL = 400n, 
See Note 3 


13 


20 


ns 


tPHL 


A, B, 20, 
1G,or2G 


Y 


2 


18 


27 


ns 


tPLH 


AorB 


Y 


3 


21 


32 


ns 


tPHL 


AorB 


Y 


3 


21 


32 


ns 


tPLH 


1C 


Y 


3 


16 


24 


ns 


tPHL 


1C 


Y 


3 


20 


30 


ns 



"tPLH — propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
NOTE 3: Load circuit andjvoltage waveforms are shown on page 3-10. 
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TYPES SN54LS155. SN74LS155 

DUAL 2-LINE-T0-4-UNE DECODERS/DEMULTIPLEXERS 



REVISED OCTOBER 1976 



recommended operating conditions 



MIN NOM MAX 



MIN NOM MAX 



Supply voltage, S/qq 



5.5 



High-level output current, Iqh 



iuA 



Low-level output current, \q\_ 



Operating free-air temperature, T/\ 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS155 


SN74LS155 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


ViL Low-level Input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 

V| L = V| L max. 'OH = -400 mA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax 


'OL ~ 4 fTiA 


0.25 0.4 


0.25 0.4 


V 


IOL = 8mA 




0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, Vi = 7V 


0.1 


0.1 


mA 


l|l^ High-level input current 


Vcc=MAX, V| = 2.7V 


20 


20 


HA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


(qs Short-circuit output currents 


Vcc = MAX 


-6 -40 


-5 -42 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


6.1 10 


6.1 10 


mA 



I'For conditions shown as M|N or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at Vqq = 5 V, T^ = 25° C. 

§Not more than one output should be shorted at a time. 

NOTE 2: \qq Is measured with outputs open. A, B, and 1C Inputs at 4.5 V, and 2C, 1G, and 2G Inputs grounded. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETERt 


FROM 
(INPUT) 


TO 
(OUTPUT) 


LEVELS 
OF LOGIC 


TEST CONDITIONS 


SN54LS155 
SN74LS155 


UNIT 


MIN TYP MAX 


tPLH 


A, B, 2C, 
1G, or2G 


Y 


2 


Cl= 15 pF, 
RL = 2 kn. 

See Note 4 


10 15 


ns 


tPHL 


A, B, 2C, 
1G, or2G 


Y 


2 


19 30 


ns 


tPLH 


AorB 


Y 


3 


17 26 


ns 


tPHL 


AorB 


Y 


3 


19 30 


ns 


tPLH 


1C 


Y 


3 


18 27 


ns 


tPHL 


1C 


Y 


3 


18 27 


ns 



" tpLH ~ propagation delay time, low-to-high-level output 
tPHL — propagation delay time, hlgh-to-low-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54156. SN74156 
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recommended operating conditions 





SN54156 


SN74156 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage; Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


SN54156 
SN74156 


UNIT 




MIN TYPi MAX 


V|(-| High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Irtput clamp voltage 


Vcc = MIN, l| = -8mA 


-1.5 


V 


'oh High-level output current 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Vqh = 5.5 V 


250 


mA 


Vol Low-level output voltage 


Vcc = MlN, ViH = 2V, 
V|L = 0.8V, Iql = 16 mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H- High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


>iA 


l|L Low-level input current 


Vcc = IVIAX, V| = 0.4V 


-1.6 


mA 


Ice Supply current 


Vcc = MAX, 
See Note 2 


SN54156 


25 35 


mA 


SN74156 


25 40 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

♦aII typical values are at Vcc = 5 V, T^ = 25°C. 

NOTE 2: Icc '* measured with outputs open. A, B, and 1C inputs at 4.5 V, and 2C, 1G, and 2G inputs grounded. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


LEVELS 
OF LOGIC 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


A, B, 2C, 
1G, or2G 


Y 


2 


Cl=15pF, 
RL = 400n, 
See Note 3 


15 23 


ns 


tPHL 


A, B, 2C, 
1G,or2G 


Y 


2 


20 30 


ns 


tPLH 


AorB 


Y 


3 


23 34 


ns 


tpHL 


AorB 


Y 


3 


23 34 


ns 


tPLH 


1C 


Y 


3 


18 27 


ns 


tPHL 


10 


Y 


3 


22 33 


ns 



"tpLH — propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 
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TYPES SN54LS156, SN74LS156 

DUAL 2-LINE-T0-4-LINE DECODERS/DEMULTIPLEXERS 



recommended operating conditions 




SN54LS156 


SN74LS156 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS156 


SIM74LS156 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level inputvoltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


'oh High-level output current 


Vcc=MIN, 
V|L= V|L max. 


V,H = 2V, 
VoH = 5.5V 


100 


100 


mA 


Vol Low-level output voltage 


Vcc=MIN, 
V|L= V|L max 


V|H = 2V, 


Iql = 4 "lA 


0.25 0.4 


0.25 0.4 


V 


10L = 8mA 




0.35 0.5 


Input current at 
li 

maximum inputvoltage 


Vcc = MAX, 


V| = 7 V 


0.1 


0.1 


mA 


l|)-| High-level input current 


Vcc = MAX, 


V| = 2.7V 


20 


20 


mA 


l|L Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-0.4 


-0.4 


mA 


Ice Supply current 


Vcc = MAX, 


See Note 2 


6.1 10 


6.1 10 


mA 



^For conciitions shown as MIN or MAX, use the appropriate value specified uncier recommended operating conditions. 

tAII typical values are at Vqq = 5 V, T^ = 25°C. 

NOTE 2: \qq is measured with outputs open. A, B, and 1C inputs at 4.5 V, and 2C, 1G, and 2G inputs grounded. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameter!! 


FROM 
(INPUT) 


TO 
(OUTPUT) 


LEVELS 
OF LOGIC 


TEST CONDITIONS 


SN54LS10C 
SN74LS156 


UNIT 


MIN TYP MAX 


tPLH 


A, B, 2C 
1G,or2G 


Y 


2 


Cl= 15pF, 
RL = 2kn, 
See Note 4 


25 40 


ns 


tPHL 


A, B, 2C, 
1G,or2G 


Y 


2 


34 51 


ns 


tPLH 


AorB 


Y 


3 


31 46 


ns 


tPHL 


AorB 


Y 


3 


34 51 


ns 


tPLH 


1C 


Y 


3 


32 48 


ns 


tPHL 


1C 


Y 


3 


32 48 


ns 



i' tpLj-j = propagation delay time, low-to-high -level output 
tpHL — propagation delay time, high-to-tow-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-1 1. 
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TYPES SN54157, SN54L157, SN54LS157, SN54LS158, SN54S157. SN54S158, 
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QUADRUPLE 2-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



BULLETIN NO. DL-S 7711847, MARCH 1974-REVISED AUGUST 1977 



features 

Buffered Inputs and Outputs 
Three Speed/Power Ranges Available 



TYPES 


TYPICAL 

AVERAGE 

PROPAGATION 

TIME 


TYPICAL 

POWER 

DISSIPATION 


'157 


9 ns 


150mW 


•L157 


18ns 


75 mW 


'LSI 57 


9 ns 


49 mW 


'8157 


5 ns 


250 mW 


'LSI 58 


7 ns 


24 mW 


'5158 


4 ns 


195 mW 



applications 

• Expand Any Data Input Point 

• Multiplex Dual Data Buses 

• Generate Four Functions of Two Variables 
(One Variable Is Common) 

• Source Programmable Counters 
description 

These monolithic data selectors/multiplexers contain 
inverters and drivers to supply full on-chip data 
selection to the four output gates. A separate strobe 
input is provided. A 4-bit word is selected from one 
of two sources and is routed to the four outputs. The 
'157, 'L157, 'LS157, and 'S157 present true data 
whereas the 'LSI 58 and 'SI 58 present inverted data 
to minimize propagation delay time. 

FUNCTION TABLE 



INPUTS 


OUTPUT Y 1 


STROBE 


SELECT 


A 


B 


■157, 'L157, 
XS157,'S157 


'LSI 58 
'SI 58 


H 


X 


X 


X 


L 


H 


L 


L 


L 


X 


L 


H 


L 


L 


H 


X 


H 


L 


L 


H 


X 


L 


L 


H 


L 


H 


X 


H 


H 


L 



SN54157, SN54LS157, SN54S157 ... J OR W PACKAGE 

SN54L157 ... J PACKAGE 

SN74157, SN74L157, SN74LS157, SN74S157 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS OUTPUT INPUTS OUTPUT 



Vcc STROBE 4A 4B 4Y 3A 3B 





16 . 15 


14 


13 


12 


11 


10 


. 9 






,,Q ., 


















r— 


G 4A 4B 4Y 3A 3B 
S 3Y 
1A IB 1Y 2A 2B 2Y 
























1 


" 


2 


■ 3 


■ 4 


5 


6 


7 


" 8 





INPUTS OUTPUT INPUTS OUTPUT 



positive logic: 
Low level at S selects A inputs 
High level at S selects B inputs 



SN54LS158, SN54S158 ... J OR W PACKAGE 

SN74LS158, SN74S158 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS OUTPUT INPUTS OUTPUT 



Vcc STROBE 4A 4B 4Y 



IB . 15 . 14 . 13 . 12 . 11 . 10 _ 9 



4A 4B 4Y 3A 3B 



1A IB 1Y 2A 2B 2Y 



SELECT 1A IB 1Y ^ 2A 2B ^ 2Y 

INPUTS OUTPUT INPUTS OUTPUT 



positive logic: 

Low level at S selects A inputs 
High level at S selects B inputs 



H = high level, L = low level, X = irrelevant 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note ^) ^^ 

Inputvoltage: '157, 'L157, 'S158 5.5 V 

'LS157, 'LS158 7V 

Operating free-air temperature range: SN54',SN54L',SN54LS',SN54S' Circuits -55°Cto125°C 

SN74',SN74L',SN74LS',SN74S' Circuits 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE1: Voltage values are with respect to network ground terminal. 
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TYPES SN54157. SI\I54L157. SI\I74157. SN74L157. 

QUADRUPLE 2-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 

functional block diagram 



1A 



IB 



2A 



2B 



3A 



3B 



4A 



4B 



SELECT 



STROBE 




1Y 



2Y 



3Y 



4Y 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




y. 



'157: Req = 4 kfi NOM 
•L157: Req = 8knNOM 



•157, 'LIS? 



TYPICAL OF ALL OUTPUTS 




'157: R = 100 n NOM 
'L157: R = 200 fi NOM 
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functional block diagrams 



TYPES SN54LS157, SN54LS158, SN54S157, SN54S158, 

SN74LS157, SN74LS158, SN74S157, SN74S158 

QUADRUPLE 2-LINE-T0-1-tlNE DATA SELECTORS/MULTIPLEXERS 

schematics of inputs and outputs 

'LS157, 'LS158 



(2) 



(3) 



(5) 



(6) 



(11) 



(10) 



(14) 



(13) 



(15) 



'LSI 57, 'SI 57 



(1) 



rtiy 



4>-zO- 




EQUIVALENT OF EACH INPUT 

ycc f 



d4- 



S or G inputs: Rgq = 8.5 kfl NOM 
A or B inputs: Rgq = 17 kn NOM 



TYPICAL OF ALL OUTPUTS 

120 n NOM' '^'^ 




'LSI 58, 'SI 58 



STROBE G 




'S157, 'S158 



EQUIVALENT OF EACH INPUT 




S or G inputs: Req = 1.4knNOM 
A or B inputs: Rgq = 2.8 kn NOM 



TYPICAL OF ALL OUTPUTS 

vcc 
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TYPES SN54157, SN74157 

QUADRUPLE 2-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



recommended operating conditions 




SN54157 1 


SN74157 


UNIT 


MIN NOM 


MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 5 5.25 


V 


High-level output current, (qh 


- 


-800 


-800 


ma 


Low-level output current, Iql 


16 1 


16 


mA 


Operating free-air temperature, T/^ 


-55 


125 1 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONS+ 


SN54157 


SN74157 


UNIT 


MIN TYPt 


MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


ViL Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


V|L = 0.8 V, 


V|H = 2V, 
IOH = -800nA 


2.4 3.4 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc= MIN, 
V|L = 0.8V, 


V,H = 2V, 
Iql = 16 mA 


0.2 


0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5 V 


1 


1 


mA 


llH High-level input current 


Vcc = MAX, 


V| = 2.4V 


40 


40 


ma 


l|l_ Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


-1.6 


mA 


'OS Short-circuit output currents 


Vcc = MAX 


-20 


-55 


-18 -55 


mA 


Ice Supply current 


Vcc= MAX, 


See Note 2 


30 


48 


30 48 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at V^c = 5 V, T/^ = 25°C. 

§Not more than one output should be shorted at a time and duration of short-circuit should not exceed one second. 
NOTE 2: Ice '^ measured with 4.5 V applied to all inputs and all outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER^ 


FROM (INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


<PLH 


Data 


Cl= 15 pF, 
RL = 400n, 
See Note 3 


9 14 


ns 


tPHL 


9 14 


tPLH 


Strobe 


13 20 


ns 


tPHL 


14 21 


tPLH 


Select 


15 23 


ns 


tPHL 


18 27 



1tpL|_| = propagation delay time, low-to-high-level output 
tpHU — propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 

( 
1 
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TYPES SN54L157, SI\I74L157 
QUADRUPLE 2-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



recommended operating conditions 





SN54L157 


SN74L157 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


8 


8 


mA 


Operating free-air temperature, T;\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = lVIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc=IVIIN, V|H = 2V, 
V|L = 0.8V, Ioh = -400mA 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 8mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = IVlAX, V| = 5.5V 


1 


mA 


l|H High-level input current 


Vcc = IVAX, V| = 2.4V 


20 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.8 


mA 


IqS Short-circuit output currenti 


Vcc = MAX 


-9 -28 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


15 24 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^All typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 2: Icc '^ measured with 4.5 V applied to all inputs and all outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25°C 



parameterU 


FROM (INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Data 


Cl= 15 pF, 
RL = 800n, 
See Note 3 


18 28 


ns 


tPHL 


18 28 


tPLH 


Strobe 


26 40 


ns 


tPHL 


28 42 


tPLH 


Select 


30 46 


ns 


tPHL 


36 54 



HtpLH^ 
^PHL = 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-1 0. 



: propagation delay time, low-to-high-level output 
= propagation delay time, high-to-low-level output 
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TYPES SN54LS157, SN54LS158, SN74LS157, SN74LS158 
QUADRUPLE 2-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



REVISED DECEMBER 1980 



recommended operating conditions 





SN54LS' 


SN74LS' 


UNIT 


MIN NOM MAX 


MIN NOM 


MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/^ 


-55 125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


VlK 


Input clamp voltage 


Vcc = IVllN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = IVllN, V|H = 2V, 
V|L = MAX, Ioh = -''00mA 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = MAX 


•OL 


= 4 mA 


0.25 


0.4 


0.25 


0.4 


V 


'OL 


= 8 mA 




0.35 


0.5 


Input current 

l| at maximum 

input voltage 


S or G input 


Vcc = MAX, V| = 7 V 


0.2 


0.2 


mA 


A or B input 


0.1 


0.1 


l|H 


High-level 
input current 


S or G input 


Vcc = MAX, V| = 2.7V 


40 


40 


mA 


A or B input 


20 


20 


l|L 


Low-level 
input current 


S or G input 


Vcc = MAX, V| = 0.4V 


-0.8 


-0.8 


mA 


A or B input 


-0.4 


-0.4 


•os 


Short-circuit output current § 


Vcc = MAX 


-20 


-100 


-20 


-100 


mA 


Ice 




Vcc = MAX, See Note 2 


'LS157 


9.7 


16 


9.7 


16 


mA 


'LSI 58 


4.8 


8 


4.8 


8 


Supply current 




Vcc = MAX, 

All A inputs at 4.5 V, 

All other inputs at V 


'LS158 


6.5 


11 


6.5 


11 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
TAII typical values are at Vqq = 5 V, T/^ = 25° C. 

SNot more than one output should be shorted at a time and duration of short-circuit should not exceed one second. 
NOTE 2: l^c '' measured with 4.5 V applied to all inputs and all outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TEST CONDITIONS 


'LSI 57 


'LS158 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tPLH 


Data 


Cl= 15pF, 
RL = 2kn, 
See Note 4 


9 14 


7 12 


ns 


tPHL 


9 14 


10 15 


tPLH 


Strobe 


13 20 


11 17 


ns 


tPHL 


14 21 


18 24 


tPLH 


Select 


15 23 


13 20 


ns 


tPHL 


18 27 


16 24 



H tpLH = propagation delay time, low-to-high-level output 
tpHL — pfopagation delay time, high -to-low-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-1 1. 
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TYPES SN54S157, SN54S158, SN74S157, SN74S158 
QUADRUPLE 2-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



REVISED AUGUST 1977 



recommended operating conditions 





SN54S157 
SN54S158 


SN74S157 
SN74S158 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


*C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 




TESTCONDITIONSt 


SN54S157 
SN74S157 


SN54S158 
SN74S158 


UNIT 






MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, l|=-18mA 


-1.2 


-1.2 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loH = -1mA 


Series 54S 


2.5 3.4 


2.5 3.4 


V 


Series 74S 


2.7 3.4 


2.7 3.4 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 20mA 


0.5 


0.5 


V 


l| Input current at maximum Input voltage 


Vcc = MAX, V| =5.5V 


1 


1 


mA 


l|H High-level input current 


S or G input 


Vcc = IVIAX, V| = 2.7 V 


100 


100 


mA 


A or B input 


50 


50 


IjL Low-level input current 


S or G input 


Vcc = MAX, V| =0.5V 


-4 


-4 


mA 


A or B input 


-2 


-2 


los Short-circuit ouput current § 


Vcc = MAX 


-40 -100 


-40 -100 


mA 




Vcc = MAX, All inputs at 4.5 V, 
See Note 2 


50 78 


39 61 


mA 






Vcc = MAX, A inputs at 4.5 V, 
B,G,S, inputs at OV, See Note 2 




81 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vcc = 5 V, T^ = 25°C. 

§ Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
Note 2: Icc '' measured with all outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER H 


FROM 
(INPUT) 


TEST CONDITIONS 


SN54S157 
SN74S157 


SN54S158 
SN74S158 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tPLH 


Data 


Cu=15pF, 
RL=280n, 
See Note 3 


5 7.5 


4 6 


ns 


tPHL 


4.5 6.5 


4 6 


tPLH 


Strobe 


8.5 12.5 


6.5 11.5 


ns 


tPHL 


7.5 12 


7 12 


tPLH 


Select 


9.5 15 


8 12 


ns 


tPHL 


9.5 15 


8 12 



utp|_|^ — propagation delay time, low-to-high-level output 
^PHL ~ propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-1 0. 
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TYPES SN54159. SN74159 

4-LINE-T0-16-LINE DECODERS/DEMULTIPLEXERS 

WITH OPEN-COLLECTOR OUTPUTS 



BULLETIN NO. DL-S 7211800, DECEMBER 1972 



Open-Collector Outputs for Interfacing with 
MOS or Memory Decoders/Drivers 

Decodes 4 Binary-Coded Inputs into One of 
16 Mutually Exclusive Outputs 

Performs the Demultiplexing Function by 
Distributing Data from One Input Line to 
Any One of 16 Outputs 

Typical Average Propagation Delay Times: 
24 ns through 3 Levels of Logic 
19 ns from Strobe Input 

Output Off-State Current is Less Than 50 /nA 

Fully Compatible with Most TTL, DTL, and 
MSI Circuits 



SN54159 ... J OR W PACKAGE 

SN74159 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS 



r -4^WWiWmW4;W4^^ 



A B C D G2 Gl 15 14 13 12 



jinininiFuJwT3T«nffl 



positive logic: see function table 



description 

Each of these monolithic, 4-line-to-1 6-line decoders utilizes TTL circuitry to decode four binary-coded inputs into one 
of sixteen mutually exclusive open-collector outputs when both the strobe inputs, Gl and G2, are low. The demulti- 
plexing function is performed by using the 4 input lines to address the output line, passing data from one of the strobe 
inputs with the other strobe input low. When either strobe input is high, all outputs are high. These demultiplexers are 
ideally suited for implementing MOS memory decoding or for interfacing with discrete memory address drivers. For 
ultra-high-speed applications, the SN54S138/SN74S138 or SN54S139/SN74S139 is recommended. 

These circuits are fully compatible for use with most other TTL and DTL circuits. Input clamping diodes are provided 
to minimize transmission-line effects and thereby simplify system design. Input buffers are used to lower the fan-in 
requirement to only one normalized Series 54/74 load. A fan-out to 10 normalized Series 54/74 loads in the low-level 
state is available from each of the sixteen outputs. Typical power dissipation is 170 mW. 

The SN54159 is characterized for operation over the full military temperature range of — 55°C to 125°C; the SN74159 
is characterized for operation from 0°C to 70 C. 

function table 

Same as SN54154, SN74154. See page 7-172. 
functional block diagram 

Same as SN541 54, SN741 54. See page 7-1 72. 
absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7V 

Input voltage 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN541 59 Circuits — 55°Cto125°C 

SN741 59 Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 ; Voltage values are with respect to network ground terminal 
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TYPES SN54159, SN74159 

4-LINE-T0-16-LINE DECODERS/DEMULTIPLEXERS 

WITH OPEN-COLLECTOR OUTPUTS 



recommended operating conditions 





SN54159 


SN74159 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


'oh High-level output current 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, VoH = 5.5V 


50 


UA 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|u = 0.8V, loL=16mA 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


llH High-level input current 


Vcc = MAX, V| = 2.4V 


40 


mA 


l|L Low-level Input current 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


Iqq Supply current 


Vcc - MAX, All inputs grounded 


34 56 


mA 



tFor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 
Jam typical values are at Vqq = 5 V, T^ = 25°C. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


Propagation delay time, low-to-high-level output, 
tPLH 

from A, B, C, or D inputs through 3 levels of logic 


CL=15pF, RL = 400n, See Note 2 


23 


36 


ns 


Propagation delay time, high-to-low-level output, 
tPHI 

from A, B, C, or D inputs through 3 levels of logic 


24 


36 


ns 


Propagation delay time, low-to-high-level output, 
tPLH 

from either strobe input 


15 


25 


ns 


Propagation delay time, high-to-low-level output, 

tpui 

from either strobe input 


22 


36 


ns 



NOTE 2: See load circuit and waveforms shown on page 3-10. 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




TYPICAL OF ALL OUTPUTS 
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TYPES SN54160 THRU SN54163, SN54LS160A THRU SN54LS163A, 

SN54S162, SN54S163, SN74160 THRU SN74163, 

SN74LS160A THRU SN74LS163A, SN74S162, SN74S163 

SYNCHRONOUS 4-BIT COUNTERS 



BULLETIN NO. DL-S 771 1385,OCTOBER 1976-REVISED AUGUST 1977 



'160, '161,'LS160A, 'LS161A . . . SYNCHRONOUS COUNTERS WITH DIRECT CLEAR 
'162, '163, 'LS162A, 'LS163A, 'S162, 'S163 . . . FULLY SYNCHRONOUS COUNTERS 

,^ ,, ,Au-ir r-^^ ^- SERIES 54', 54LS',54S'... J OR W PACKAGE 

Internal Look-Ahead for Fast Counting juries 74', 74ls', 74S' . . . j or n package 

Carry Output for n-Bit Cascading «top view) 

Synchronous Counting 
Synchronously Programmable 



Load Control Line 
Diode-Clamped Inputs 





TYPICAL PROPAGATION 


TYPE 




TIME, CLOCK TO 
Q OUTPUT 


'160 thru '163 




14 ns 


'LS160Athru'LS163A 


14 ns 


'3162 and '3163 




9 ns 


description 







TYPICAL 

MAXIMUM 

CLOCK 

FREQUENCY 

32 MHz 
32 MHz 
70 MHz 



TYPICAL 

POWER 

DISSIPATION 

305 mW 

93 mW 

475 mW 



^CC OUTPUT °A 



JUMn<l[i3iJ¥^^ 



RIPPLE Oft Ob Qc OqENABLE 
CARRY T 

OUTPUT 

CLEAR LOAD 

fK ENABLE 



A A B C U 

f I I I I 



1 2 3 



CLEAR CLOCK A 



7 8 



D .ENABLE GND 



DATA INPUTS 



logic: see description 



These synchronous, presettable counters feature an internal carry look-ahead for application in high-speed counting 
designs. The '160, '162, 'LS160A, 'LS162A, and 'S162 are decade counters and the '161, '163, 'LS161 A, 'LS163A, and 
'S163 are 4-bit binary counters. Synchronous operation is provided by having all flip-flops clocked simultaneously so 
that the outputs change coincident with each other when so instructed by the count-enable inputs and internal gating. 
This mode of operation eliminates the output counting spikes that are normally associated with asynchronous (ripple 
clock) counters. A buffered clock input triggers the four flip-flops on the rising (positive-going) edge of the clock input 
waveform. 

These counters are fully programmable; that is, the outputs may be preset to either level. As presetting is synchronous, 
setting up a low level at the load input disables the counter and causes the outputs to agree with the setup data after the 
next clock pulse regardless of the levels of the enable inputs. Low-to-high transitions at the load input of the '160 thru 
'163 should be avoided when the clock is low if the enable inputs are high at or before the transition. This restriction is 
not applicable to the 'LS160A thru 'LS163A or 'S162or 'S163 . The clear function for the '160, '161, 'LSI 60A, and 
'LSI 61 A is asynchronous and a low level at the clear input sets all four of the flip-flop outputs low regardless of the 
levels of clock, load, or enable inputs. The clear function for the '162, '163, 'LS162A, 'LS163A, 'SI 62, and 'SI 63 is 
synchronous and a low level at the clear input sets all four of the flip-flop outputs low after the next clock pulse, 
regardless of the levels of the enable inputs. This synchronous clear allows the count length to be modified easily as 
decoding the maximum count desired can be accomplished with one external NAND gate. The gate output is connected 
to the clear input to synchronously clear the counter to 0000 (LLLL). Low-to-high transitions at the clear input of the 
'1 62 and '1 63 should be avoided when the clock is low if the enable and load inputs are high at or before the transition. 

The carry look-ahead circuitry provides for cascading counters for n-bit synchronous applications without additional 
gating. Instrumental in accomplishing this function are two count-enable inputs and a ripple carry output. Both 
count-enable inputs (P and T) must be high to count, and input T is fed forward to enable the ripple carry output. The 
ripple carry output thus enabled will produce a high-level output pulse with a duration approximately equal to the 
high-level portion of the Q/\ output. This high-level overflow ripple carry pulse can be used to enable successive 
cascaded stages. High-to-low-level transitions at the enable P or T inputs of the '160 thru '163 should occur only when 
the clock input is high. Transitions at the enable P or T inputs of the 'LS160A thru 'LS163A or '8162 and 'S163 are 
allowed regardless of the level of the clock input. 

'LS160A thru 'LS163A, 'SI 62 and 'SI 63 feature a fully independent clock circuit. Changes at control inputs (enable 
P or T, or clear) that wilT modify the operating mode have no effect until clocking occurs. The function of the 
counter (whether enabled, disabled, loading, or counting) will be dictated solely by the conditions meeting the stable 
setup and hold times. 

The 'LS160A thru 'LS163A are completely new designs. Compared to the original 'LS160 thru 'LS163, they feature 
0-nanosecond minimum hold time and reduced input currents l||-| and I|l. 
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SN54160, SN74160 SYNCHRONOUS DECADE COUNTERS 



SN54163, SN74163 SYNCHRONOUS BINARY COUNTERS 



SN54162, SN74162 synchronous decade counters are similar; 
however the clear is synchronous as shown for the SN54163, 
SN74163 binary counters at right. 



SN54161, SN74161 synchronous binary counters are similar; 
however, the clear is asynchronous as shown for the SN54160, 
SN74160 decade counters at left. 
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SIM54LS160A, SN74LS160A SYNCHRONOUS 
DECADE COUNTERS 

SN54LS162A, SN74LS162A synchronous decade 
counters are similar; however the dear is synchronous 
as shown for the SN54LS163A, SN74LS163A binary 
counters at right. 



SN54LS163A, SN74LS163A SYNCHRONOUS 
BINARY COUNTERS 

SN54LS161A, SN74LS161A synchronous binary 
counters are similar; however, the clear is 
asynchronous as shown for the SN54LS160A, 
SN74LS160A decade counters at left. 
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TYPES SN54S162, SN54S163, SN74S162, SN74S163 
SYNCHRONOUS 4-BIT COUNTERS 



REVISED OCTOBER 1976 



functional block diagrams 
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TYPES SN54160, SN54162, SN54LS160A, SI\I54LS162A, SN54S162, 

SN74160, SN74162, SN74LS160A, SN74LS162A, SN74S162 

SYNCHRONOUS 4-BIT COUNTERS 

'160, '162, 'LS160A, 'LS162A, 'S162 DECADE COUNTERS 
typical clear, preset, count, and inhibit sequences 

Illustrated below is the following sequence: 

1. Clear outputs to zero ('160 and 'LS160A are asynchronous; '162, 'LS162A,and 'SI 62 are synchronous) 

2. Preset to BCD seven 

3. Count to eight, nine, zero, one, two, and three 

4. Inhibit 



CLEAR 



DATA 
INPUTS 



LOAD 



< 



J 



J 



CLOCK 



ENABLE P 



ENABLE T 



i_r 



OUTPUTS < 



Qa 
Qb 
Qc 
Qd 



RIPPLE-CARRY 
OUTPUT 



iH 



i: 



j_ 




ASYNC 
CLEAR 



!7 [8 

I I I- 

SYNC PRESET 
CLEAR 



1 

-COUNT- 



-INHIBIT- 
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TYPES SN54161, SN54163, SN54LS161A, SN54LS163A. SN54S163, 
SN74161, SN74163, SN74LS161A, SN74LS163A, SN74S163 

SYNCHRONOUS 4-BIT COUNTERS 

'161, 'LS161A. '163. 'LS163A, 'S163 BINARY COUNTERS 
typical clear, preset, count, and inhibit sequences 

Illustrated below is the following sequence: 

1. Clear outputs to zero ('161 and 'LS161 A are asynchronous; '163, 'LS163A, and 'SI 63 are synchronous) 

2. Preset to binary twelve 

3. Count to thirteen, fourteen fifteen, zero, one, and two 

4. Inhibit 



CLEAR 



T r 



LOAD 



DATA 
INPUTS 



< 



_J 



CLOCK 



ENABLE P 



unjnjnj-LTLnLrLririJTJiJi^ 



OUTPUTS <* 



ENABLE T 

Qa 

QB^ 

QC [ 

QD 

RIPPLE-CARRY 
OUTPUT 



[ |12 13 14 15 

I I 1^ COUNT- 

SYNC PRESET 
CLEAR 



INHIBIT- 



ASYNC 
CLEAR 
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TYPES SN54160 THRU SN54163. SN74160 THRU SN74163 
SYNCHRONOUS 4-BIT COUNTERS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




Clock: Req = 2.8 kfi NOM 

Enable T: Rgq = 2 kfi NOM 

Clear, Enable P: Rgq = 4 kH NOM 

A, B, C, D: Req = 6 kfZ NOM 



TYPICAL OF ALL OUTPUTS 



•vcc 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54' Circuits — 55°Cto125°C 

SN74' Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES; 1 . Voltage values, except Interemitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For these circuits, this rating applies between the count 
enable inputs P and T. 

recommended operating conditions 





SN54160,SN54161 
SN54162, SN54163 


SN74160, SN74161 
SN74162, SN74163 


UNIT 


MIN NOM IVIAX 


MIN NOM MAX 


Supply voltage, Vpc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock pulse, ty^idock) 


25 


25 


ns 


Width of clear pulse, "tw(clear) 


20 


20 


ns 


Setup time, tju (see Figures 1 and 2) 


Data inputs A, B, C, D 


20 


20 


ns 


Enable P 


20 


20 


Load 


25 


25 


ClearO 


20 


20 


Hold time at any input, th 








ns 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



^This applies only for '162 and '163, which have synchronous clear inputs. 
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TYPES SN54160 THRU SN54163, SN74160 THRU SN74163 

SYNCHRONOUS 4-BIT COUNTERS 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54160, SN54161 
SN54162,SN54163 


SN74160, SN74161 
SN74162, SN74163 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


VlH 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
lOH = -800mA 


2.4 3.4 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


V|u = 0.8V, 


V|H=2V, 
l0L = 16 mA 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level 
input current 


Clock or enable T 


Vcc = MAX, 


V| = 2.4V 


80 


80 


mA 


Other inputs 


40 


40 


l|L 


Low-level 
input current 


Clock or enable T 


Vcc = MAX, 


V| = 0.4 V 


-3.2 


-3.2 


mA 


Other inputs 


-1.6 


-1.6 


'OS 


Short-circuit output current § 


Vcc = MAX 


-20 


-57 


-18 




-57 


mA 


'CCH 


Supply current, all outputs high 


Vcc = MAX, 


See Note 3 


59 


85 




59 


94 


mA 


'CCL 


Supply current, all outputs low 


Vcc = MAX, 


See Note 4 


63 


91 




63 


101 


mA 



1'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAll typical values are at Vqc = 5 V, T/Sj = 25° C. 
SNot more than one output should be shorted at a time. 

NOTES: 3. IcCH '^ measured with the load input high, then again with the load input low, with all other inputs high and all outputs open. 
4. IqcL '^ measured with the clock input high, then again with the clock input low, with all other Inputs low and all outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^] 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax 






CL = 15pF, 
RL = 400fi, 
See Figures 1 and 2 
and Notes 5 and 6 


25 32 


ns 


IPLH 


Clock 


Ripple 
carry 


23 35 


ns 


tPHL 


23 35 


tPLH 


Clock 
(load input high) 


Any 
Q 


13 20 


ns 


tPHL 


15 23 


tPLH 


Clock 
(load input low) 


Any 
Q 


17 25 


ns 


tPHL 


19 29 


tPLH 


Enable T 


Ripple 
carry 


11 16 


ns 


tPHL 


11 16 


tPHL 


Clear 


Any Q 


26 38 


ns 



"fmax — Maximum clock frequency 
tpLH = propagation delay time, low-to-hlgh-level output 
tpHL — propagation delay time, high-to-low-level output 
NOTES: 5. Load circuit is shown on page 3-10. 

6. Propagation delay for clearing is measured from the clear input for the '160 and '161 or from the clock input transition for the 
'162 and '163. 
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TYPES SN54LS160A, THRU SN54LS163A, SN74LS160A, THRU SN74LS163A, 
SYNCHRONOUS 4-BIT COUNTERS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



^ 



^ 



Data: R^q = 2.5 kfl NOM 

Enable T, Load: R^q = 10 kfi NOM 

Clock, Enable P: R^q - 20 kn NOM 

Clear ('LS160A, 'LS161A): Rgq = 20 kSl NOM 

Clear ('LS162A. 'LS163A): Req = 10 kn NOM 



TYPICAL OF ALL OUTPUTS 
* Vcc 

120 n NOM 



J>A. 



^ 



U" 



N^ 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 7) ^ ^ 

Input voltage ^- • ^^ 

Operating free-air temperature range: SN 54 LS' Circuits -55 C to 125 C 

SN74LS' Circuits 0°C to 70°C 

Storage temperature range ~65 C to 1 50 C 

NOTE 7: Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54LS' 


SN74LS* 


UNIT 


MIN NOM MAX 


MIN 


NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 


5 5.25 


V 


High-level output current, Iqh 


-400. 


-400 


*iA 


Low-level output current, Iql 


.4 


8 


mA 


Clock frequency, fdock 


25 





25 


MHz 


Width of clock pulse, tw{clock) 


25 


25 


ns 


Width of clear pulse, tw(clear) 


20 


20 


ns 


Setup time, tj^ (see Figures 1 and 2) 


Data inputsA,B, C, D 


20 


20 


ns 


Enable P or T 


20 


20 


Load 


20 


20 


ClearO 


20 


20 


Hold time at any input, th 








ns 


Operating free-air temperature, Ta 


-55 125 





70 


°C 



'^ This applies only for 'LS162 and 'LS163, which have synchronous clear inputs. 
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TYPES SN54LS160A THRU SN54LS163A. SN74LS160A THRU SN74LS163A 

SYNCHRONOUS 4-BlT COUNTERS 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDITIONS+ 


SN54LS' 


SN74LS' 


UNIT 




MIN TYPt 


MAX 


MIN TYP* 


MAX 


ViH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage. 


Vcc=MIN, 


1 =-18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc= MM. 
VjL= V|L max. 


V|H = 2V, 
OH = -400 nA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc=MIN, 
V,H = 2V, 
V|L = V|L max 


'OL ~ "* ""A 


0.25 


0.4 


0.25 


0.4 


V 


l0L= S mA 




0.35 


0.5 


Input current 

l| at maximum 

input voltage 


Data or enable P 


Vcc = MAX, 


V| = 7V 


0.1 


0.1 


mA 


Load, clock, or enable T 


0.2 


0.2 


Clear('LS160A,'LS161A) 


0.1 


0.1 


Clear ('LS162A,'LS163A) 


0.2 


0.2 


High-level 

l|H 

mput current 


Data or enable P 


Vcc=MAX, 


V| = 2.7 V 


20 


20 


mA 


Load, clock, or enable T 


40 


40 


ClearCLSieOA, 'LS161A) 


20 


20 


Clear('LS162A, 'LS163A) 


40 


40 


Low-level 

"IL 

input current 


Data or enable P 


Vcc = MAX, 


V| = 0.4 V 


-0.4 


-0.4 


mA 


Load, clock, or enable T 


-0.8 


-0.8 


Clear('LS160A,'LS161A) 


-0.4 


-0.4 


Clear('LS162A,'LS163A) 


-0.8 


-0.8 


'OS Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 


-100 


mA 


'CCH Supply current, all outputs high 


Vcc = MAX, 


See Note 3 


18 


31 


18 


31 


mA 


'CCL Supply current, all outputs low 


Vcc = MAX, 


See Note 4 


19 


32 


19 


32 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at V^c = 5 V, T^ = 25°C. 

8 Not mora than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTES: 3. IcCH '* measured with the load input high, then again with the load input low, with all other inputs high and all outputs open. 

4. Iqq|_ is measured with the clock input high, then again with the clock input low, with all other inputs tow and all outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax 






Cl = 15pF, 
RL = 2kn, 
See Figures 
1 and 2 and 
Notes 8 and 9 


25 32 


MHz 


tPLH 


Clock 


Ripple 
carry 


20 35 


ns 


tPHL 


18 35 


tPLH 


Clock 
(load input high) 


Any 
Q 


13 24 


ns 


tPHL 


18 27 


tPLH 


Clock 
(load input low) 


Any 
Q 


13 24 


ns 


tPHL 


18 27 


^PLH 


Enable T 


Ripple 
carry 


9 14 


ns 


tPHL 


9 14 


<PHL 


Clear 


Any Q 


20 28 


ns' 



^max — Maximum clock frequency 
tpLH = propagation delay time, low-to-high-level output. 
tpHL — propagation delay time, high-to-low-level output. 
NOTES: 8. Load circuit is shown on page 3-11. 

9. Propagation delay for clearing is measured from the clear input for the 'LS160A and 'LS161A or from the clock transition 
for the 'LS162A and 'LS163A. 
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TYPES SN54S162, SN54S163, SN74S162, SN74S163 
SYNCHRONOUS 4-BIT COUNTERS 



REVISED DECEMBER 1980 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



vcc— ^ 



20 kn NOM 
(OPEN FOR CLOCK 
AND DATA INPUTS) 



INPUT — *-• ' 

T 




Enable P or T inputs: Rgq = 1.4knNOM 
Other inputs: Rgq = 2.8 kSJ NOM 



TYPICAL OF ALL OUTPUTS 



-< 





Vcc 

50 n NOM 



-OUTPUT 



/77 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54S162, SN54S163 (see Note 10) -55°Cto125°C 

SN74S162,SN74S163 0°C to 70°C 

Storage temperature range —65 Cto 150 C 

recommended operating conditions 







SN54S162. SN54S163 


SN74S162, SN74S163 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, VqC 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-1 


-1 


mA 


Low-level output current, loL 


20 


20 


mA 


Clock frequency, fdock 


40 


40 


MHz 


Width of clock pulse, twidock) 'high or low) 


10 


10 


ns 


Width of clear pulse, tvv((;|ear) 


10 


10 


ns 


Setup time, tju (see Figure 4) 


Data inputs. A, B, C, D 


4 


4 


ns 


Enable P or T 


12 


12 


Load 


14 


14 


Clear 


14 


14 


Load inactive-state 


12 


12 


Clear inactive-state 


12 


12 


Release time, t^elease '^^^ Figure 4) 


Enable P or T 


4 


4 


ns 


Hold time, th(see Figure 4) 


Data inputs A, B, C, D 


3 


3 


ns 


Load 








Clear 








Operating free-air temperature, T/^ (see Note 10) 


-55 125 


70 


■'c 



NOTES: 1. Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For these circuits, this rating applies between the coun 

enable inputs P and T. 
10. An SN54S162 or SN54S163 in the W package operating at free air temperatures above 91°C requires a heat sink that provides < 
thermal resistance from case to free-air, RgcA' °^ "°* more than SS^C/W. 
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TYPES SN54S162, SN54S163, SN74S162, SN74S163 
SYNCHRONOUS 4-BIT COUNTERS 



REVISED DECEMBER 1980 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54S162 
SN54S163 


SN74S162 
SN74S163 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -18mA 


-1.2 


-1.2 


V 


Vqh 


High-level output voltage 


V|L = 0.8V, 


V|H = 2V, 
Iqh = -1 mA 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
ViL = 0.8V, 


V|H = 2V, 
Iql = 20mA 


0.5 


0.5 


V 


"1 


Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


llH 


High-level input current 


Clock and data Inputs 


Vcc = MAX, 


V| = 2.7V 


50 


50 


HA 


Other inputs 


-10 -200 


-10 -200 


l|L 


Low-level input current 


Enable T 


Vcc = IVIAX, 


V| = 0.5V 


-4 


-4 


mA 


Other Inputs 


-2 


-2 


iqs 


Short-circuit output currents- 


Vcc = I^AX 


-40 -100 


-40 -100 


mA 


'cc 


Supply current 


Vcc = MAX 


95 160 


95 160 


mA 



"^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

■1 All typical values are at V^c = 5 V, T^ = 25 C. 

SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

switching characteristics, VcC = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 






CL=15pF, 

RL = 280n, 

See Figures 1 , 3, and 4 and 

Note 5 


40 70 


MHz 


tPLH 


Clock 


Ripple 
carry 


14 25 


ns 


tPHL 


17 25 


<PLH 


Clock 


Any Q 


8 15 


ns 


«PHL 


10 15 


tPLH 


Enable T 


Ripple 
carry 


10 15 


ns 


tPHL 


10 15 



^max =maximum clock frequency 
tpLH =propagation delay time, low-to-high-level output 
tpHL ^pi'opagation delay time, high-to-low-level output 
NOTE 5: Load circuit is shown on page 3-10. 
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TYPES SN54160 THRU SN54163, SN54LS160AJHRU SN54LS163A 
SN54S162, SN54S163, SN74160 THRU SN74163. 
SN74LS160A THRU SN74LS163A, SN74S162, SN74S163 
SYNCHRONOUS 4-BIT COUNTERS 

PARAMETER MEASUREMENT INFORMATION 



*w(clocl<) • 



CLOCK 
INPUT 



_^F\lJ^^^J^^^^^\^ 



OUTPUT 

Qa 



RIPPLE 
CARRY 
OUTPUT 



la »J— tpLH 

I (measure at tn+i) 



Vref 



I 




U •4— tpHL 

I (measure at tn+4) 




-• "^tPHL 



(measure at tn+2' 



-$f 



VoH 



Vol 



■tPLH 
(measure at tn+2) 



Vref 



-*HtPLH 

(measure at tn+4) 



VOH 



Vol 



VoH 



•Vref 



Vol 



•tpHL (* H— tPLH 

(measure at tp+io (measure at tp+s) 

I ortn+ie) I 

I (See Note B) 



\lbee iNJOte ai 1 y— 
/ref ^V, 
$$ /_ _ 



«i — tpHL 

I (measure at tp-t- 10 
I ortn+ie) (See Note B) 



J^V,ef V,ef 



VoH 



Vol 



VoH 



Vol 



VOLTAGE WAVEFORMS 



NOTES; A. The input pulses are supplied by a generator having the following characteristics: PRR < 1 MHz, duty cycle < 50%, Zqu^ « 50 fi; 
for '160 thru '163, t^ < 10 ns, tf < 10 ns;for'LS160A thru' LS163Atr < 15 ns, tf < 6 ns; and for 'S162, 'SI 63, tf < 2.5 ns, 
tf < 2.5 ns. Vary PRR to measure f max- 

B. Outputs Qd and carry are tested at t^+iQ for '160, '162, 'LS160A,'LS162A and '8162, and at t^+ig for '161, '163,'LS161A 
' LSI 63A, and 'SI 63, where tp is the bit time when all outputs are low. 

C. For '160 thru '163, 'SI 62, and 'SI 63, Vref = 1-5 V; for 'LSI 60A thru 'LSI 63A, Vref = 1.3 V. 

FIGURE 1-SWITCHING TIMES 
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TYPES SN54160 THRU SN54163, SN54LS160A THRU SN54LS163A, 
SI\I74160 THRU SN74163. SI\I74LS160A THRU SN74LS163A 

SYNCHRONOUS 4-BIT COUNTERS 



PARAMETER MEASUREMENT INFORMATION 



CLOCK INPUT 
'160, 'LS160A 
'161,'LS161A 



CLEAR 
INPUT 



Vvref /v,ef 




Vref 



{♦"^wlciear)- 



LOAD 
INPUT 



DATA INPUTS 
A, B, C, and D 



Q OUTPUTS 

'161, 'LSI 61 A 

Qa and Qq OUTPUTS 

'160, 'LS160A 



Qb and Oc OUTPUTS 
'160, 'LSI BOA 



ENABLE Por 
ENABLE T 



RIPPLE 
CARRY 
OUTPUT 






tPHL 



HLJ*- 



CLOCK INPUT 
'162, 'LS162A 
'163, 'LS163A 



"*w(clocl<)- 



/T 



/v^ef \v,ef 



-f V,ef \v,,f J^^ 



Vref 
tPLH ' 



VOH 

Vol 

3V 

OV 
VoH 

Vol 

VoH 

/ Vol 

vol tage waveforms 

NOTES: A. The input pulses are supplied by generators having the following characteristics; PRR < 1 IVIHz, duty cycle < 50%, Zq^ »» 50 f2; 
for '160 thru '163, t^ < 10 ns, tf < 10 ns^and for 'LS160A thru 'LSI 63A, t^ < 15 ns, tf < 6 ns. 

B. Enable P and enable T setup times are measured at tp+Q. 

C. For '160 thru '163, V^ef = 1.5 V; for 'LSI 60A thru 'LS163A, V^ef = 1.3 V. 

FIGURE 2-SWITCHING TIMES 



Q OUTPUTS 

'163, 'LS163A 

Qa and Qq OUTPUTS 

'162, 'LS162A 



Vref 



tPHL 



tPLH 



Vref 

tPLH (measure at tn+2 or tn+4) 



1/ 
-f Vref 



OV 
3 V 

OV 
3 V 

OV 
3V 

OV 
VoH 

Vol 

VoH 



\_JF^\l 



Vol 



tPLH— j*- 



\ U ►!— tpHL 



I 



Vref 
tPLH (measure at tn+2 oi" tn+4) 



Qb and Qc OUTPUTS 
'162, 'LS162A 



\v. 



;j^V,ef 
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TYPES SN54S162, SN54S163, SN74St62, SN74S163 
SYNCHRONOUS 4-BIT COUNTERS 



PARAMETER MEASUREMENT INFORMATION 



ENABLE T 
INPUT 



CARRY 
OUTPUT 



^ 



N tpLH 



'PHL 



IT" 

-4-^.5v 



-X- 1.5 V 



■VOH 



VOLTAGE WAVEFORMS 

NOTES: A. The input pulse is supplied by a generator having the following characteristics: t,. < 2.5 ns, tf < 2.5 ns, PRR < 1 MHz, duty 
cycle < 50%, Zo^t *= 50 H. 
B. tp|_|_| and tp|_|L from enable T input to carry output assume that the counter is at the maximum count (Q;^ and Qp high for 
'S162, all Q outputs high for 'S163). 

FIGURE 3-PROPAGATION DELAY TIMES FROM ENABLE T INPUT TO CARRY OUTPUT 

\« 'w(clock) 1^ 

y* — 'w(clock) — M I 



CLOCK 
INPUT 



CLEAR 
INPUT 



LOAD 
INPUT 



^ '/ ^ J \ / 

■\i.5v 7ri-5v "x^-^^ ir'^-^^ \ 7ri-^v 

\ /" A n \ /l 



I (active state) 
I 



inactive state) 



JL-. 



*w(clear) 



I* th 



inactive state) 



+ 1.5V I -/l.! 



M — «h 



DATA INPUTS 
A, B, C, and D 



!/ \r~" 

/ \_ 



U >| tr 



ENABLE P or 
ENABLE T 



P \ 



VOLTAGE WAVEFORMS 

NOTE A: The input pulses are supplied by generators having the following characteristics: t^ < 2.5 ns, tf < 2.5 ns, PRR < 1 MHz, duty 
cycle < 50%, Zg^t " 50 Q.. 

FIGURE 4-PULSE WIDTHS, SETUP TIMES, HOLD TIMES, AND RELEASE TIME 



7-204 



Texas Instruments 

INCORPORATED 
POST OFFICE BOX 5012 • DALLAS, TEXAS 75222 



g 7> 



H 
m 

X 

> 
w 

H 

c 
z 
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N-BIT SYNCHRONOUS COUNTERS 

This application demonstrates how the look-ahead carry circuit can be used to implement a high-speed n-bit counter. The '160, '162, 
'LS160A, 'LS162A, or 'S162 will count in BCD and the '161, '163, 'LS161 A, 'LS163A or 'S163 will count in binary. Virtually any count 
mode (modulo-N, Ni-to-N2, Ni-to-maximum) can be used with this fast look-ahead circuit. 









INPUTS 
A 


-H 








INPUTS 
A 




INPUTS 
A 




INPUTS 
A 






/ \ 




/ 


\ 


/ V 


/ \ 






i _L^ 






_L 








i 






J_ I 








LD A B C D 






LD A BCD 






LD A B C D 






LD A B C D 




H = COUNT _j 




ENP 






ENP 








EN P 






ENP 




L = DISABLE 
















H = COUNT 


RIPPLE 
ENT CARRY 
OUTPUT 




ENT 


RIPPLE 
CARRY 
OUTPUT 




RIPPLE 
ENT CARRY 
OUTPUT 




RIPPLE 
ENT CARRY 
OUTPUT 




L = DISABLE 












>CK 
CLR Qa Qb Qc Od 










>CK 

CLR Qa Qb Qc Qd 




>CK 

CLR Qa Qb Qc ^d 












CLR Qa Qb Qc Od 
































( 


[ 












o 














9 
















\_ 








/ 






\ 








/ 




\_ 








_/ 




\_ 








/ 






-v 




V 


V 


>_ ^ 




OUTPUTS 




OUTPUTS 


OUTPUTS 


OUTPUTS 


CLOCK- 1 


1 ( 


1 


n i > 



TOMORE- 
> SIGNIFICANT 
STAGES 



-< 
TJ 
m 
CO 

C/3 

2 

CJ1 

00 ^ 

z en 

XOSCJI 



o 



CO 
C02 

J^C/jS 
Si""" 



CO 



O) 



CO^'*' 
4^*0 = 

S2-<g 

rococo 

CO en 
2C0 4:k 

4^«njCO 

CO -^m 
0)0>CJ 
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ni TYPES SN54164, SN54L164, SN54LS164, SN74164, SN74L164, SN74LS164 
MSI 8-BIT PARALLEL-OUT SERIAL SHIFT REGISTERS 

BULLETIN NO. DL-S 761 1835, MARCH 1974-RFVISED OCTOBER 1976 



Gated (Enable/Disable) Serial Inputs 
Fully Buffered Clock and Serial Inputs 
Asynchronous Clear 



I 

TYPE 


TYPICAL 

MAXIMUM 

CLOCK FREQUENCY 


TYPICAL 
POWER DISSIPATION 


'164 


36 MHz 


21 mW per bit 


■LI 64 


18MH2 


11 mW per bit 


•LS164 


36 MHz 


10 mW per bit 


description 







These 8-bit shift registers feature gated serial Inputs 
and an asynchronous clear. The gated serial Inputs (A 
and B) permit complete control over incoming data as 
a low at either (or both) input(s) inhibits entry of the 
new data and resets the first flip-flop to the low level 
at the next clock pulse. A high-level input enables the 
other input which will then determine the state of the 
first flip-flop. Data at the serial inputs may be changed whi 
setup requirements will be entered. Clocking occurs on the 
diode-clamped to minimize transmission-line effects. 



SN54164, SN54LS164 ... J OR W PACKAGE 

SN54L164, SN74L164 ... J, N, OR T PACKAGE 

SN74164, SN74LS164 ... J OR N PACKAGE 

(TOP VIEW) 



Vcc '°H °G °F °E 'CLEARCLOCK 

14 jilJi^Uiru^UT. 8 _ 




1 


- 




r- 


°H °G °F °E CLEAR 
A CK< 

B °A °B °C °D 









iiiiinijMijALriij 

A B Q. Qr Or Qn GND 



SERIAL INPUTS 



positive logic: see function table 



e the clock is high or low, but only information meeting the 
low-to-high-level transition of the clock input. All inputs are 



Series 54, 54L, and 54LS devices are characterized for operation over the full military temperature range of 
125°C; Series 74, 74L, and 74LS devices are characterized for operation from 0°C to 70°C. 



-55 C to 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


CLOCK 


A 


B 


Qa Qb ... Oh 


L 
H 
H 
H 
H 


X 

L 
t 
t 
t 


X 
X 

H 

L 
X 


X 
X 

H 
X 

L 


L L L 

Qao Qbo Qho 

H QAn QGn 
L QAn QGn 
L QAn QGn 



schematics of inputs and outputs 



H = high level (steady state), L = low level (steady state) 

X = irrelevant (any input, including transitions) 

t = transition from low to high level. 

Q^Q, Qbq. QhO~ *^^ \eve\ of Q/^, Qs, or Q|-|, respectively, before the indicated 

steady-state input conditions were established. 
"^An. Qcn - ^^^ l*v®' °* '^A °' ^G before the nnost-recent t transition of the 
clock; indicates a one-bit shift. 



EQUIVALENT OF EACH INPUT 


TYPICAL OF ALL OUTPUTS 


Vcc t 

SBeq 


r 


INPUT^ 


^-J^\_. 


. 


"\ 


i 


■ ] 


r 
r 

7 


< OUTPUT 




n 


'164: Req = 4 kn NOM 


^ ^ 


'L164: Req = 8 kI2 NOM 


rh 




'164: R = 200 Q. NOM 




'L164: R = 400 fi NOM 



INPUT 9 J 4 



Clear, clocl<: 17 kn NOM 
Serial In: 25 kn NOM 



120 n NOM 
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TYPES SN54164, SN54L164, SN54LS164, SN74164, SN74U64, SN74LS164 
8-BIT PARALLEL-OUT SERIAL SHIFT REGISTERS 



REVISED OCTOBER 1976 



typical clear, shift, and clear sequences 




OUTPUTS <^ 



functional block diagram 



CLEAR ■ 
CLOCK. 






SERIAL 
INPUTS 



^Bii 




CLEAR 
R Qa 
>CK 



OUTPUT 

Oa 



CLEAR 
R Qc 



OUTPUT 
Ob 



OUTPUT 

Qc 



CLEAR 
R Qe 



(101 
OUTPUT 



CLEAR 
R Qg 



OUTPUT 

Op 



CLEAR 
R Qh 



OUTPUT 
°G 



OUTPUT 

Qh 
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TYPES SN54164, SN74164 

8-BIT PARALLEL-OUT SERIAL SHIFT REGISTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54164 — 55°Cto125°C 

SN74164 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 ; Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54164 


S1M74164 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, VqC 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


mA 


Low-level output current, Iql 


8 


8 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock or clear input pulse, t,^ 


20 


20 


ns 


Data setup time, tju (see Figure 1 ) 


15 


15 


ns 


Data hoici tinne,th (see Figure 1) 


5 


5 


ns 


Operating free-air temperature, T;^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54164 


SN74164 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = IVIIN, V|H = 2V, 
V|L = 0.8V, Ioh = -400mA 


2.4 3.2 


2.4 3.2 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 8mA 


0.2 0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V, 


1 


1 


mA 


l|H High-level input current 


Vcc=MAX, V| = 2.4V 


40 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-1.6 


-1.6 


mA 


Iqs Short-circuit output current§ 


Vcc=MAX 


-10 -27.5 


-9 -27.5 


mA 


Ice Supply current 


Vcc= MAX, 
See Note 2 


V|(dock) = 0.4V 


30 


30 


mA 


V|(clock) = 2.4V 


37 54 


37 54 



^For conditions shown at MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^AII typical values are at Vqc = 5 V, T/^ = 25°C. 

§Not more than two outputs should be shorted at a time. 

NOTE 2: \qq is measured with outputs open, serial inputs grounded, and a momentary ground, then 4.5 V, applied to clear. 



switching characteristics, Vcc = 5 V, Ta 


= 25°C 








PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax Maximum clock frequency 


Rl = 800 n. 

See Figure 1 


Cl= 15pF 


25 36 


MHz 


Propagation delay time, high-to-low-level 
tp(-|L 

Q outputs from clear input 


Cl= 15 pF 


24 36 


ns 


CL = 50pF 


28 42 


Propagation delay time, low-to-high-level 

tpl u 

Q outputs from clock input 


Cl= 15pF 


8 17 27 


ns 


Cl = 50pF 


10 20 30 


Propagation delay time, high-to-low-level 

tpui 

Q outputs from the clock input 


Cl= 15pF 


10 21 32 


ns 


Cl = 50pF 


10 25 37 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54L164 — 55°Cto125°C 

SN74L164 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 ; Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54L164 


SN74L164 


UNIT 


MIN MOM 


MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 5 5.25 


V 


High-level output current, Iqih 


-200 


-200 


mA 


Low-level output current, Iql 


4 


4 


mA 


Clock frequency, fdock 





12 


12 


MHz 


Width of clock or clear input pulse, t^ 


40 


40 


ns 


Data setup time, tju (see Figure 1 ) 


30 


30 


ns 


Data hold time, tf, (see Figure 1) 


10 


10 


ns 


Operating free-air temperature, T^ 


-55 


125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCOlMDITIONSt 


SN54L164 


SN74L164 


UNIT 


MIN TYPt 


MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V||_ Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| =-12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc= MIN, 
V|L = 0.8V, 


V|H = 2V, 
lOH = -200 mA, 


2.4 3.2 


2.4 3.2 


V 


Vql Low-level output voltage 


Vcc= I^IN, 
V|L = 0.8V, 


V,H = 2V, 
Iql = 4 mA 


0.2 


0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


Vi = 5.5V 


1 


1 


mA 


l|l-l High-level input current 


Vcc = WIAX, 


V| = 2.4 V 


20 


20 


mA 


l|l_ Low-level input current 


Vcc= MAX, 


V| = 0.4V 


-0.8 


-0.8 


mA 


Iqs Short-circuit output current § 


Vcc = MAX 


-5 


-20 


-4 -20 


mA 


Ice Supply current 


Vcc = MAX, 


See Note 3 


19 


27 


19 27 


mA 



^For conditions shown at MIN or MAX, use the appropriate value specified under recommended operating conditions. 

$AII typical values are at V^c = 5 V, T^ = 25°C 

§Not more than two outputs should be shorted at a time. 

NOTE 3: Iqq is measured with outputs open, serial inputs grounded, the clock input at 2.4 V, and a momentary ground, then 4.5 V, applied to 



switching characteristics, Vcc = 5 V, Ta 


= 25°C 








PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max Maximum clock frequency 


Rl = 800 JJ, 
See Figure 1 


Cl= 15pF 


12 18 


MHz 


Propagation delay time, high-to-low-level 

tpui 

Q outputs from clear input 


Cl= 15 pF 


48 72 


ns 


Cl = 50 pF 


56 84 


Propagation delay time, low-to-high-level 
tpLH 

Q outputs from clock input 


Cl= 15pF 


8 34 54 


ns 


CL = 50pF 


10 20 60 


Propagation delay time, high-to-low-level 

tpui 

Q outputs from the clock input 


Cl= 15pF 


10 42 64 


ns 


CL = 50pF 


10 50 74 



Texas Instruments 

INCORPORATED 
POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



7-209 



TYPES SN54LS164. SI\I74LS164 

8-BIT PARALLEL-OUT SERIAL SHIFT REGISTERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7V 

Operating free-air temperature range: SN54LS164 — 55°Cto125°C 

SN74LS164 0°C to 70°C 

Storage, temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network grouncJ terminal. 



recommended operating conditions 





SN54LS164 


SN74LS164 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


UA 


Lovu-level output current, Iql 


4 


8 


mA 


Clock frequency, fclock 


25 


25 


MHz 


Width of clock or clear input pulse, t^,, 


20 


20 


ns 


Data setup time, tju (see Figure 1) 


15 


15 


ns 


Data hole) time,th (see Figure 1) 


5 


5 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air 


temperature range 


(unless otherwise noted) 


PARAMETER 


TESTCONDITIONSf 


SN54LS164 


SN 74 LSI 64 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L=V|Lmax, loH = — 400mA 


2.5 3.5 


2.7 3.5 


V 


Vol 


Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = VjL max 


l0L = 


4 mA 


0.25 


0.4 


0.25 0.4 


V 


IOL = 


8 mA 




0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V|=7V 


0.1 


0.1 


mA 


l|H 


High-level input current 


Vcc = MAX, V| = 2.7V 


20 


20 


^A 


l|L 


Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


IQS 


Short-circuit output current^ 


Vcc = MAX 


-20 


-100 


-20 -100 


mA 


Ice 


Supply current 


Vcc = MAX, See Note 3 


16 


27 


16 27 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditio 
Jam typical values are at Vqc = 5 V, Ta = 25°C. 

iNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 3: Icc '* measured with outputs open, serial inputs grounded, the clock input at 2.4 V, and a momentary ground, th 
to clear. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



en 4.5 V applied 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


'max 


Maximum clock frequency 


CL=15pF, RL = 2kn, 
See Figure 1 


25 


36 




MHz 


tPHL 


Propagation delay time, high-to-low-level O outputs from clear Input 




24 


36 


ns 


tPLH 


Propagation delay time, low-to-high-level Q outputs from clock input 




17 


27 


ns 


tpHL 


Propagation delay time, high-to-low-level Q outputs from clock input 




21 


32 


ns 
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PARAMETER MEASUREMENT INFORMATION 



AANDB 

PULSE 

GENERATOR 



CLOCK 

PULSE 

GENERATOR 



CLEAR 

PULSE 

GENERATOR 



VCC 



CLEAR 

— — 



T 



5\ ..:.... 



(See Note B) 



TEST CIRCUIT 



tw(clear) 



CLEAR 
PULSE 
GENERATOR 
(PRR< 1 MHz) 



CLOCK 
PULSE 

GENERATOR 
(PRR < 1 MHz) 




Vol 



VOLTAGE WAVEFORMS 

A. The pulse generators have the following characteristics: duty cycle < 50%, Zgut "^^ 50 fl; for '164 and 'L164, tf < 10 ns, 
tf < 10 ns, and for 'LSI 64, t^ < 15 ns, tf < 6 ns. 

B. Cl includes probe and jig capacitance. 

C. All diodes are 1N3064 or 1N916. 

D. Q^ output is illustrated. Relationship of serial input A and B data to other Q outputs is illustrated in the typical shift sequence. 

E. Outputs are set to the high level prior to the measurement of tp|_( |_ from the clear input. 

F. For '164 and 'L164, V^ef = 1.5 V; for 'LS164, Vf^f = 1.3 V. 

FIGURE 1-SWITCHING TIMES 
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Complementary Outputs 
Direct Overriding Load (Data) Inputs 
Gated Clock Inputs 
• Parallel-to-Serial Data Conversion 





TYPICAL MAXIMUM 


TYPICAL 


TYPE 


CLOCK FREQUENCY 


POWER DISSIPATION 


165 


26 MHz 


210mW 


LSI 65 


35 MHz 


105 mW 



description 

The '165 and 'LS165 are 8-bit serial shift registers 
that shift the data in the direction of Qa toward 
Qh when cJociced. Parallel-in access to each stage is 
made available by eight individual direct data inputs 
that are enabled by a low level at the shift/load 
input. These registers also feature gated clock inputs 
and complementary outputs from the eighth bit. All 
inputs are diode-clamped to minimize 
transmission-line effects, thereby simplifying system 
design. ' 



SN54165, SN54LS165 ... J OR W PACKAGE 

SN74165, SN74LS165 ... J OR N PACKAGE 

(TOP VIEW) 



CLOCK 



PARALLEL INPUTS 



Vcc INHIBIT 'd C B A INPUT 



TLfljJlllliJllJlLJliALr 



SHIFT/ CLOCK , E 



H , OUTPUT GND 



PARALLEL INPUTS 



positive logic: see description 



Clocking is accomplished through a 2-input positive-NOR gate, permitting one input to be used as a clock-inhibit 
function. Holding either of the clock inputs high inhibits clocking and holding either clock input low with the 
shift/load input high enables the other clock input. The clock-inhibit input should be changed to the high level only 
while the clock input is high. Parallel loading is inhibited as long as the shift/load input is high. Data at the parallel 
inputs are loaded directly into the register on a high-to-low transition of the shift/load input independently of the levels 
of the clock, clock inhibit, or serial inputs. 



FUNCTION TABLE 



INPUTS 


INTERNAL 
OUTPUTS 


OUTPUT 

Qh 


SHIFT/ 
LOAD 


CLOCK 
INHIBIT 


CLOCK 


SERIAL 


PARALLEL 


A...H 


Qa Qb 


L 


X 


X 


X 


a .. .h 


a b 


h 


H 


L 


L 


X 


X 


Qao Qbo 


Qho 


H 


L 


t 


H 


X 


H QAn 


QCn 


H 


L 


t 


L 


X 


L QAn 


QGn 


H 


H 


X 


X 


X 


Qao Qbo 


Qho 



See explanation of function tables on page 3-8. 



schematic of inputs and output 

'165 



EQUIVALENT OF EACH INPUT 

Vcc 




Shift/load: Boq-3knNOM 
Other inputs: Rgq*6knNOM 



TYPICAL OF BOTH OUTPUTS 




EQUIVALENT OF EACH INPUT 

vcc- 



Clock, clock inhibit: Req = 17knN0M 
Parallel inputs, 

serial input: Req - 24 kn NOIVI 

Shift/load: Req = 5.7 kn NOM 



TYPICAL OF BOTH OUTPUTS 

Vcc 
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functional block diagram 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage: SN54165,SN74165 5.5 V 

SN54LS165,SN74LS165 7V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54165, SN54LS165 -55°Cto 125°C 

SN74165,SN74LS165 0°C to 70°C 

Storage temperature range -65°Cto150°C 

NOTES: 1. Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. This rating applies tor the '165 to the shift/load input m 
conjunction with the clock-inhibit inputs. 
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recommended operating conditions 





SN54165 


SN74165 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


HA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


20 


20 


MHz 


Width of clock input pulse, t^{c.|o(.k) 


25 


25 


ns 


Width of load input pulse, t^^doad) 


15 


15 


ns 


Clock-enable setup time, tju (see Figure 1) 


30 


30 


ns 


Parallel input setup time, tju (see Figure 1 ) 


10 


10 


ns 


Serial input setup time, tju (see Figure 2) 


20 


20 


ns 


Shift setup time, tju (see Figure 2) 


45 


45 


ns 


Hold time at any input, tj, 








"ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54165 


SN74165 


UNIT 


MIN TYPJ 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -12 mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8 V, 


V,H = 2V, 
Iqh = -800 /iA 


2.4 3.4 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8 V, 


V|H = 2V, 
Iql = 16 mA 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5 V 


1 


1 


mA 


l|H 


High-level input current 


Shift/load 


Vcc = MAX, 


V| = 2.4 V 


80 


80 


HA 


Other inputs 


40 


40 


l|L 


Low-level input current 


Shift/load 


Vcc = MAX, 


V| =0.4 V 


-3.2 


-3.2 


mA 


Other inputs 


-1.6 


-1.6 


lOS 


Short-circuit output currents 


Vcc = MAX 


-20 


-55 


-18 




-55 


mA 


Ice 


Supply current 


Vcc = MAX, 


See Note 3 


42 


63 




42 


63 


mA 



NOTE 3: With the outputs open, clock inhibit and clock at 4.5 V, and a clock pulse applied to the shift/load input, \qq is measured first 
with the parallel inputs at 4.5 V, then with the parallel inputs grounded, 
f For conditions shown asMINorlVIAX,use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vqq = 5 V, T;^ = 25°C. 
§ Not more than one output should be shorted at a time. 



switching characteristics, Vcc = 5 V, Ta = 25°C 



parameter!! 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 






Cl= 15 pF, Rl = 400 52, 
See figures 1 thru 3 


20 26 


MHz 


»PLH 


Load 


Any 


21 31 


ns 


»PHL 


27 40 


'PLH 


Clock 


Any 


16 24 


ns 


*PHL 


21 31 


'PLH 


H 


Qh 


11 17 


ns 


'PHL 


24 36 


'PLH 


H 


Qh 


18 27 


ns 


tPHL 


18 27 



^max ^ maximum clock frequency 
tpLH ^ propagation delay time, low-to-high-level output 
tp|_n_ ^ propagation delay time, high-to-low-level output 
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recommended operating conditions 





SN54LS165 


SN74LS165 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fciock 


25 


25 


MHz 


Width of clock input pulse, t,„((;|ock) 


25 


25 


ns 


Width of load input pulse, tw(load) 


15 


15 


ns 


Clock-enable setup time, tjuCsee Figure 1) 


30 


30 


ns 


Parallel input setup time, tju (see Figure 1 ) 


10 


10 


ns 


Serial input setup time, tju (see Figure 2) 


20 


20 


ns 


Shift setup time, tju (see Figure 2) 


45 


45 


ns 


Hold time at any input, tj, 








ns 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


SN54LS165 


SN74LS165 


UNIT 


MIN TYPt 


MAX 


MIN 


TYP* 


MAX 


V|H 


High-level Input voltage 




2 


2 


V 


VlL 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


ll =-18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc=MIN, 
V|L = V|Lmax, 


V|H = 2V, 

Iqh — 400 ma 


2.5 3.5 


2.7 


3.5 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|H = 2V, 
V|L = V|Lmax, 


IOL = 4 TiA 


0.25 


0.4 




0.25 


0.4 


V 


IOL = 8mA 






0.35 


0.5 


Input current at 
l| 

maximum input voltage 


Shift/load 


Vcc = MAX, 


V, = 7V 


0.3 


0.3 


mA 


Other Inputs 


0.1 


0.1 


l|H 


Low-level input current 


Shift/load 


Vcc = MAX, 


V,=2.7V 


60 


60 


mA 


Other inputs 


20 


20 


"IL 


Low-level input current 


Shift/load 


Vcc = MAX, 


V| = 0.4V 


-1.2 


-1.2 


mA 


Other inputs 


-0.4 


-0.4 


lOS 


Short-circuit output current § 


Vcc = MAX 


-20 


-100 


-20 




-100 


mA 


Ice 


Supply current 


Vcc = MAX, 


See Note 3 


21 


36 




21 


36 


mA 



NOTES: With the outputs open, clock inhibit and clock at 4.5 V, and a clock pulse applied to the shift/load input, \qq is measured first 

with the parallel inputs at 4.5 V, then with the parallel inputs grounded. 
^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
^All typical values are at Vcc = 5 V, T^ = 25°C. 
§ Not more than one output should be shorted at a time, and the duration of the short-circuit should not exceed one second. 



o iMui more xnan una ouipui snuuia De snuriea ai: a Liriie, anu iri« 

switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 






Cl= 15 pF, RL = 2kn, 
See figures 1 thru 3 


25 35 


MHz 


tPLH 


Load 


Any 


22 35 


ns 


»PHL 


22 35 


'PLH 


Clock 


Any 


27 40 


ns 


tPHL 


28 40 


tPLH 


H 


Qh 


14 25 


ns 


tPHL 


21 30 


'PLH 


H 


Qh 


21 30 


ns 


«PHL 


16 25 



tf„ 



clock frequency 



tpLH = propagation delay time, low-to-high-level output 
*PHL — propagation delay time, high-to-low-level output 
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!5 rn 

o X 

n 

a - 
z^_ 

S oZ 
• =H 

: z 



CLOCK INHIBIT 
INPUT 



/ 



v. 



3 V 

^(Disable while 
clock is high 



-U-H 



CLOCK 
INPUT 



F AND H 

INPUTS 

(See Notes A and B 



\ 



— V 
3 V 



SHIFT/ 
LOAD 



OUTPUT 

Qh 



OUTPUT 

Qh 




/v,ef Vv, 



^Vref \vref -fV.ef 

/, ^ IN Q ov 

U«.tw(clock)*4 I 



(*-tw(load)H.^ ' ' 



f^ 



tPHL I* »| 



^ w.oaa,^^ VH-twdoad,-.^ / 

/ iC^ref y^Vref ^V^ef -^Vrei 

:PLH-f« — *i 



\±f~T\ 



|-tPHL 
ref 



tPLH-4« — ^ \ * * \ tpHL 'PLH- 



•Vref 
■tPHL 



>l-tpHL 






tPLH- 



i*— H 



V 
3 V 



VOH 



Vol 



T^Vref ^Vref y^V^ef ^cVref ^ V^ef 



h— H— 'PHL 

\T VoH 



V,ef 



NOTES: A. The remaining six data inputs and the serial input are low. 

B. Prior to test, high-level data is loaded into H input. 

C. The input pulse generators have the following characteristics: PRR < 1 MHz, duty cycle < 50% 'Z^ut *= 50 H; for '165, tr < 10 ns, tf < 10 ns; 
for 'LS165, tr < 15 ns, tf < 6 ns. 

D. For '165, Vref = 1.5 V; for 'LS165, V^ef = 1.3 V. FIGURE 1-VOLTAGE WAVEFORMS 



Vol 























SHIFT/ 
LOAD 


h 










TEST 
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vCl 




CLOCK 
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red 
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ns. 
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NOTES: A 
B. 
C. 


The eight data inp 

attn+7- 

The input pulse g 
Zout '^ 50 "; *or 
For '165, Vref = 1 


tn 

the clock-inhibit input are low. Results are monito 

s have the following characteristics: PRR < 1 IVIHz 
< 10 ns, tf < 10 ns; for 'LS165, tr < 15 ns, tf < 6 

Dr 'LS165, Vref = 1-3 V. 

RE 2-VOLTAGE WAVEFORMS 


NOTES: A. Cl includes probe and jig capacitance. 
B. All diodes are IN3064. 

FIGURE 3-LOAD CIRCUIT FOR 
SWITCHING TESTS 
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TTL TYPES SN54166, SN54LS166, SN74166, SN74LS166 

MSI 8-BIT SHIFT REGISTERS 

BULLETIN NO. DL-S7711808, OCTOBER 1976-REVISED AUGUST 1977 



• Synchronous Load 

• Direct Overriding Clear 

• Parallel to Serial Conversion 





TYPICAL MAXIMUM 


TYPICAL 


TYPE 


CLOCK FREQUENCY 


POWER DISSIPATION 


'166 


35 MHz 


360 mW 


'LSI 66 


35 MHz 


110 mW 



functional block diagram 



,i2H> 



SERIAL INPUT ■ 
SHIFT/LOAD ■ 



CLOCK 
CLOCK INHIBIT 



^^> 




SN54166, SN54LS166 ... J OR W PACKAGE 

SN74166, SN74LS166 ... J OR N PACKAGE 

(TOP VIEW) 



PARALLEL PARALLEL INPUTS 

SHIFT/ INPUT OUTPUT; ^ > 

Vcc LOAD H Qh G F E CLEAR 
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SHIFT/ H Qh G F E 
LOAD 

SERIAL „, p.p 
INPUT CLEAR 

CLOCK 
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II 
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■ 3 


4 


■ 5 ■ 


■ 6 


7 
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PARALLEL INPUTS 



D CLOCK CLOCK GND 
INHIBIT 



positive logic: see description 



-(jh> ■ ■ ■ dynamic input activated by transition from a high ievui to n lowi lovei. 



description 

The '166 and 'LSI 66 8-bit shift registers are 
compatible with most other TTL and DTL logic 
families. All '166 and 'LSI 66 Inputs are buffered to 
lower the drive requirements to one Series 54/74 or 
Series 54LS/74LS standard load, respectively. Input 
clamping diodes minimize switching transients and 
simplify system design. 

These parallel-in or serial-in, serial-out shift registers 
have a complexity of 77 equivalent gates on a 
monolithic chip. They feature gated clock inputs and 
an overriding clear input. The parallel-in or serial-in 
modes are established by the shift/load input. When 
high, this input enables the serial data input and 
couples the eight flip-flops for serial shifting with 
each clock pulse. When low, the parallel (broadside) 
data inputs are enabled and synchronous loading 
occurs on the next clock pulse. During parallel 
loading, serial data flow is inhibited. Clocking is 
accomplished on the low-to-high-level edge of the 
clock pulse through a two-input positive NOR gate 
permitting one input to be used as a clock-enable or 
clock-inhibit function. Holding either of the clock 
inputs high inhibits clocking; holding either low 
enables the other clock input. This, of course, allows 
the system clock to be free-running and the register 
can be stopped on command with the other clock 
input. The clock-inhibit input should be changed to 
the high level only while the clock input is high. A 
buffered, direct clear input overrides all other inputs, 
including the clock, and sets all flip-flops to zero. 
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TYPES SN54166, SN54LS166, SN74166, SN74LS166 
8-BIT SHIFT REGISTERS 



typical clear, shift, load, inhibit, and shift sequences 

--°« _rTJlJlJ~LJlJ~LJlJ"lJlJ~LJlilJ"lJ\JTJlJ^^ 





n ! 




1 




CLOCK INHIBIT 


1 


"n 1 










CLEAR 
SERIAL INPUT 


1 h 1 










SHIFT/LO 


AD 
A 
B 
C 
D 
E 
F 
G 
H 




1 H 1 1 .1 






L 1 1 , 






1 H 1 1 1 1 






L . 1 1 


INPUTS *■ 




1 HI [ 1 1 






lI I I 






1 HI 1 1 1 






1 H 1 1 1 1 




— ! 1 




1 1 




OUTPUT Qh 


1 1 


H H|L|H|L|H|L 


H 1 



I h- 

CLEAR 



-SERIAL SHIFT- 



-\ I^INHIBIT^ I— 



SERIALSHIFT- 



FUNCTION TABLE 



INPUTS 


INTERNAL 
OUTPUTS 


OUTPUT 

Qh 


CLEAR 


SHIFT/ 
LOAD 


CLOCK 
INHIBIT 


CLOCK 


SERIAL 


PARALLEL 


A...H 


Qa Qb 


L 


X 


X 


X 


X 


X 


L L 


L 


H 


X 


L 


L 


X 


X 


Qao Qbo 


Qho 


H 


L 


L 


t 


X 


a...h 


a b 


h 


H 


H 


L 


t 


H 


X 


H QAn 


QGn 


H 


H 


L 


t 


L 


X 


L QAn 


QGn 


H 


X 


H 


t 


X 


X 


Qao Qbo 


Qho 



See explanation of function tables on page 3-8. 



schematics of inputs and outputs 

•166 



EQUIVALENT OF EACH INPUT 



vcc 





VCC 



OUTPUT 



EQUIVALENT OF EACH INPUT 

V^ 1 

|Req 
INPUT ■• JH I 



Parallel and 

serial Inputs: Rgq = 24 kn NOM 
Others: Rgq = 17 kn NOM 




Vcc 
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TYPES SN54166, SN74166 
8-BIT SHIFT REGISTERS 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54166 (see Note 2) -55°Cto125°C 

SN74166 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

recommended operating conditions 





SN54166 


SN74166 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-800 


-SOO 


ma 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock or clear pulse, t^ (see Figure 1 ) 


20 


20 


ns 


Mocje-control setup time, tj^ 


30 


30 


ns 


Data setup time, tju (see Figure 1) 


20 


20 


ns 


Hoici time at any input, t^ (see Figure 1) 








ns 


Operating free-air temperature, T/:^(see Note 2) 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54166 


SN74166 


UNIT 


MIN TYPt MAX 


MIN TVPt MAX 


VlH High-level input voltage 




2 


2 


V 


ViL Low-levellnput voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -800 mA 


2.4 3.4 


2.4 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|u = 0.8V, Iql = 16 mA 


0.2 0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, Vj =5.5V 


1 


1 


mA 


llH High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-1.6 


-1.6 


mA 


lOS Short-circuit output current! 


Vcc = MAX 


-20 -57 


-18 -57 


mA 


Ice Supply current 


Vcc = MAX, See Note 3 


90 127 


90 127 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAll typical values are at Vcc = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTES: 1 . Voltage values are with respect to networl< ground terminal. 

2. An SN54166 in the W pacl<age operating at free-air temperatures above 113 C requires a heat-sinl< that provi 
resistance from case to free air, R^CA' °^ "°^ more than A8^C/VJ. 

3. With all outputs open, 4.5 V applied to the serial input, all other inputs except the clock grounded. Ice 'S fri* 
momentary ground, then 4.5 V, is applied to the clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



des a thermal 
lasured after a 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max Maximum clock frequency 


Cl=15pF, RL = 400n, 
See Figure 1 


25 35 


MHz 


Propagation delay time, high-to- 
low-level output from clear 


23 35 


ns 


Propagation delay time, high-to- 

•PHL 

low-level output from clock 


20 30 


ns 


Propagation delay time, low-to- 
tpLH 

high-level output from clock 


17 26 


ns 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS166 — 55°Cto125°C 

SN74LS166 0°C to 70°C 

Storage temperature range — 65°Cto150°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54LS166 


SN74LS166 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


^A 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock or clear pulse, tw (see Figure 1 ) 


30 


30 


ns 


Mode-control setup time, tju 


30 


30 


ns 


Data setup time, tju (see Figure 1) 


20 


20 


ns 


Hold time at any input, th (see Figure 1) 


15 


15 


ns 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS166 


SN74LS166 


UNIT 




MIN TYPt MAX 


MIN TYP* MAX 


V||-| High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max, Iqh = -400iuA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level cxjtput voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max 


Iql = 4 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current at maximum 
l| 

input voltage 


Vcc = MAX, V| = 7V 


0.1 


0.1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


HA 


1 1 L Low-level input current 


Vcc = MAX, V| 0.4 V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output current§ 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


•CC Supply current 


Vcc = MAX, See Note 3 


22 38 


22 38 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
^All typical values are at Vqc = 5 V, T/\ = 25°C. 

SNot more than one output should be shorted at a time, and duration of short-circuit should not exceed one second. 

NOTE 3: With all outputs open, 4.5 V applied to the serial input and all other inputs except the clock grounded. Ice 's measured after a 
momentary ground, then 4.5 V, is applied to clock. 

switching characteristics, Vqc = 5 V, T^ = 25° C 



PARAMETER 


TEST CONDITIONS 


MJN 


TYP 


MAX 


UNIT 


*max 


Maximum clock frequency 


CL=15pF, RL = 2kn, 
See Figure 1 


25 


35 




MHz 


tPHL 


Propagation delay time, high-to- 
low-level output from clear 




19 


30 


ns 


tPHL 


Propagation delay time, high-to- 
low-level output from clock 


8 


23 


35 


ns 


tPLH 


Propagation delay time, low-to- 
high-level output from clock 


8 


24 


35 


ns 
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TEST 
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|Vcc 




<Rl 


FROM 


1 


OUTPUT 


> L<1 <k N (MM 


UNDER ' 




TEST 


(See Note D 


^ 


bcL = 15pF 




(See Note C) 



TYPES SI\I54166, SN54LS166, SN74166. SN74LS166 

8-BIT SHIFT REGISTERS 

PARAMETER MEASUREMENT INFORMATION 

TEST TABLE FOR SYNCHRONOUS INPUTS 



DATA INPUT 
FOR TEST 


SHIFT/LOAD 


OUTPUT TESTED 

(SEE NOTE F) 


H 


OV 


QHattn+1 


Serial 
Input 


4.5 V 


QHattn+8 



LOAD FOR OUTPUT UNDER TEST 



CLEAR INPUT 



CLOCK INPUT 



DATA 
INPUT 
(SEE TEST 
TABLE) 



Vref V 4- Vref 



^PHL 
(clear-Q) 



\vref /v,ef \ /Vref \ 




OUTPUT Q 



r 



•j »PLH 
(CLKQjl 



-^<PHLt" 

(CLK-Q) 



Q)l/ 



->!- 



% 



VOLTAGE WAVEFORMS 

NOTE: A. All pulse generators have the -following characteristics; Zqui " 50 12; for '166, t^ < 7 ns and tf< 7 ns; for 'LS166, t,. < 15 ns and 
tf < 6 ns. 

B. The clock pulse has the following characteristics: t^(£.|Q|.|<) < 20 ns and PRR = 1 MHz. The clear pulse has the following 
characteristics: tyy(ciear) ^ 20 ns and t^Qi^^] = ns. When testing fpnax' vary the clocl< PRR. 

C. Cl includes probe and jig capacitance. 

D. All diodes are 1N3064 or 1N916. 

E. A clear pulse is applied prior to each test. 

F. Propagation delay times (tpL^ and tpj-i |_) are measured at ^^-^K • Proper shifting of data is verified at tp+g with a functional test. 

G. tp = bit time before clocl<ing transition 

tr, + -] = bit time after one clocking transition 
tr,+3 = bit time after eight clocking transitions 
H. For "166 Vref = 1.5 V; for 'LS166 Vref = 1.3 V. 

FIGURE 1 
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TYPES SN54167, SN74167 
SYNCHRONOUS DECADE RATE MULTIPLIERS 

BULLETIN NO DL-S 7211813, DECEMBER 1972 



Perform Fixed-Rate or Variable-Rate 
Frequency Division 

For Applications in Arithmetic, Radar, 
Digital-to-Analog (D/A), Analog-to-Digital 
(A/D), and other Conversion Operations 

Typical Maximum Clock Frequency 
Megahertz 



32 



description 



These monolithic, fully synchronous, programmable 
counters utilize Series 54/74 TTL circuitry to achieve 
32-megahertz typical maximum operating 
frequencies. These decade counters feature buffered 
clock, clear, enable and set-to-nine inputs to control 
the operation of the counter, and a strobe input to 
enable or inhibit the rate input/decoding AND-OR- 
INVERT gates. The outputs have additional gating 
for cascading and transferring unity-count rates. 



SN54167 ... J OR W PACKAGE 

SN74167 ... J OR N PACKAGE 

(TOP VIEW) 



BATE INPUTS 





16 . 


15 . 


14 . 


13 . 


12 . 


11 . 


10 . 


9 












1 1 i 








B A CLEAR UNITY/ ENABLE STROBE 
CASCADE INPUT 

CK< 

SET ENABLE 


- 


















1 


2 


" 3 


" 4 


■ 5 


" 6 


7 


8 





RATE INPUTS 



positive logic: see description 



NC— No internal connection 



The counter is enabled when the clear, strobe set-to-nine, and enable inputs are low. With the counter enabled, the 
output frequency is equal to the input frequency multiplied by the rate input M and divided by 10, ie.: 



fout 



^ M-fin 
10 



where: M = 0-23 + C-22 -t- B'21 -i- A'20 for decimal zero through nine. 



When the rate input is binary (all rate inputs low), Z remains high. In order to cascade devices to perform two-decade 
rate multiplication (0-99), the enable output is connected to the enable and strobe inputs of the next stage, the Z 
output of each stage is connected to the unity/cascade input of the other stage, and the sub-multiple frequency is taken 
from the Y output. For longer words, see typical application data. Figure 1 . 



The unity/cascade input, when connected to the clock input, may be utilized to pass the clock frequency (inverted) to 
the Y output when the rate input/decoding gates are inhibited by the strobe. The unity/cascade input may also be used 
as a control for the Y output. 

All of the inputs of these counters are diode-clamped, and each input, except the clock input, represents one 
normalized Series 54/74 load. The buffered clock input, used with the strobe gate, is only two Series 54/74 loads. Full 
fan-out to 10 Series 54/74 loads is available from each of the output. These devices are completely compatible with 
most TTL and DTL families. Typical dissipation is 270 milliwatts. The SN54167 is characterized for operation over the 
full military temperature range of — 55°C to 125°C, and the SN74167 is characterized for operation from 0°C to 70°C. 
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TYPES SN54167, SN74167 
SYNCHRONOUS DECADE RATE MULTIPLIERS 



STATE AND/OR RATE FUNCTION TABLE (See Note A) 



INPUTS 


OUTPUTS 


NOTES 


CLEAR 


ENABLE 


STROBE 


BCD RATE 
D C B A 


NUMBER OF 
CLOCK PULSES 


UNITY/ 
CASCADE 


LOGIC LEVEL OR 
NUMBER OF PULSES 


Y 


Z 


ENABLE 


H 


X 


H 


X X X X 


X 


H 


L 


H 


H 


B 


L 
L 
L 
L 
L 
L 
L 
L 
L 
L 


L 
L 
L 

L 
L 
L 
L 
L 
L 
L 


L 
L 
L 
L 
L 
L 
L 
L 
L 
L 


L L L L 
L L L H 
L L H L 
L L H H 
L H L L 
L H L H 
L H H L 
L H H H 
H L L L 
H L L H 


10 
10 
10 
10 
10 
10 
10 
10 
10 
10 


H 
H 
H 
H 
H 
H 
H 
H 
H 
H 


L 
1 
2 
3 
4 
5 
6 
7 
8 
9 


H 
1 
2 
3 
4 
5 
6 
7 
8 
9 




C 
C 
C 
C 
C 
C 
C 

c 

C 
C 


L 
L 
L 
L 
L 
L 


L 
L 
L 
L 
L 
L 


L 
L 
L 
L 
L 
L 


H L H L 
H L H H 
H H L L 
H H L H 
H H H L 
H H H H 


10 
10 
10 
10 
10 
10 


H 
H 
H 
H 
H 
H 


8 
9 
8 
9 
8 
9 


8 
9 
8 
9 
8 
9 




C, D 
C, D 
C, D 
C, D 
C, D 
CD 


L 


L 


L 


H L L H 


10 


L 


H 


9 




E 



A. H = high level, L = low level, X = irrelevant. All remaining entries are numeric counts. 

B. This is a simplified illustration of the clear function. The states of clock and strobe can affect the logic level of Y and Z. A low 
unity/cascade will cause output Y to remain high. 

C. Each rate illustrated assumes a constant value at rate inputs; however, these illustrations in no way prohibit variable-rate inputs. 

D. These input conditions exceed the range of the decimal rate inputs. 

E. Unity/cascade can be used to inhibit output Y. 



functional block diagram and schematics of inputs and outputs 




^D^r 



EQUIVALENT OF EACH INPUT 

Vcc 




Clock: Rgq = 2 kn NOM 
All others: Rp„ = 4 kfl NOM 



TYPICAL OF ALL OUTPUTS 
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SYNCHRONOUS DECADE RATE MULTIPLIERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54167 — 55°Cto125°C 

SN74167 0°Cto70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54167 


SN74167 


UNIT 


MrN 


NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 


5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


Ufii 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 





25 


25 


MHz 


Width of clock pulse, ty^idoci^) 


20 


20 


ns 


Width of clear pulse, tv^ldear) 


15 


15 


ns 


Width of set-to-nine pulse tw(set-to-9) 


15 


15 


ns 


Enable setup time, tju: 

From positive-going transition of clock pulse 

From negative-going transition of previous clock pulse 


(See Note 2) 


25 



tw(clock)-10 


25 
tw(clock)-10 


ns 
ns 


Enable hold time, t^: 

From positive-going transition of clock pulse 

From negative-going transition of previous clock pulse 


(See Note 2) 



20 


tw(clock)-10 
tcp-10 


tw(clock)-10 
20 tcp-10 


ns 
ns 


Operating free-air temperature, T^ 


-55 


125 


70 


"C 



NOTE 2: t^jdock) is the interval in which the clock is high. t(.p is the total clock cycle starting with a negative transition. See Figure 1 on 
SN5497, SN7497 datasheet. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITiONSt 


MIN TYPt MAX 


UNIT 


VlH High-level input voltage 




2 


V 


ViL Low-level input voltage 




0.8 


V 


V| Input clamp voltage 


Vcc=MIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, Ioh = -400mA 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 16 mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc=MAX, V| = 5.5V 


1 


mA 


l|l-l High-level input current 


clock input 


Vcc = MAX, V| = 2.4V 


80 


UA 


other inputs 


40 


l|L Low-level input current \ 


clock inputs 


Vcc = MAX, V| = 0.4 V 


-3.2 


mA 


other Inputs 


-1.6 


Iqs Short circuit output current§ 


Vcc=MAX 


-18 -55 


mA 


'CCH Supply current, output high 


Vcc = MAX, See Note 3 


43 


mA 


'CCL Supply current, output low 


Vcc = MAX, See Note 4 


65 99 


mA 



NOTES: 3. I^CH '' '^^^'"''®'^ "''t^ ""^tP"*' °P®" ^""^ ^" '"P"*' '°"'' 

4. IcCL '^ measured with outputs open and all inputs high except the set-to-nine input which is low. 
^For test conditions shown as MIN or IVIAX, use the appropriate value specified under recommended operating conditions for the applicable 

device type. 
+ A1I typical values are at Vqq = 5 V, T^ = 25 C. 
SNot more than one output should be shorted at a time. 
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TYPES SN54167. SN74167 
SYNCHRONOUS DECADE RATE MULTIPLIERS 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETERSH 


FROM 
INPUT 


TO 
OUTPUT 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 






Cl= 15 pF, 
RL = 400n, 
See Note 5 


25 32 


MHz 


tPLH 


Enable 


Enable 


13 20 


ns 


tPHL 


14 21 


tPLH 


Strobe 


Z 


12 18 


ns 


tpHL 


15 23 


tPLH 


Clock 


Y 


26 39 


ns 


tPHL 


20 30 


tPLH 


Clock 


Z 


12 18 


ns 


tPHL 


17 26 


tPLH 


Rate 


Z 


9 14 


ns 


tPHL 


6 10 


tPLH 


Unity/Cascade 


Y 


9 14 


ns 


tPHL 


6 10 


tPLH 


Strobe 


Y 


19 30 


ns 


tPHL 


22 33 


tPLH 


Clock 


Enable 


19 30 


ns 


tPHL 


22 33 


tPLH 


Clear 


Y 


24 36 


ns 


tpHL 


Z 


15 23 


tPHL 


Set-to-9 


Enable 


18 27 


ns 


tPLH 


Any Rate Input 


Y 


15 23 


ns 


tPHL 


15 23 



^max '* maximum clock frequency, 

tp|_|-| is propagation delay time, low-to-high-level output. 

tp|-|i_ is propagation delay time, high-to-low-level output. 
NOTE 5: Load circuit, voltage waveforms, and input conditions for measuring switching characteristics are the same as those for the SN5497 
and SN7497, page 7-106. 



TYPICAL APPLICATION DATA 

This application demonstrates how the decimal-rate multipliers may be cascaded for longer words. Three decades are 
illustrated (0.999 to 999) although longer words can be implemented by using the pattern shown. The output is 
decoded either from output Y with a NOR gate or from output Z with a NAND gate. Either method of decoding 
produces the complement of the output used. 



RATE INPUT (Ml 



ENABLE 
OUTPUT 



UNITY/ 
Z CASCADE 



^U 



3-1-0 



ENABLE 

INPUT 

STROBE 



'167 



SETTO 

NINE 

ENABLE 

OUTPUT 



t: 



SET-TO 

NINE 

ENABLE 

OUTPUT 



t: 



FIGURE 1 
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TYPES SN54LS169A, SN54S168, SN54S16g 
SN74LS169A, SN74S168, SN74S169 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 

BULLETIN NO. DL-S 12068, OCTOBER 1976 - REVISED DECEMBER 1980 



'S168 . . . SYIMCHROISIOUS UP/DOWN DECADE COUNTERS 
'LS169A, 'S169 . . . SYNCHRONOUS UP/DOWN BINARY COUNTERS 



Programmable Look-Ahead Up/Down 
Binary/Decade Counters 

Fully Synchronous Operation for Counting 
and Programming 

Internal Look-Ahead for Fast Counting 

Carry Output for n-Bit Cascading 

Fully Independent Clock Circuit 



SERIES SN54LS', SN54S' ... J OR W PACKAGE 

SERIES SN74LS', SN74S' ... J OR N PACKAGE 

(TOP VIEW) 



TYPE 


TYPICAL MAXIMUM 
CLOCK FREQUENCY 


TYPICAL 

POWER 

DISSIPATION 


COUNTING 
UP 


COUNTING 
DOWN 


'LS169A 
'SI 68, 'SI 69 


35 MHz 
70 MHz 


35 MHz 
55 MHz 


lOOmW 
500 mW 



description 











R 

c 




IPPL 


\' 


OUTPUTS 
A 


it 


MRI 


E 












Vcc 


JTPU 


Qa 




Ob 




Qc 




Qo 


T 


LOAD 


1 






IS 




15 


- 


14 


- 


13 


- 


12 


- 


11 


- 


10 




9 








" 








r> 








RIPPLE Qa Ob Qc od enable 

CARRY T 
OUTPUT 










UP/DOWN LOAD 


>l 












P„ ENABLE 
*)!: A B C D P 


















O 






1 




2 


— 


3 


~ 


4 




5 


— 


6 


— 


7 


- 


8 


— 




u/D 




CK 


\ 


a 




B 




c 




D 


. ENABLE 


GND 


1 




V 
DATA INPUTS 




positive logic: see description 



These synchronous presettable counters feature an internal carry look-ahead for cascading in high-speed counting 
applications. The 'S168 is a decade counter and the 'LS169A and 'S169 are 4-bit binary counters. Synchronous 
operation is provided by having all flip-flops clocked simultaneously so that the outputs change coincident with each 
other when so instructed by the count-enable inputs and internal gating. This mode of operation helps eliminate the 
output counting spikes that are normally associated with asynchronous (ripple-clock) counters. A buffered clock input 
triggers the four master-slave flip-flops on the rising (positive-going) edge of the clock waveform. 

These counters are fully programmable; that is, the outputs may each be preset to either level. The load input circuitry 
allows loading with the carry-enable output of cascaded counters. As loading is synchronous, setting up a low level at 
the load input disables the counter and causes the outputs to agree with the data inputs after the next clock pulse. 

The carry look-ahead circuitry provides for cascading counters for n-bit synchronous applications without additional 
gating. Instrumental in accomplishing this function are two count-enable inputs and a carry output. Both count enable 
inputs (P and T) must be low to count. The direction of the count is determined by the level of the up/down input. 
When the input is high, the counter counts up; when low, it counts down. Input T is fed forward to enable the carry 
output. The carry output thus enabled will produce a low-level output pulse with a duration approximately equal to the 
high portion of the Qa output when counting up and approximately equal to the low portion of the Qa output when 
counting down. This low-level overflow carry pulse can be used to enable successive cascaded stages. Transitions at the 
enable P or T inputs are allowed regardless of the level of the clock input. All inputs are diode-clamped to minimize 
transmission-line effects, thereby simplifying system design. 

These counters feature a fully independent clock circuit. Changes at control inputs (enable P, enable T, load, up/down) 
that will modify the operating mode have no effect until clocking occurs. The function of the counter (whether 
enabled, disabled, loading, or counting) will be dictated solely by the conditions meeting the stable setup and hold times. 
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TYPES SN54LS169A, SN74LS169A 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



REVISED DECEMBER 1980 



functional block diagrams 
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TYPES SN54S168, SN54S16g. SN74S168, SN74S169 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



functional block diagrams 
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TYPES SN54S168, SN74S168 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



'S168 DECADE COUNTER 



typical load, count, and inhibit sequences 



Illustrated below is the following sequence: 



1. Load (preset) to BCD seven 

2. Count up to eight, nine (maximum), zero, one, and two 

3. Inhibit 

4. Count down to one, zero (minimum), nine, eight, and seven 



LOAD 



DATA 

inputs' 



_r 



_r 
J" 



CLOCK 



U/D 



— 1 H 



I 

OT-L 



RIPPLE 

CARRY 
OUTPUT 
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TYPES SN54LS169A, SN54S169, SN74LS169A,SN74S169 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 

'LS169A, 'S169 BINARY COUNTERS 



typical load, count, and inhibit sequences 

Illustrated below is the following sequence: 

1. Load (preset) to binary thirteen 

2. Count up to fourteen, fifteen (maximum), zero, one, and two 

3. Inhibit 

4. Count down to one, zero (minimum), fifteen, fourteen, and thirteen 



LOAD 



INPUTS 



CLOCK 




RIPPLE 

CARRY 
OUTPUT 



15 14 
COUNTDOWN 
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TYPES SN54LS169A. SN74LS169A 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



: Req 



INPUT f J ^ ^ r 



^f 



Load: Rgq = 10 kfi NOM 
Data: R^q = 25 kfi NOM 

Clock, Enable P, T, U/D: Reg = 20 kH NOM 



TYPICAL OF ALL OUTPUTS 




VCC 



OUTPUT 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS169A — 55°Cto125°C 

SN74LS169A 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 







SN54LS169A 


SN74LS169A 


UNIT 




MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, f clock 







25 







25 


MHz 


Width of clock pulse, tj^jdock) i^'Q^ or low) (see Figure 1) 


25 


25 


ns 


Setup time, ^^^ (see Figure 1) 


Data inputs A, B,C,D 


20 


20 


ns 


Enable P or T 


20 


20 


Load 


25 


25 


Up/Down 


30 


30 


Hold time at any input with respect to clock, th (see Figure 1 ) 








ns 


Operating free-air temperature, T/^ 


-55 




125 







70 


°C 
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TYPES SN54LS169A, SN74LS169A 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS169A 


SN74LS169A 


UNIT 


MIN TYPt 


MAX 


MIN TYPt MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L=V|Lmax, Ioh = -''00mA 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|H = 2V, 
V|L = V|L max 


'OL ^ 4 fTiA 


0.25 


0.4 


0.25 0.4 


V 


IOL = 8mA 




0.35 0.5 


Input current 

l| at maximum 

input voltage 


A,B,C, D, P, U/D 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


Clock,? 


0.1 


0.1 


Load 


0.2 


0.2 


l|H 


High-level 
input current 


A, B, C, D, P, U/D 


Vcc = MAX, V|=2.7V 


20 


20 


>iA 


Clock,T 


20 


20 


Load 


40 


40 


l|L 


Low-level 
input current 


A, B, CD, P, U/D 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


Clock, T 


-0.4 


-0.4 


Load 


-0.8 


-0.8 


Iqs 


Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 -100 


mA 


Ice 


Supply current 


Vcc = MAX, See Note 2 


20 


34 


20 34 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
T All typical values are at Vqq = 5 V, T;^ = 25°C. 

SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 2: l^c is measured after applying a momentary 4.5 V, then ground, to the clock input with all other inputs grouncJed and the 
open. 



switching characteristics, Vcc = 5 V, Ta 


= 25°C 








parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 






CL=15pF, 
RL = 2kn, 
See Figures 2 and 3 
and Note 3 


25 32 


MHz 


tPLH 


Clock 


Ripple 
carry 


23 35 


ns 


tPHL 


23 35 


tPLH 


Clock 


Any 
Q 


13 20 


ns 


tPHL 


15 23 


tPLH 


Enable f 


Ripple 
carry 


10 14 


ns 


tPHL 


10 14 


tPLHO 


Up/Down 


Ripple 
carry 


17 25 


ns 


tPHLO 


19 29 



"'max —Maximum clock frequency 

*PLH ~ propagation delay time, low-to-high-level output. 

tpHL — propagation delay time, high-to-low-level output. 
"Propagation delay time from up/down to ripple carry must be measured with the counter at either a minimum or a maximum count. As the 

logic level of the up/down input is changed, the ripple carry output will follow. If the count is minimum (0), the ripple carry output 

transition will be in phase. If the count is maximum, the ripple carry output will be out of phase. 
NOTE 3: Load circuit Is shown on page 3-1 1, 
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TYPES SN54S168, SN54S169. SN74S168, SN74S169 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



REVISED AUGUST 1977 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



vcc 



20 kn NOM 

(LOAD INPUT 

ONLY) 

INPUT 




Enable P or T inputs; Rgq = 1.4 kCl NOM 
Other inputs: Req = 2.8 kij, NOM 



TYPICAL OF ALL OUTPUTS 




•Vcc 



/7? 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 4) 7 V 

Input voltage 5.5 V 

Interemitter voltage (see Note 5) 5.5 V 

Operating free-air temperature range: SN54S168, SN54S169 (see Note 6) -55°Cto125°C 

SN74S168, SN74S169 0°C to 70°C 

Storage temperature range — 65°C to 150°C 

recommended operating conditions 







SN54S168 
SN54S169 


SN74S168 
SN74S169 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Clock frequency, fdock 


40 


40 


MHz 


Width of clock pulse, t^^(clock)<high or low) (see Figure 1) 


10 


10 


ns 


Setup time, tju (see Figure 1 ) 


Data inputs A, B, C, D 


4 


4 


ns 


Enable P or T 


14 


14 


Load 


6 


6 


Up/Down 


20 


20 


Hold time at any input with respect to clock, t^ (see Figure 1) 


1 


1 


ns 


Operating free-air temperature, T/^ (see Note 6) 


-55 125 


70 


°c 



NOTES: 4. Voltage values, except interemitter voltage, are with respect to network ground ternninal. 

5. This is the voltage between two emitters of a multiple-emitter transistor. For these circuits, this rating applies between the count 
enable inputs P and T. 

6. An SN54S163 or SN54S169 in the W package operating at free-air temperatures above 91°C requires a heat sink that provides a 
thermal resistance from case to free-air, Rqca* °^ "°^ more than 26 C/W. 
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TYPES SN54S168, SN54S169, SN74S168. SN74S169 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



REVISED DECEMBER 1980 



electrical characteristics over 


recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONSt 


SN54S168 
SN54S169 


SN74S168 
SN74S169 


UNIT 


MIN TYPt MAX 


MIN TYP* MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.8 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, l| = -18mA 


-1.2 


-1.2 


V 


VOH 


High-level output voltage 




Vcc = MIN. V|H = 2V, 
V|L = 0.8V, loH = -1mA 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 




Vcc = MIN. V|H = 2V, 
V|L = 0.8V, loL = 20mA 


0.5 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5 V 


1 


1 


mA 


"IH 


High-level input current 




Enable? 


Vcc = MAX, V| = 2.7 V 


100 


100 


mA 


Load 


-10 -200 


-10 -200 


Other inputs 


50 


50 


l|L 


Low-level input current 




Enable T 
Other inputs 


Vcc = MAX, V| = 0.5V 


-4 
-2 


-4 
-2 


mA 


lOS 


Short-circuit output current § 




Vcc = MAX 


-40 -100 


-40 -100 


mA 


'cc 


Supply cureent 




Vcc = MAX, See Note 2 


100 160 


100 160 


mA 



^For concditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vcc = 5 V, T^ = 25°C. 

STvot Mioiu liiaii una ouiput should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: Ice 's measured after applying a momentary 4.5 V, then ground, to the clock input with all other inputs grounded and the outputs 
open. 



switching characteristics, Vcc - 


5V,Ta = 25°C 








parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


UP/DOWN = HIGH 


UP/DOWN = LOW 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


fmax 






Cl= 15 pF, 
RL=280n, 
See Figures 2 and 3 
and Note 7 


40 70 


40 55 


MHz 


tPLH 


Clock 


Ripple 
carry 


14 21 


14 21 


ns 


tPHL 


20 28 


20 28 


tPLH 


Clock 


Any Q 


8 15 


8 15 


ns 


tPHL 


11 15 


11 15 


tPLH 


Enable T 


Ripple 
carry 


7.5 11 


6 12 


ns 


tPHL 


15 22 


15 25 


tPLHO 


Up/Down 


Ripple 
carry 


9 15 


8 .15 


ns 


tPHLO 


10 15 


16 22 



"max — maximum clock frequency 

tpLH ^ propagation delay time, low-to-high-level output 

*PHL ~ propagation delay time, high-to-low-level output 
^Propagation delay time from up/down to ripple carry must be measured with the counter at either a minimum or a maximum count. As the 

logic level of the up/down input is changed, the ripple carry output will follow. If the count is minimum (0), the ripple carry output 

transition will be in phase. If the count is maximum (9 for 'S168 or 15 for 'S169), the ripple carry output will be out of phase. 
NOTE 7: Load circuit Is shown on page 3-10. 



7-234 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 225012 • DALLAS, TEXAS 75255 



TYPES SN54LS169A, SN54S168, SN54S169, 

SN74LS169A, SN74S168, SN74S169 

SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



CLOCK 
INPUT 



LOAD 
INPUT 



DATA INPUTS 
A, B, C, and D 



ENABLE P or 
ENABLE T 



UP/DOWN 
INPUT 



PARAMETER MEASUREMENT INFORMATION 



■ tw(clock) 



*w(clock) 



\vref /vref \ V^ef /v^ef \ JtV^f 



1— ■= 



' (active state) L« ^h m\ (inactive state) 



\^r.i I JlV.ef 



[♦— tsi 



I 
I 
I 

T 
I 



yVref XVref 



irv,ef 



-^ 



I 

7rv,ef 



' 3V 



U- tsu -♦I 



r-J— th 



/v,3, '^^..i Yv,e, Yv^ef 

J \ Js 1. ov 



VOLTAGE WAVEFORMS 

NOTES: A. The input pulses are supplied by a generator having the following characteristics: PRR < 1 MHz, duty cycle < 50%, Zo^t "^ ^0 Q,; 
for|'LS169A,tr < 15 ns, tf < 6 ns, and for '3168 and 'S169, tr < 2.5 ns, tf < 2.5 ns. 
B. For 'LS169A, Vref = 1.3 V;for'S168and 'S169, Vref = 1.5 V. 

FIGURE 1-PULSE WIDTHS, SETUP TIMES, HOLD TIMES 



ENABLE T 
INPUT 



RIPPLE 
CARRY 
OUTPUT 



Vref 



jfl. 



■tPHL ■ 



tPLH 



X: 



■Vol 



VoH 

VOLTAGE WAVEFORMS 

NOTES: A. The input pulse is supplied by a generator having the following characteristics: PRR < 1 MHz, duty cycle < 50%, Zq^ « 50 12; 
for|'LS169A, t^ < 1 5 ns, tf <^ ns; and for 'S168 and 'S169, t,. < 2.5 ns, tf < 2.5 ns. 

B. tpLH and tp^L from enable T input to ripple carry output assume that the counter is at the maximum count (Qa ^nd Gq high 
for ('3168, all Q outputs high for 'LS169A and '3169). 

C. For •LS169A, V^ef = 1.3 V; for '31 68 and '3169, V^ef = 1.5 V. 

D. Propagation delay time from up/down to ripple carry must be measured with the counter at either a minimum or a maximum 
count. As the logic level of the up/down input is changed, the ripple carry output will follow. If the count is minimum (0) the 
ripple carry output transition will be in phase. If the count is maximum (9 for 'S168 or 15 for 'LS169A and 'S169), the ripple 
carry output will be out of phase. 

FIGURE 2-PROPAGATION DELAY TIMES TO CARRY OUTPUT 
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TYPES SN54LS169A, SN54S168, SN54S169. 
SN74LS169A, SN74S168, SN74S169 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS 



CLOCK 
INPUT 



OUTPUT 

Qa 



RIPPLE 
CARRY 
OUTPUT 



PARAMETER MEASUREMENT INFORMATION 

•♦•'w(clock) "•' 



—/^^"VJ^^j"^^^^^^ 



L >i 



■tPLH 



I (measure at tn+i) 



F 



tPHL 



U •4— tpHL 

I (measure at tn+4) 




3V 



-H— tPHL 

(measure at tn+2' 



\vref 



-$f 



/ v: 



►^tPLH 
I (measure at tn+2) 



tPLH 

(measure at tp^4) 



VOH 



Vol 



VoH 



Vol 



VOH 



Vol 



h H— tpHL 'r» H — *PLH 

(measure at tn+ 10 (measure at tn+g* 

I ortn+ie) I 



» (see iMoie d) ■ t 

ir^ref /v^ef 



[« •\ — tPLH 

I (measure at tp+io 
or tn+i6> (See Note B) 



\l 1/ ^f" 

^^ref T^-V^ef 



VoH 



Vol 



VOH 



Vol 



UP-COUNT VOLTAGE WAVEFORMS 

NOTES: A. The input pulses are supplied by a generator having the following characteristics: PRR < 1 MHz, duty cycle < 50%, Zom » 50 fi; 
for 'LS169A, tp < 15 ns, tf < 6 ns; and for 'S168 and 'S169, tf < 2.5 ns, tf < 2.5 ns. Vary PRR to measure fmax- 

B. Outputs Qd and carry are tested at tn+10 for the 'S168 and at tp+^g for the 'LS169A and 'S169, where tp is the bit-time when 
.all outputs are low. 

C. For 'LSI 69 A, V^ef = 1.3 V; for 'SI 68 and '3169, V^ef = 1.5 V. 

FIGURE 3-PROPAGATION DELAY TIMES FROM CLOCK 
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TYPES SN54170, SN54LS170. SN74170. SI\I74LS170 
4-BY-4 REGISTER FILES WITH OPEN-COLLECTOR OUTPUTS 

BULLETIN NO. DL-S 761 1349, MARCH 1974-REVISED OCTOBER 1976 



SN54170, SN54LS170 ... J OR W PACKAGE 

SN74170, SN74LS170 ... J OR N PACKAGE 

(TOP VIEW) 



DATA 



WRITE SELECT ENABLE OUTPUTS 



Vg" WRITE READ Q1 Q2' 





16 


15 


. 14 


. 13 


12 


11 


w . 


S 








1 1 1 1 i 1 








V- 


D1 Wft Wq Gw Gr Q1 

D2 Q2 

D3 D4 Rg R^ Q4 Q3 








1 










II 




1 




2 


3 


4 


5 
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READ SELECT OUTPUTS 



positive logic: see description 



Separate Read/Write Addressing Permits 
Simultaneous Reading and Writing 

Fast Access Times . . . Typically 20 ns 

Organized as 4 Words of 4 Bits 

Expandable to 1024 Words of n-Bits 

For Use as: 
Scratch-Pad Memory 
Buffer Storage between Processors 
Bit Storage in Fast Multiplication Designs 

• Open-Collector Outputs with Low 

Maximum Off-State Current: 

'170...30mA 

'LSI 70... 20 /uA 

• SN54LS670 and SN74LS670 Are 
Similar But Have 3-State Outputs 

description 

The '170 and 'LS170 MSI 16-bit TTL register files incorporate the equivalent of 98 gates. The register file is organized 
as 4 words of 4 bits each and separate on-chip decoding is provided for addressing the four word locations to either 
write-in or retrieve data. This permits simultaneous writing into one location and reading from another word location. 

Four data inputs are available which are used to supply the 4-bit word to be stored. Location of the word is determined 
by the write-address inputs A and B in conjunction with a write-enable signal. Data applied at the inputs should be in its 
true form. That is, if a high-level signal Is desired from the output, a high level is applied at the data input for that 
particular bit location. The latch inputs are arranged so that new data will be accepted only if both internal address gate 
inputs are high. When this condition exists, data at the D input is transferred to the latch output. When the write-enable 
input, Gw, is high, the data inputs are inhibited and their levels can cause no change in the information stored in the 
internal latches. When the read-enable input, Gr, is high, the data outputs are inhibited and remain high. 

The individual address lines permit direct acquisition of data stored in any four of the latches. Four individual decoding 
gates are used to complete the address for reading a word. When the read address is made in conjunction with the 
read-enable signal, the word appears at the four outputs. 

This arrangement— data-entry addressing separate from data-read addressing and individual sense line— eliminates recovery 
times, permits simultaneous reading and writing, and is limited in speed only by the write time (30 nanoseconds 
typical) and the read time (25 nanoseconds typical). The register file has a nondestructive readout in that data is not 
lost when addressed. 



All '170 inputs and all inputs except the read enable and write enable of the 'LSI 70 are buffered to lower the drive 
requirements to one Series 54/74 or Series 54 LS/74LS standard load, respectively. Input-clamping diodes minimize 
switching transients to simplify system design. High-speed, double-ended AND-OR-INVERT gates are employed for the 
read-address function and drive high-sink-current, open-collector outputs. Up to 256 of these outputs may be wire-AND 
connected for increasing the capacity up to 1024 words. Any number of these registers may be paralleled to provide 
n-bit word length. 



The SN54170 and SN54LS170 are characterized for operation over the full military temperature range of 
125°C; the SN74170 and SN74LS170are characterized for operation from 0°C to 70°C. 



-55 C to 
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TYPES SN54170, SN54LS170, SN74170, SN74LS170 

4-BY-4 REGISTER FILES WITH OPEN-COLLECTOR OUTPUTS 



logic 



WRITE FUNCTION TABLE (SEE NOTES A, B, AND C) 


WRITE INPUTS 


WORD 


Wb Wa Gw 


12 3 


L L L 


Q = D Qq Qq Qq 


L H L 


Qo Q = D Qq Qq 


H L L 


Qq Qq Q = D Qq 


H H L 


Qq Oq Oq Q = d 


X X H 


Qo Qq Qq Qq 



READ FUNCTION TABLE (SEE NOTES A AND D) 



READ INPUTS 


OUTPUTS 1 


Rb Ra Gr 


Q1 


Q2 Q3 


Q4 


L L L 


W0B1 


W0B2 W0B3 


W0B4 


L H L 


W1B1 


W1B2 W1B3 


W1B4 


H L L 


W2B1 


W2B2 W2B3 


W2B4 


H H L 


W3B1 


W3B2 W3B3 


W3B4 


X X H 


H 


H H 


H 



A. H = high level, L = low level, X = irrelevant. 

B. (Q = D) = The four selected internal flip-flop outputs \n\U assume the states applied to the four external data inputs. 

C. Qq = the level of Q before the indicated input conditions were established. 

D. W0B1 = The first bit of word 0, etc. 



functional block diagram 



'170 
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TYPES SN54170, SN54LS170. SN74170, SN74LS170 
4-BY-4 REGISTER FILES WITH OPEN-COLLECTOR OUTPUTS 



REVISED OCTOBER 1976 



functional block diagram 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage: '170 5.5 V 

'LS170 7V 

Off-state output voltage: '170 5.5 V 

'LS170 7V 

Operating free-air temperature range: SN541 70, SN54LS170 (see Note 2) -55°Cto125°C 

SN74170,SN74LS170 0°C to 70°C 

Storage temperature range — 65°C to 1 50°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. An SN54170 in the W package operating at free-air temperatures above 105°C requires a heat sink that provides a thermal 
resistance from case to free-air, RgcA- °* "°^ more than 38°C/W 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



7-239 



TYPES SN54170. SN74170 

4-BY-4 REGISTER FILES WITH OPEN-COLLECTOR OUTPUTS 



recommended operating conditions 





SN54170 


SN74170 


UNIT 


MIIM NOM MAX 


MIN NOM MAX 


Supply voltage, V^c 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


16 


16 


mA 


Width of write-enable or read-enable pulse, t^^ 


25 


25 


ns 


Setup times, high- or low-level data 
(see Figure 2) 


Data input with respect to 
write enable, tsu(D) 


10 


10 


ns 


Write select with respect to 
write enable, tjuH/v) 


15 


15 


ns 


Hold times, high- or low-level data 
(see Note 3 and Figure 2) 


Data input with respect to 
write enable, 1^(0) 


15 


15 


ns 


Write select with respect to 
write enable, t^lw) 


5 


5 


ns 


Latch time for new data, t|atch '^^^ Note 4) 


25 


25 


ns 


Operating free-air temperature range, T/s^ (see Note 2) 


-55 125 


70 


°C 



2. An SN54170 in the W package operating at free-air temperatures above 105 C requires a heat sink that provides a therma 
resistance from case to free-air, BflCA' °* "°* more than 38°C/W. 

3. Write select setup time will protect the data written into the previous address. If protection of data in 
required, tjulW) "^en be ignored as any address selection sustained for the final 30 ns of the write-ene 
will result in data being written into that location. Depending on the duration of the input condi 
previous addresses may have been written into. 

4. Latch time is the time allowed for the internal output of the latch to assume the state of new data. See 
only when attempting to read from a location immediately after that location has received new data. 



the previous address is not 
ible pulse and during 1^,^/^) 
tions, one or a number of 



electrical characteristics over recommended operating free-air temperature range (unless 



Figure 2. This is important 

otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


MIN TYP* MAX 


UNIT 


V||-| High-level input voltage 




2 


V 


V||_ Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


'oh High-level output current 


Vcc = MIN, VoH = 5.5V, 
V|H = 2V, V|L = 0.8V 


30 


mA 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL=16mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, Vi = 5.5V 


1 


mA 


l|l-l High-level input current 


Vcc = MAX, Vi = 2.4V 


40 


mA 


l|l_ Low-level input current 


Vcc = MAX, V| = 0.4 V 


-1.6 


mA 


Ice Supply current 


Vcc = MAX, 
See Note 5 


SN54170 


127§ 140 


mA 


SN74170 


127§ 150 



^For conditions shown as MIN or IVIAX, use the appropriate value specified under recommended operating conditions. 
Jam typical values are at Vqc = 5 V, T^ = 25''c. 
STypical supply current shown is an average for 50% duty cycle. 

NOTE 5: Maximum \qq is guaranteed for the following worst-case conditions: 4.5 V is applied to all data inputs and both enable inputs, all 
address inputs are grounded, and all outputs are open. 
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TYPES SN54170. SN74170 
4-BY-4 REGISTER FILES WITH OPEN-COLLECTOR OUTPUTS 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterI 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Read enable 


Any Q 


Cl= 15pF, 
RL = 400n, 
See Figures 1 and 2 


10 15 


ns 


tPHL 


20 30 


tPLH 


Read Select 


Any Q 


23 35 


ns 


tPHL 


30 40 


tPLH 


Write enable 


Any Q 


CL=15pF, 
RL = 400n, 
See Figures 1 and 3 


25 40 


ns 


tPHL 


34 45 


tPLH 


Data 


Any Q 


20 30 


ns 


tPHL 


30 45 



"tpLH = propagation cJelay time, low-to-high-level output 
tpH L — propagation delay time, high-to-low-level output 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




TYPICAL OF ALL OUTPUTS 



c 




m 
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TYPES SN54LS170, SN74LS170 

4-BY-4 REGISTER FILES WITH OPEN-COLLECTOR OUTPUTS 



REVISED DECEMBER 1980 



recommended operating conditions 





SN54LS170 


SN74LS170 


UNIT 


MIN NOM 


MAX 


MrN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 


5 


5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


4 


8 


mA 


Width of vtfrite-enable or read-enable pulse, t^^ 


25 


25 


ns 


Setup times, high- or low-level data 
(see Figure 2) 


Data input with respect to 
write enable, tsu(D) 


10 


10 


ns 


Write select with respect to 
write enable, tjulWL 


15 


15 


ns 


Hold times, high- or low-level data 
(see Note 3 and Figure 2) 


Data input with respect to 
write enable, th(D) 


15 


15 


ns 


Write select with respect to 
write enable, th(v\/) 


5 


5 


ns 


Latch time for new data, t|atch 's^^ Note 4) 


25 


25 


ns 


Operating free-air temperature range, T/\ 


-55 


125 







70 


°C 



NOTES: 3. Write-select setup time will protect the data written into the previous address. If protection of data in the previous address is not 
required, ts^jw) can be ignored as any address selection sustained for the final 30 ns of the write-enable pulse and during t(,/w) 
will result in data being written into that location. Depending on the duration of the input conditions, one or a number of 
previous addresses may have been written into. 
4. Latch time is the time allowed for the internal output of the latch to assume the state of new data. See Figure 2. This is important 
only when attempting to read from a location immediately after that location has received new data. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDITIONSt 


SN54LS170 


SN74LS170 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


IqH High-level output current 


Vcc = MIN, VoH = 5.5V, 
V|L = V|Lmax, V|H = 2V 


100 


100 


ma 


Vol Low-level output voltage 


Vcc = MIN, 
V|H = 2V, 
V|L = V|L max 


ioi_= ^ "^^ 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current at 
l| 

maximum input voltage 


Any D, R, orW, 


Vcc = MAX, V| = 7V 


0.1 


0.1 


mA 


Gr orGyv 


0.2 


0.2 


l||-( High-level input current 


Any D, R,orW 


Vcc = MAX, V| = 2.7V 


20 


20 


ma 


GRorGw 


40 


40 


l||_ Low-level input current 


Any D, R.orW 


Vcc = MAX, V|=0.4V 


-0.4 


-0.4 


mA 


GROrGw 


-0.8 


-0.8 


'CC Supply current 


Vcc = MAX, See Note 6 


25 40 


25 40 


mA 



t For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
•t-All typical values are at Vcc = 5 V, T^ = 25° C. 

NOTE 6: Ice '* measured under the following worst-case conditions: 4.5 V is applied to all data inputs and both enable inputs, all address 
inputs are grounded, and all outputs are open. 
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TYPES SN54LS170. SN74LS170 
4-BY-4 REGISTER FILES WITH OPEN-COLLECTOR OUTPUTS 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Read enable 


AnyQ 


Cl= 15pF, 
RL = 2kn, 
See Figures 1 and 2 


20 30 


ns 


tPHL 


20 30 


tPLH 


Read select 


Any Q 


25 40 


ns 


tPHL 


24 40 


tPLH 


Write enable 


AnyQ 


Cl= 15pF, 
RL = 2kn, 
See Figures 1 and 3 


30 45 


ns 


tPHL 


26 40 


tPLH 


Data 


AnyQ 


30 45 


ns 


tPHL 


22 35 



litpLH = propagation delay time, low-to-high-level output 
*PHL — propagation delay time, high-to-low-level output 



schematics of inputs and outputs 



'LS170 



EQUIVALENT OF EACH INPUT 

'cc 

^eq 



r^ 



t 



AnyD, R, orW; Rgq = 20 kn NOM 
GporGw: Rgq = 10 kn NOM 



TYPICAL OF ALL OUTPUTS 



ry^ OUTPUT 



'^ 
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TYPES SIM54170. SN54LS170. SN74170. SN74LS170 

4-BY-4 REGISTER FILES WITH OPEN-COLLECTOR OUTPUTS 



REVISED MARCH 1974 



PARAMETER MEASUREMENT INFORMATION 



vcc 



FROM OUTPUT 
UNDER TEST 






TEST 
POINT 



Cl includes probe and jig capacitance 
LOAD CIRCUIT 




^ 



■*! 'PHL 



VOLTAGE WAVEFORM 1 



VOLTAGE WAVEFORMS 
FIGURE 2 



VOLTAGE WAVEFORM 2 
FIGURES 



A. High-level input pulses at the select and data inputs are illustrated in Figure 2; however, times associated with low-level pulses are 
measured from the same reference points. 

B. When measuring delay times from a read-select input, the read-enable input is low. When measuring delay times from the 
read-enable input, both read-select inputs have been established at steady states. 

C. In Figure 3, each select address is tested. Prior to the start of each of the above tests, both write and read address inputs are 
stablized with W^ = R^ and Wg = Rg. During the test G r is low. 

D. Input waveforms are supplied by generators having the following characteristics: PRR < 1 MHz, Zq^ » 50 f2, duty cycle < 50%, 
tr < 10 ns and tf < 10 ns for '170, and t^ < 15 ns and tf < 6 ns for 'LSI 70. 

D. For '170, Vref = 1.5 V; for 'LS170, V^ef = 1.3 V. 
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TTL TYPE SN74172 

LSI 16-BIT MULTIPLE-PORT REGISTER FILE WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 7211744, MAY 1972 - REVISED DECEMBER 1972 



Independent Read/Write Addressing Permits 
Simultaneous Reading and Writing 

Organized as Eight Words of Two Bits Each 



Fast Access Times: 
From Read Enable 
From Read Select . 



. 15 ns Typical 
33 ns Typical 



Three-State Outputs Simplify Use in 
Bus-Organized Systems 

Applications: 

Stacked Data Registers 
Scratch-Pad Memory 
Buffer Storage Between Processors 
Fast Multiplication Schemes 



description 



The SN74172, containing the equivalent of 201 gates 
on a monolithic chip, is a high-performance 16-bit 
register file organized as eight words of two bits each. 

Multiple address decoding circuitry is used so that the 
read and write operation can be performed indepen- 
dently on two word locations. This provides a true 
simultaneous read/write capability. Basically, the file 
consists of two distinct sections (see Figure A). 

Section 1 permits the writing of data into any two-bit 
word location while reading two bits of data from 
another location simultaneously. To provide this 
flexibility, independent decoding is incorporated. 

Section 2 of the register file is similar to section 1 
with the exception that common read/write address 
circuitry is employed. This means that section 2 can 
be utilized in one of three modes: 



1 ) Writing new data into two bits 

2) Reading from two bits 

3) Writing into and simultaneously 
reading from the same two bits. 

Regardless of the mode, the operation of section 2 Is 
entirely independent of section 1. 



JOR N DUAL-IN-LINE 
PACKAGE (TOP VIEW) 



QATA WHITE/READ 

WRITE INPUTS WRITE ADDRESS 

ADDRESS/ ^ \ ENABLE/ '^ 

VCC 1W2 IDA 2DA 2GW 2W/R2 2W/R1 2W/R0 2CR IGR IQa 2Qa 





































1W2 


IDA 2C 




2GW 


2VV/R2 2W/R1 2n 


/RO 


2GR 


IGR 


10a 






r 


,m 
















JOa 


J 








IWO 


1GW 10B 


2DB 


CK 


IRQ 


1Qb 


2Qb 































niJIilliJIilliiliflzlli^^ 



positive logic: see description 
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TYPE SN74172 

16-BIT MULTIPLE-PORT REGISTER FILE WITH 3-STATE OUTPUTS 

description (continued) 

The three-state outputs of this register file permit connection of up to 129 compatible outputs and one Series 54/74 
high-logic-level load to a common system bus. The outputs are controlled by the read-enable circuitry so that they 
operate as standard TTL totem-F>ole outputs when the appropriate read-enable input is low or they are placed in a 
high-impedance state when the associated read-enable input is at a high logic level. To minimize the possibility that two 
outputs from separate register files will attempt to take a common bus to opposite logic levels, the read-enable circuitry 
is designed such that disable times are shorter than enable times. 

All inputs are buffered to lower the drive requirements of the clock, read/write address, and write-enable inputs to one 
normalized Series 54/74 load, and of all other inputs to one-half of one normalized Series 54/74 load. 

Functions of the inputs and outputs of the SN74172 are as shown in the following table. 



FUNCTION 


SECTION 1 


SECTION 2 


DESCRIPTION 


Write Address 


1W0, 1W1, 1W2 


2W/R0, 2W/R1,2W/R2 


Binary write address selects one of eight two-bit 
word locations. 


Write Enable 


1GW 


2GW 


When low, permits the writing of new data into 
the selected word location on a positive transition 
of the clock input. 


Data Inputs 


IDA, 1DB 


2DA, 2DB 


Data at these inputs is entered on a positive 
transition of the clock input into the location 
selected by the write address inputs if the write 
enable input is low. Since the two sections are 
independent, it is possible for both write functions 
to be activated with both write addresses selecting 
the same word location. If this occurs and the 
information at the data inputs is not the same for 
both sections (i.e., 1DA9t2DA and/or 
1DB=7t2DB) the low-level data will predominate 
in each bit and be stored. 


Read Address 


1R0, 1R1, 1R2 


Common with 
write address 


Binary write address selects one of eight two-bit 
word locations. 


Read Enable 


1GR 


2GR 


When read enable is low, the outputs assume the 
levels of the data stored in the location selected by 
read address inputs. When read enable is high, the 
associated outputs remain in the high-impedance 
state and neither significantly load nor drive the 
lines to which they are connected. 


Data Outputs 


1Qa, iQb 


2Qa, 2Qb 


Clock 


CK 


The positive-going transition of the clock input 
will enter new data into the addressed location if 
the write enable input is low. The clock is 
common to both sections. 
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TYPE SN74172 
16-BIT MULTIPLE-PORT REGISTER FILE WITH 3-STATE OUTPUTS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage (see Note 1) 7 V 

Input voltage 5.5 V 

Output voltage (see Note 2) 5.5 V 

Operating free-air temperature range 0°C to 70°C 

Storage temperature — 65°Cto150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. This is the maximum voltage which should be applied to any output when it is in the high-impedance state. 



recommended operating conditions 





MIN NOM MAX 


UNIT 


Supply voltage, Vqc 


4.75 5 5.25 


V 


High-level output current, loH 


-5.2 


mA 


Low-level output current, Iql 


16 


mA 


Clock frequency, fdock 


20 


MHz 


Width of clock pulse, tj^(ciock) 


25 


ns 


Setup time, tjulsee Figure 1) 


Write select 


«w(clock)-HO 


ns 


High-level data 


30 


Low-level data 


45 


Write enable 


35 


Hold time, th(see Figure 1) 


Write select 





ns 


Write enable 





Data release time, trelease 'see Rgure 1) 


High-level data 


10 


ns 


Low-level data 


10 


Operating free-air temperature, T/^ 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSl^ 


MIN TYPt MAX 


UNIT 


ViH High-levelinput voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


VjK Input clamp voltage 


Vcc=MIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc=IVllN, V|H = 2V, 
V|L=0.8V, loH = -5.2 mA 


2.4 3 


V 


Vol Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8 V, loL= 16 mA 


0.2 0.4 


V 


lO(off) Off-state (high-impedance state) output current 


Vcc=I^AX, Vo = 2.4V 


40 


mA 


Vcc = MAX, Vo = 0.4V 


-40 


l| Input current at maximum input voltage 


Vcc=IVAX, V| = 5.5V 


1 


mA 


l|H High-level input current 


Vcc=MAX, Vi = 2.4V 


40 


mA 


l|L Low-level input current 


2W/R0, 2W/R1,2W/R2, 
1GW,2GW, or clock 


Vcc=IVlAX, V| = 0.4V 


-1.6 


mA 


Any other Input 


-0.8 


Iqs Short-circuit output currents 


Vcc=IVlAX 


-18 -55 


mA 


'CC Supply current 


Vcc=IVIAX, All inputs at 4.5 V, 
Outputs open 


112 170 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at Vcc = 5 V, T/^ = 25°C. 

§Not more than one output should be shorted at a time. 
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TYPE SN74172 

16-BIT MULTIPLE-PORT REGISTER FILE WITH 3-STATE OUTPUTS 



switching characteristics, Vcc = 5 V, Ta = 25°C, Rl = 400 n 



PARAMETER 


TEST 
CONDITIONS 


MIN TYP 


MAX 


UNIT 


ffnax 


Maximum clock frequency 


CL = 50pF, 
See Figure 1 


20 


MHz 


tPLH 


Propagation delay time, low-to-high-level output from read select 


33 


45 


ns 


tPHL 


Propagation delay time, high-to-low-level output from read select 


30 


45 


tPLH 


Propagation delay time, low-to-high-level output from clock 


35 


50 


ns 


tPHL 


Propagation delay time, high-to-low-level output from clock 


35 


50 


tZH 


Output enable time to high level 


14 


30 


ns 


tZL 


Output enable time to low level 


16 


30 


tHZ 


Output disable time from high level 


Cl=5pF, 
See Figure 1 


6 


20 


ns 


tLZ 


Output disable time from low level 


11 


20 



PARAMETER MEASUREMENT INFORMATION 





SWITCHING TIMES FROM CLOCK INPUT 



ENABLE AND DISABLE TIMES FROM READ ENABLE 

OTES: A. Input waveforms are supplied by pulse generators 
having the following characteristics: tf < 7 ns, 
tf < 7 ns, PRR = 1 MHz, Zq^ » 50 fl. 

B. Waveform 1 is for an output with internal conditions 
such that the output is low except when disabled. 
Waveform 2 is for an output with internal conditions 
such that the output is high except when disabled. 

C. Write select setup time, as specified, will protect data 
written into previous address. 

D. Load circuit is shown on page 3-10. 



VOLTAGE WAVEFORMS 
FIGURE 1 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




2W/R0, 2W/R1, 2W/R2, 

1GW,2GW, or Clock: Rgq = 4 kfi NOM 
Other inputs: Rgq = 8 kn NOM 



TYPICAL OF ALL OUTPUTS 




Vcc 
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TYPES SN54173, SN54LS173A. SN74173. SN74LS173A 
4-BIT D-TYPE REGISTERS WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 11721, OCTOBER 1976-REVISED JANUARY 1981 



Three-State Outputs Interface Directly 
with System Bus 

Gated Output-Control Lines for Enabling or 
Disabling the Outputs 

Fully Independent Clock Virtually 
Eliminates Restrictions for Operating in One 
of Two Modes: 

Parallel Load 

Do Nothing (Hold) 

For Application as Bus Buffer Registers 



SN54173, SN54LS173A ... J OR W PACKAGE 
SN74173, SN74LS173A ... J OR N PACKAGE 

(TOP VIEW) 



TYPICAL 
TYPE PROPAGATION 

DELAY TIME 
'173 23 ns 

'LS173A 18 ns 

description 



MAXIMUM TYPICAL 

CLOCK POWER 

FREQUENCY DISSIPATION 

35 MHz 250 mW 

50 MHz 95 mW 



DATA INPUTS 



DATA ENABLE 
INPUTS 





vcc 


CLEAR 


'id 2D 


A 


3D 4D* 


'g2 


A 


ei^ 






16 


. 15 




14 


. 13 




12 


. 11 


10 




9 
















tf 


J 




CLEAR ID 2D 3D 4D DATA 
ENABLE 
OUTPUT 
CONTROL ID 2Q 3Q 4Q "X 






-« 
















1 


2 


' 


3 ■ 


■ 4 




5 ■ 


6 


7 




8 





, 1Q 2Q 3Q 4Q, CLOCK GND 



OUTPUT CONTROL 



positive logic: see function table 



FUNCTION TABLE 



The '173 and 'LS173A four-bit registers include 
D-type flip-flops featuring totem-pole three-state 
dlitputs capable of driving highly capacitive or 
relatively low-impedance loads. The high-impedance 
third state and increased high-logic-level drive provide 
these flip-flops with the capability of being connected 
directly to and driving the bus lines in a bus-organized 
system without need for interface or pull-up compo- 
nents. Up to 128 of the SN74173 or SN74LS173A 
outputs may be connnected to a common bus and 
still drive two Series 54/74 or 54LS/74LS TTL 
normalized loads, respectively. Similarly, up to 49 
of the SN54173 or SN54LS173A outputs can be 
connected to a common bus and drive one additional 
Series 54/74 or 54LS/74LS TTL normalized load, 
respectively. To minimize the possibility that two 
outputs will attempt to take a common bus to 
opposite logic levels, the output control circuitry is 
designed so that the average output disable times are 
shorter than the average output enable times. 

Gated enable inputs are provided on these devices for controlling the entry of data into the flip-flops. When 
both data-enable inputs are low, data at the D inputs are loaded into their respective flip-flops on the next positive 
transition of the buffered clock input. Gate output control inputs are also provided. When both are low, the normal 
logic states (high or low levels) of the four outputs are available for driving the loads or bus lines. The outputs are 
disabled independently from the level of the clock by a high logic level at either output control input. The outputs then 
present a high impedance and neither load nor drive the bus line. Detailed operation is given in the function table. 



INPUTS 


OUTPUT 
Q 


CLEAR 


CLOCK 


DATA ENABLE 


DATA 
D 


G1 G2 


H 

L 
L 
L 
L 
L 


X 

L 
t 
t 
t 
t 


X X 
X X 
H X 
X H 
L L 
L L 


X 
X 
X 
X 

L 
H 


L 

Qq 
Qq 
Qo 

L 
H 


When either M or N (or both) is (are) high the output is 
disabled to the high-impedance state; however sequential 
operation of the flip-flops is not affected. 
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TYPES SN54173, SN54LS173A, SN74173, SN74LS173A 
4-BIT D-TYPE REGISTERS WITH 3-STATE OUTPUTS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage: '173 5.5 V 

'LS173A 7 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54173, SN54LS173A -55°Cto 125°C 

SN74173,SN74LS173A 0°Cto70°C 

Storage temperature range — 65°C to 150°C 

NOTE 1 : Voltage values are with respect to network ground terminals. 



functional block diagram and schematics of inputs and outputs 









■^o- 





-t>o- 





^5^J2L, 



^5^-JiL 



^5>-j^3 



>-5^-^ 



'173 



EQUIVALENT OF EACH INPUT 

vcc- 




TYPICAL OF ALL OUTPUTS 




vcc 

90 n NOIVl 



'LS173A 



EQUIVALENT OF EACH INPUT 

Vcc T 

I 20 kn NOM 
INPUT ^ M * T 



TYPICAL OF ALL OUTPUTS 

•Vcc 



lOOn NOM 
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TYPES SN54173, SN74173 
4-BIT D-TYPE REGISTERS WITH 3-STATE OUTPUTS 



recommended operating conditions 







SN54173 


SN74173 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-2 


-5.2 


mA 


Low-level output current, Iql 


16 


16 


mA 


Input clock frequency, fdock 


25 


25 


MHz 


Width of clock or clear pulse, i^ 


20 


20 


ns 


Setup time, tju 


Data enable 


17 


17 


ns 


Data 


10 


10 


Clear inactive state 


10 


10 


Hold time, tj, 


Data enable 


2 


2 


ns 


Data 


10 


10 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


VlH High-level input voltage 




2 


V 


ViL Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iqh = MAX 


2.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 16 mA 


0.4 


V 


'O(off) Off-state (high-impedance state) output current 


Vcc = MAX, 
V|H=2V 


Vq = 2.4 V 


40 


mA 


Vq = 0.4 V 


-40 


1 1 Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


llH High-level input current 


Vcc = MAX, V| = 2.4V 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


IqS Short-circuit output currents 


Vcc = MAX 


-30 -70 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


50 72 


mA 



f For conditions shown as MIN or MAX. use the appropriate value specifiecJ under recommended operating conditions, 
Jam typical values are at V^q = 5 V, T^ = 25°C. 
SNot more than one output should be shorted at a time. 

NOTE 2: \qq is measured with all outputs open; clear grounded following momentary connection to 4.5 V; N, G1, G2, and all data inputs 
grounded; and the clock input and M at 4.5 V. 



switching characteristics, Vcc = 5 V, Ta = 25°C, Rl = 400 f2 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


'max 


Maximum clock frequency 


CL = 50pF, 
See Note 3 


25 


35 




MHz 


tPHL 


Propagation delay time, high-to-low-level output from clear input 




18 


27 


ns 


tPLH 


Propagation delay time, low-to-high-level output from clock input 




28 


43 


ns 


tPHL 


Propagation delay time, high-to-low-level output from clock input 




19 


31 


tPZH 


Output enable time to high level 


7 


16 


30 


ns 


tPZL 


Output enable time to low level 


7 


21 


30 


tPHZ 


Output disable time from high level 


Cl = 5pF, 
See Note 3 


3 


5 


14 


ns 


tPLZ 


Output disable time from low level 


3 


11 


20 



NOTE 3: Load circuits and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS173A, SN74LS173A 

4-BIT D-TYPE REGISTERS WITH 3-STATE OUTPUTS 



REVISED JANUARY 1981 



recommended operating conditions 





SN54LS173A 


SN74LS173A 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-1 


-2.6 


mA 


Low-level output current, Iql 


12 


24 


mA 


Input clock frequency, fdock 


30 


30 


MHz 


Width of clock or clear pulse, t^ 


20 


20 


ns 


Setup time, tju 


Data enable 


35 


35 


ns 


Data 


17 


17 


Clear inactive state 


10 


10 


Hold time, th 


Data enable 








ns 


Data 








Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS173A 


SN74LS173A 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


ViH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V||_ = V|Lmax Iqh ^ 1^^^ 


2.4 3.4 


2.4 3.1 


V 


Vql Low-level output voltage 


Vcc = MIN, 
V|L = 0.8 V 


Iql = 12 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 24 mA 




0.35 0.5 


lO(off) Off-state (high-impedance state) output current 


Vcc = MAX, 
V|H = 2V 


Vo = 2.7 V 


20 


20 


mA 


Vq = 0.4 V 


-20 


-20 


l| Input current at maximum input voltage 


Vcc = MAX, V|=7V 


0.1 


0.1 


mA 


l|l-l High-level input current 


Vcc = MAX, Vi = 2.7V 


20 


20 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output current! 


Vcc = IVIAX 


-30 -130 


-30 -130 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


19 30 


19 24 


mA 



' For concJitions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vqq = 5 V, T^ = 25°C. 
§ Not more than one output should be shorted at a time. 

NOTE 2: Ice '* measured with all outputs open; clear grounded following momentary connection to 4.5 V; N, G1, G2, and all data inputs 
grounded; and the clock input and M at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C, Rl = 667 n 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


^max 


Maximum clock frequency 


Cl = 45pF, 
See Note 3 


30 


50 




MHz 


tpHL 


Propagation delay time, high-to-low-level output from clear input 




26 


35 


ns 


tPLH 


Propagation delay time, low-to-high-level output from clock input 




17 


25 


ns 


tPHL 


Propagation delay time, high-to-low-level output from clock input 




22 


30 


tPZH 


Output enable time to high level 




15 


23 


ns 


tPZL 


Output enable time to low level 




18 


27 


tPHZ 


Output disable time from high level 


Cl = 5pF, 
See Note 3 




11 


17 


ns 


tPLZ 


Output disable time from low level 




11 


17 



NOTE 3: Load circuits and voltage waveforms are shown on page 3-1 1. 
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TYPES SN54174. SN54175. SN54LS174. SN54LS175. SN54S174. SN54S175. 

SN74174. SN74175, SN74LS174. SI\I74LS175. SI\I74S174. SN74S175 

HEX/ QUADR UPLE D-TYPE FLIP-FLOPS WITH CLEAR 

BULLETIN NO. DL-S 7611803, DECEMBER 1972-REVlSED OCTOBER 1976 

'174, 'LS174, 'S174 . . . HEX D-TYPE FLIP-FLOPS 

'175, 'LS175, 'S175 . . . QUADRUPLE D-TYPE FLIP-FLOPS 



'174, 'LS174, 'S174 Contain Six Flip-Flops 
with Single-Rail Outputs 

'175, 'LS175, 'S175 Contain Four Flip-Flops 
with Double-Rail Outputs 

Three Performance Ranges Offered: See 
Table Lower Right 

Buffered Clock and Direct Clear Inputs 

Individual Data Input to Each Flip-Flop 

Applications include: 

Buffer/Storage Registers 
Shift Registers 
Pattern Generators 



description 



These monolithic, positive-edge-triggered flip-flops 
utilize TTL circuitry to implement D-type flip-flop 
logic. All have a direct clear input, and the '175, 
'LS175, and 'S175 feature complementary outputs 
from each flip-flops. 

Information at the D inputs meeting the setup time 
requirements is transferred to the Q outputs on the 
positive-going edge of the clock pulse. Clock 
triggering occurs at a particular voltage level and is 
not directly related to the transition time of the 
positive-going pulse. When the clock input is at either 
the high or low level, the D input signal has no effect 
at the output. 

These circuits are fully compatible for use with most 
TTL or DTL circuits. 

FUNCTION TABLE 
(EACH FLIP-FLOP) 



INPUTS 


OUTPUTS 


CLEAR CLOCK 


D 


Q Qt 


L X 


X 


L H 


H t 


H 


H L 


H t 


L 


L H 


H L 


X 


Qq Qq 



H = high level (steady state) 

L = low level (steady state) 

X = irrelevant 

t = transition from low to high level 

Oq = the level of Q before the indicated steady-state 

input conditions were established, 
t = '175, 'LS175, and 'S175 only 



SN54174, SN54LS174, SN54S174 ... J OR W PACKAGE 
SN74174, SN74LS174, SN74S174 ... J OR N PACKAGE 
(TOP VIEW) 



VCC 6Q 



4Q CLOCK 



16 15 14 13 12 11 10 



L Q D J L D O -I L Q -I 



CK< >♦<; >CK 




CLEAR CLEAR CLEAR 

CK< >♦< >CK 



[j£_£j][j£— ^[j£--±fa 



1 2 



7 r|_8_ 

GND 



positive logic: see function table 



SN54175, SN54LS175, SN54S175 ... J OR W PACKAGE 
SN74175, SN74LS175, SN74S175 ... J OR N PACKAGE 
(TOP VIEW) 





vcc 

16 . 


40 

15 


40 

. 14 


4D 

- 13 


3D 

. 12 _ 


35 

11 


30 

10 


CLOCI' 

9 






X 








><; 


A. 


r 


Q 

< CLR(.|^ 

A D 






Q Q 

ckClr > 
D A 


1? 




1 




> L_ 






-" \ 






1 t 












Ai 








1 ' ^ 








a Q 








D V 

'-'^CLR > 

a 


■ 


T 


>>< 






>< 






1 


2 


3 


. 


\ 




j 


6 


7 


8 





CLEAR 10 



positive logic: see function table 



TYPES 



TYPICAL TYPICAL 

MAXIMUM POWER 

CLOCK DISSIPATION 

FREQUENCY PER FLIP-FLOP 

'174, '175 35 MHz 38 mW 

'LS174,'LS175 40 MHz 14mW 

'8174, '8175 110 MHz 75 mW 
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TYPES SN54174, SN54175, SN54LS174, SN54LS175, SN54S174, SN54S175, 
SN74174, SI\I74175, SN74LS174, SN74LS175. SN74S174, SI\I74S175 
HEX/QUADRUPLE D-TYPE FLIP-FLOPS WITH CLEAR 

functional block diagrams 

•174, 'LS174, 'S174 



(3) 



>■ 



JH>- 



D Q 

C ]>CK 



,.I3- 



0>CK 
CLEAI 

13" 



D Q 



C>CK 



T 



C>CK 
CLEAI 



C>CK 



CLEAR 





■175, 'LS175, 'S175 



>- 



^H>- 



o>< 



,.:iT 



D Q 

>CK 



C ]>CK 



..-T 



c>. 



CLEAR 

— tr- 



I 
I 



. dynamic input activated by transition from a high level to a low level. 
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TYPES SN54174, SN54175. SN54LS174, SN54LS175, SN54S174. SN54S175, 

SN74174, SN74175. SN74LS174. SN74LS175, SN74S174. SN74S175 

HEX/QUADRUPLE D-TYPE FLIP-FLOPS WITH CLEAR 



REVISED OCTOBER 1976 



schematics of inputs and outputs 



SN54174, SN54175, SN74174, SN74175 



EQUIVALENT OF ALL INPUTS 




Clock, D: Req = 8 kO NOM 
Clear: Hp„ = 4 kn NOM 



TYPICAL OF ALL OUTPUTS 



100 n 

NOM 



SIM54LS174, SIS154LS175, SIM74LS174, SN74LS175 



EQUIVALENT OF ALL INPUTS 




Clock: Req = 17knNOM 
Clear, D: Req = 20 kU NOM 



TYPICAL OF ALL OUTPUTS 




SN54S174, SN54S175, SN74S174, SIS174S17&. 



EQUIVALENT OF ALL INPUTS 



2.8 kn 

NOM 




TYPICAL OF ALL OUTPUTS 
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TYPES SN54174. SI\I54175, SN74174. SN74175 
HEX/QUADRUPLE D-TYPE FLIP-FLOPS WITH CLEAR 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) TV 

Input voltage 5.5 V 

Operating free-air temperature range: SN54174,SN54175 Circuits -55°Cto125°C 

SN74174,SN74175 Circuits 0°C to 70°C 

Storage temperature range — 65°Cto 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SIM54174,SN54175 


SN74174,SN74175 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


■High-level output current, loH 


-800 


-800 


HA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock or clear pulse, t^ 


20 


20 


ns 


Setup time, tju 


Data input 


20 


20 


ns 


Clear inactive-state 


25 


25 


ns 


Data hoici time.th 


5 


5 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V||-| High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


VjK Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


VqH High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -800 mA 


2.4 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
Vm = 0.8V, loL=16mA 


0.2 0.4 


V 


1 1 1 nput current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l||^ High-level input current 


Vcc = MAX, V| = 2.4V 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V|=0.4V 


-1.6 


mA 


Iqs Short-circuit output current§ 


Vcc = MAX 


SN54' 


-20 -57 


mA 


SN74' 


-18 -57 


'CC Supply current 


Vcc = MAX, See Note 2 


'174 


45 65 


mA 


'175 


30 45 



^For conclitions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable device 
type. 
Jam typical values are at V^c = 5 V, T^ = 25° C. 
^Not more than one output should be shorted at a time. 

MOTE 2: With all outputs open and 4.5 V applied to all data and clear inputs, Iqq is measured after a momentary ground, then 4.5 V, is 
applied to clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max Maximum clock frequency 


Cl= 15 pF, 
RU = 400n, 
See Note 3 


25 35 


MHz 


Propagation delay time, low-to-high-level output from clear 
*^^^ (SN541 75, SN741 75 only) 


16 25 


ns 


tpHL Propagation delay time, high-to-low-level output from clear 


23 35 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 


20 30 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 


24 35 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS174, SN54LS175, SN74LS174. SN74LS175 
HEX/QUADRUPLE D-TYPE FLIP-FLOPS WITH CLEAR 



REVISED DECEMBER 1980 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS174, SN54LS175 Circuits -55°Cto125°C 

SN74LS174,SN74LS175 Circuits . . .' 0°C to 70°C 

Storage temperature range — 65°Ctol50°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN54LS174 
SN54LS175 


SN74LS174 
SN74LS175 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fdock 


30 


30 


MHz 


WicJth of clock or clear pulse, t^ 


20 


20 


ns 


Setup time, tju 


Data input 


20 


20 


ns 


Clear inactive-state 


25 


25 


ns 


Data hoici time, th 


5 


5 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTC0NDIT10NS+ 


SN54LS174 
SN54LS175 


SN74LS174 
SN74LS175 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


I| = -18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc=MIN, 
V||_ = V|Lmax, 


V,H = 2V, 

'oh = -400mA 


2.5 3.5 


2.7 3.5 


V 


Vol 


Low-level output voltage 


Vcc= MIN, 
V|L = V|L max 


V,H = 2V, 


Iql = ^ inA 


0.25 0.4 


0.25 0.4 


V 


IOL = 8 mA 




0.35 0.5 


Input current at 
l| 

maximum input voltage 


Vcc=MAX, 


V| =7 V 


0.1 


0.1 


mA 


"IH 


High-level input current 


Vcc= MAX, 


V| = 2.7V 


20 


20 


mA 


'IL 


Low-level input current 


Vcc= MAX, 


V| =0.4 V 


-0.4 


-0.4 


mA 


lOS 


Short-circuit output current § 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


'cc 


Supply current 


Vcc = MAX. 


See Note 2 


'LS174 


16 26 


16 26 


mA 


'LS175 


11 18 


11 18 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at V^c = 5 V, T^ = 25°C. 

§ Not mora than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: With all outputs open and 4.5 V applied to all data and clear inputs, I^q is measured after a momentary ground, then 4.5 V, is 
applied to clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


'LS174 


'LS175 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


f max Maximum clock frequency 


Cl=15pF, 
RL = 2kS2, 
See Note 4 


30 40 


30 40 


MHz 


^PLH Propagation delay time, low-to-high-level output from clear 




20 


30 


ns 


tpHL Propagation delay time, high-to-low-level output from clear 


23 


35 


20 


30 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 


20 


30 


13 


25 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 


21 


30 


16 


25 


ns 



NOTE 4: Load circuit and voltage waveforms are shown on page 3-1 1 . 
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TYPES SN54S174, SN54S175. SN74S174. SN74S175 
HEX/QUADRUPLE D-TYPE FLIP-FLOPS WITH CLEAR 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S174,SN54S1 75 Circuits -55°Cto125°C 

SN74S174,SN74S175 Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54S174,SN54S175 


SN74S174,SN74S175 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Clock frequency, fdock 


75 


75 


MHz 


Pulse wicith, tw 


Clock 


7 


7 


ns 


Clear 


10 


10 


Setup time, tju 


Data input 


5 


5 


ns 


Clear Inactive-state 


5 


5 


Data hoici tinne,th 


3 


3 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSt 


MIN TYPt MAX 


UNIT 


Vli-i High-level input voltage 




2 


V 


V|L Low-level Input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, l| = -18mA 


-1.2 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -1mA 


SN54S' 


2.5 3.4 


V 


SN74S' 


2.7 3.4 


Vqu Low-level output voltage 


Vcc=MIN, V(H = 2V, 
V|L = 0.8V, Iql = 20 mA 


0.5 


V 


l| Input current at maximum input voltage 


Vcc=MAX, V| = 5.5V 


1 


mA 


l|l^ High-level input current 


Vcc = MAX, V| = 2.7V 


50 


ma 


l|L Low-level input current 


Vcc = MAX, V| = 0.5V 


-2 


mA 


Iqs Short-circuit output currents 


Vcc=MAX 


-40 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


'174 


90 144 


mA 


'175 


60 96 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable device 
type. 
tAII typical values are at Vcc = 5 V, T^ = 25°C. 

SNot more than one output shtjuld be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: With all outputs open and 4.5 V applied to all data and clear inputs, \qq is measured after a momentary ground, then 4.5 V, is 
applied to clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max Maximum clock frequency 


Cl= 15 pF, 
RL = 280n, 
See Note 3 


75 110 


MHz 


Propagation delay time, low-to-high-level Q output from clear 
'''^" (SN54S175,SN74S175only) 


10 15 


ns 


tpHL Propagation delay time, high-to-low-level Q output from clear 


13 22 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 


8 12 


ns 


IPHL Propagation time, high-to-low-level output from clock 


11.5 17 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54176. SN54177, SN74176, SN74177 

35-MHz PRESETTABLE DECADE AND 

BINARY COUNTERS/LATCHES 

BULLETIN NO. DL-S 7211478, MAY 1971-REVISED DECEMBER 1972 



SN54176, SN54177 ... J OR W PACKAGE 
SN74176, SN74177 ... J OR N PACKAGE 
(TOP VIEW) 



Reduced-Power Versions of SN54196, SN54197, 
SN74196, and SIM74197 50-MHz Counters 

D-C Coupled Counters Designed to Replace Signetics 
8280, 8281, 8290, and 8291 Counters in Most 
Applications 

Performs BCD, Bi-Quinary, or Binary Counting 

Fully Programmable 

Fully Independent Clear Input 

Guaranteed to Count at Input Frequencies 
from to 35 MHz 

Input Clamping Diodes Simplify System Design 
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ATA INPUTS 




CLOCK 
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Vcc '^LbA 


ud 


D 




B 


Qb 1 


1 
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9 . 
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CLEAR Qd D B Qb 










COUNT/ CLOCK^ ^ 
LOAD 1 












CLOCK 












Qc C A Qa ^ 
















T 


—\ 


1 


2 


i 


3 




4 




5 


■ 6 ' 


7 






COUNT 
LOAD 


Or . C A , 
DATA INPUTS 


Q;^ CLOCK GND 




asynchronous input: Low input to clear sets Q^, 


Qg, Qc, andQQ low. 



description 



These high-speed monolithic counters consist of four d-c coupled master-slave flip-flops which are internally 
interconnected to provide either a divide-by-two and a divide-by-five counter (SN54176, SN74176) or a divide-by-two 
and a divide-by-eight counter (SN54177, SN74177). These counters are fully programmable; that Is, the outputs may 
be preset to any state by placing a low on the count/load input and entering the desired data at the data inputs. The 
outputs will change to agree with the data inputs independent of the state of the clocks. 

These counters may also be used as 4-bit latches by using the count/load input as the strobe and entering data at the 
data inputs. The outputs will directly follow the data inputs when the count/load is low, but will remain unchanged 
when the count/load is high and the clock inputs are inactive. 

These high-speed counters will accept count frequencies of to 35 megahertz at the clock-1 input and to 17.5 
megahertz at the clock-2 input. During the count operation, transfer of information to the outputs occurs on the 
negative-going edge of the clock pulse. The counters feature a direct clear which when taken low sets all outputs low 
regardless of the states of the clocks. 

All inputs are diode-clamped to minimize transmission-line effects and simplify system design. The circuits are 
compatible with most TTL and DTL logic families. Typical power dissipation is 150 milliwatts. The SN54176 and 
SN54177 circuits are characterized for operation over the full military temperature range of — 55°C to 125°C; the 
SN74176 and SN74177 circuits are characterized for operation from 0°C to 70°C. 
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TYPES SN54176, SN54177, SN74176, SN74177 
35-MHz PRESETTABLE DECADE AND 
BINARY COUNTERS/LATCHES 



typical count configurations 



SN54176andSN74176 



The output of flip-flop A is not internally connected 
to the succeeding flip-flops; therefore, the count may 
be operated in three independent modes: 



SN54176, SN74176 
FUNCTION TABLES 



DECADE (BCD) 
(See Note A) 



BIQUINARY (5-2) 
(See Note B) - 



1. 



When used as a binary-coded-decimal decade 
counter, the clock-2 input must be externally 
connected to the Qa output. The clock-1 input 
receives the incoming count, and a count 
sequence is obtained in accordance with the 
BCD count sequence function table shown at 
right. 

If a symmetrical divide-by-ten count is desired 
for frequency synthesizers (or other appli- 
cations requiring division of a binary count by 
a power of ten), the Qp output must be 
externally connected to the clock-1 input. The 
input count is then applied at the clock-2 input 
and a divide-by-ten square wave is obtained at 
output Qa in accordance with the bi-quinary 
function table. 



COUNT 


OUTPUT 


Qd Oc Qb Oa 





L L L L 


1 


L L L H 


2 


L L H L 


3 


L L H H 


4 


L H L L 


5 


L H L H 


6 


L H H L 


7 


L H H H 


8 


HULL 


9 


H L L H 



COUNT 


OUTPUT 


Qa Qd Qc Qb 





LULL 


1 


L L L H 


2 


L L H L 


3 


L L H H 


4 


L H L L 


5 


H L L L 


6 


H L L H 


7 


H L H L 


8 


H L H H 


9 


H H L L 



H = high level, L = low level 

NOTES: A. Output Q^ cohnected to clock-2 input. 
B. Output Qd connected to cIock-1 input. 



For operation as a divide-by-two counter and a divide-by-five counter, no external interconnections are required. 
Flip-flop A is used as a binary element for the divide-by-two function. The clock-2 input is used to obtain binary 
divide-by-five operation at the Qg, Qc, and Qq outputs. In this mode, the two counters operate independently; 
however, all four flip-flops are loaded and cleared simultaneously. 



SN 54177 and SN74177 

The output of flip-flop A is not internally connected to the succeeding flip-flops, 
therefore the counter may be operated in two independent modes: 

1. When used as a high-speed 4-bit ripple-through counter, output Qa must be 
externally connected to the clock-2 input. The input count pulses are applied to 
the clock-1 input. Simultaneous divisions by 2, 4, 8, and 16 are performed at the 
Qa, Qb. QC' Sfid Qq outputs as shown in the function table at right. 

2. When used as a 3-bit ripple-through counter, the input count pulses are applied 
to the clock-2 input. Simultaneous frequency divisions by 2, 4, and 8 are 
available at the Qb, Qc. ^nd Qq outputs. Independent use of flip-flop A is 
available if the load and clear functions coincide with those of the 3-bit 
ripple-through counter. 



SN54177, SN74177 

FUNCTION TABLE 

(See Note A) 



COUNT 


OUTPUT 1 


Qd Qc Ob 


Qa 





L L L 


L 


1 


L L L 


H 


2 


L L H 


L 


3 


L L H 


H 


4 


L H L 




5 


L H L 




6 


L H H 




7 


L H H 




8 


H L L 




9 


H L L 




10 


H L H 




11 


H L H 




12 


H H L 




13 


H H L 




14 


H H H 




15 


H H H 


H 



H = high level, L = low level 
NOTE A: Output Q/^ connected 
to clock-2 input. 
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TYPES SN54176, SN54177, SN74n6, SN74177 

35-MHz PRESETTABLE DECADE AND 

BINARY COUNTERS/LATCHES 



functional block diagrams 
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TYPES SN54176, SN54177. SN74176, SN74177 
35-MHz PRESETTABLE DECADE AND 
BINARY COUNTERS/LATCHES 



schematics of inputs and outputs 



EQUIVALENT OF COUNT/LOAD, 
CLEAR, AND DATA INPUTS 




Data, Count/load: Rgq = 4 kil NOM 
Clear: Rpa = 2 kfi NOM 



EQUIVALENT OF CLOCK INPUTS 




m 



NOMINAL VALUES OF 

R1, R2, and R3 

INPUT '176 -177 

Clock 1 4 kn 4 kfZ 

Clock 2 4 kn 6 kn 



TYPICAL OF ALL OUTPUTS 



vcc 



100 n NOM 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) ^V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54176, SN541 77 Circuits -55°Cto125°C 

SN74176,SN74177 Circuits 0°C to 70°C 

Storage temperature range — 65°C to 150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies between the clear and 
count/load inputs. 

recommended operating conditions 





MIN NOM MAX 


UNIT 


Supply voltage, Vcc 


SN54' 


4.5 5 5.5 


V 


SN74' 


4.75 5 5.25 


High-level output current, Iqh 


-800 


mA 


Low-level output current, Iql 


16 


mA 


Count frequency (see Figure 1) 


Clock-1 input 


35 


MHz 


Clock-2 input 


17.5 


Pulse width, t^ {see Figure 1) 


Clock-1 input 


14 


ns 


Clock-2 input 


28 


Clear 


20 


Load 


25 


Input hold time, th (see Figure 1 ) 


High-level data 


tw(load) 


ns 


Low-level data 


tw(load) 


1 nput setup time, tju (see Figure 1 ) 


High-level data 


15 


ns 


Low-level data 


20 


Count enable time, tenable (see Note 3 and Figure 1) 


25 


ns 


Operating free-air temperature, T^ 


SN54' 


-55 125 


°c 


SN74' 


70 



: 3: Minimum count enable time is the interval immediately preceding the negative-going edge of the clock pulse during which interval the 
count/load and clear inputs must both be high to ensure counting. 
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TYPES SN54176, SN54177, SN74176, SN74177 

35-MHz PRESEHABLE DECADE AND 

BINARY COUNTERS/LATCHES 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54176.SN74176 


SN54177,SN74177 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


VlH 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


VlK 


Input clamp voltage 


Vcc = MIIM, 


I| = -12mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = IVllN, 
ViL = 0.8V, 


V|H = 2V, 
lOH = -800mA 


2.4 3.4 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc=MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L= 16mA11 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc=MAX, 


V| = 5.5 V 


1 


1 


mA 


l|H 


High-level input current 


Data, count/load 


Vcc = IVIAX, 


V| = 2.4 V 


40 


40 


mA 


Clear, clock 1 


80 


80 


Clock 2 


120 


80 


1|L 


Loviz-level input current 


Data, count/loatJ 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


-1.6 


mA 


Clear 


-3.2 


-3.2 


Clock 1 


-4.8 


-4.8 


Clock 2 


-4.8 


-3.2 


'OS 


Short-circuit output current! 


Vcc = "WAX 


SN54' 


-20 


-57 


-20 




-57 


mA 


SN74' 


-18 


-57 


-18 




-57 


'cc 


Supply current 


Vcc = M,\X. 


See Note 4 


30 


48 




30 


48 


mA 



NOTE 4: \qq is measureci with all inputs groundecj anc) all outputs open. 

1'F=or conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

JAM typical values are at Vqc = 5 V, T^ = 25° C. 

HQ/^ outputs are tested at Iql = 16 mA plus the limit value of l||_ for the clock-2 input. This permits driving the clock-2 input while fanning 

out to 10 Series 54/74 loads. 
§ Not more than one output should be shorted at a time. 



switching characteristics, Vcc = 5 V, Rl = 


= 400S2,Cl = 15pF,Ta = 


25°C, see figure 


1 




parametero 


FROM (INPUT) 


TO (OUTPUT) 


SIM54176,SN74176 


SN54177,SN54177 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


'max 


Clock 1 


Qa 


35 50 


35 50 


MHz 


tPLH 


Clock 1 


Qa 


8 13 


8 13 


ns 


tPHL 


11 17 


11 17 


tPLH 


Clock 2 


Qb 


11 17 


11 17 


ns 


tPHL 


17 26 


17 26 


tPLH 


Clock 2 


Qc 


27 41 


27 41 


ns 


tPHL 


34 51 


34 51 


tPLH 


Clock 2 


Qd 


13 20 


44 66 


ns 


tPHL 


17 26 


50 75 


tPLH 


A, B,C, D 


Qa.Qb-Qc.Qd 


19 29 


19 29 


ns 


tPHL 


31 ■ 46 


31 46 


tPLH 


Load 


Any 


29 43 


29 43 


ns 


tPHL 


32 48 


32 48 


tPHL 


Clear 


Any 


32 48 


32 48 


ns 



^■^max — maximum count frequency 
tPLH = propagation delay time, low-to-high-level output 
tpHL= propagation delay time, high-to-low-level output 
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Rl S (See Note C) 



FROM OUTPUT 
UNDER TEST 



j_N * W W W 



O^ 



Cl (See Note B) 



LOAD CIRCUIT 



1.5 v\ Jtl.SV 



DATA INPUTS 
A, B, C, AND D 



COUNT/LOAD 
INPUT 



OUTPUTS 

Qa.Qb.Qc. and 



CLOCK 
CLOCK-2 



2 INPUT 3" ^ 



COUNT/LOAD 
OR CLEAR 



OUTPUT 

Qa. °B.QC.orQD 



OUTPUT 

Qa. Qb. Qc. or Qd 




Jtl.SV 



-j V 



VOH 



Vol 



CLOCK-l 
INPUT 



OUTPUT 

Qa 



I I 



\ 



• ov 

•VoH 



CLOCK-MODE VOLTAGE WAVEFORMS 



r Vol 

CLOCK ENABLE TIME VOLTAGE 
WAVEFORMS 



/ v 

71 K- ^^^A1 




- ov 

3.5 V 



/ — V / — 

^JL X1.5V / 

A \_z ov 



tsu-t* n 



00 \^^ "7 



\pt^(load)-^ / \!*-t^(load)-l^/" 

-•i tPLH !•— —J tpHL h- 



, -H tPHL t*— 



J > '■ Vol 



CLEAR AND LOAD VOLTAGE WAVEFORMS 
FIGURE 1 



NOTES: A. The input pulse is supplied by a generator having the following characteristics: PRR < 1 MHz, duty cycle < 50%, t^ < 5 ns, and unless 
specified, tf < 5 ns. When testing fmax. vary PRR. 

B. Cl includes probe and jig capacitance. 

C. All diodes are 1N3064. 

D. Unless otherwise specified, Q/^ is connected to clock 2. 
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TYPES SN54178, SN54179, SN74178, SN74n9 
4-BIT PARALLEL-ACCESS SHIFT REGISTERS 

BULLETIN NO. DL-S 721 1846, DECEMBER 1972 



Typical Maximum Clock Frequency ... 39 MHz 
Three Operating Modes: 

Synchronous Parallel Load 

Right Shift 

Hold (Do Nothing) 

• IMegative-Edge-Triggered Clocking 

• D-C Coupling Symplifies System Designs 

description 

These shift registers utilize fully d-c coupled storage 
elements and feature synchronous parallel inputs and 
parallel outputs. The SN54179/SiM74179 has a direct 
clear line and complementary output from the D 
flip-flop, thereby differing from the SN54178/ 
SN74178. 

Parallel loading is accomplished by taking the shift 
input low, applying the four bits of data, and taking 
the load input high. The data is loaded into the 
associated flip-flop synchronously and appears at the 
outputs after a high-to-low transition of the clock. 
During loading, serial data flow is inhibited. 

Shift right is also accomplished on the falling edge of 
the clock pulse when the shift input is high regardless 
of the level of the load input. Serial data for this 
mode is entered at the serial data input. 

When both the shift and load inputs are low, clocking 
of the register can continue; however, data appearing 
at each output is fed back to the flip-flop input 
creating a mode in which the data is held unchanged. 
Thus, the system clock may be left free-running 
without changing the contents of the register. 



SN54178 ... J OR W PACKAGE 

SN74178 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS 



OUTPUT OUTPUT 



D* SHIFT Op LOAD Qc 



JinMRJTU¥lM7^ 








r 


C D SHIFT Qd load 

- B Qc - 
SERIAL .^ 

A IN qa Si: °b 


(J 





uJiiTLiiiinAriiiiir 



positive logic: see function table 



SN54179 ... J OR W PACKAGE 

SIM74179 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS 
VCC 'C D SHU 



JTIROTFIRJIT^^ 



D SHIFT Qq Qd load 
CLEAR Qc 



rniiiiiiiiiiiiiiMiij 



positive logic: see function table 



'178, '179+ 
FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEARt SHIFT LOAD 


CLOCK 


SERIAL 


PARALLEL 


Qa Ob Qc Qd ^d+ 


A B C D 


L X X 


X 


X 


X X X X 


L L L L H 


H r X X 
H 1 L L 
H 1 L H 
H ] H X 
H , H X 


H 

1 


X 
X 
X 

H 

L 


X X X X 
X X X X 
abed 
X X X X 
X X X X 


Qao °bo °co QdoIQdo 
Qao Qbo Qco Qdo I Qdo 

a b c did 
H QAn QBn QCn | QCn 
L QAn Qsn QCn | QCn 



^The columns for clear, Qp, and the top line of the table apply for the '179 only. 

H = high level (steady state), L = low level (steady state) 

X = irrelevant (any input, including transitions) 

4- = transition from high to low level 

a, b, c, d = the level of steady-state input at inputs A, B, C, or D, respectively. 

QaO' QbO' ^CO' QdQ ~ ^^^ level of Q/\, Qg, Oq, or Qp, respectively, before the indicated steady-state Input conditions were established. 

^An' Qsn- QCn ~ ^^^ level of Q;^, Qq, or Qc, respectively, before the most-recent i transition of the clock. 
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TYPES SN54178, SN54179, SN74178, SN74179 
4-BIT PARALLEL-ACCESS SHIFT REGISTERS 



functional block diagram 

(3) [4] 



('178) ['1791 
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(21 [31 



(9) [101 



(1) [21 



-t>j^- 



(13) [15] 



(11) (131 





{> rH>=' 





clock""" {> [>- 



<> 



S Qa 

<*>CK 



CLEAR 



(4) [51 



Qa 



-c{^ s Qb 

C>CK 



CLEAR 



(6) [71 



Qb 



^> 



S Qc 
Ct>CK 



CLEAR 



(8) [91 



Qc 



^> 



S Qd 

ch>CK 



R Qd 

CLEAR 



(10) [111 



Qd 



[121 _ 

Qd 

['179 
ONLYl 



['179 
ONLYl 



q(^ . . . Denotes input activated by a transition from a h]gh level to a low level. 
I 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



/77 



TYPICAL OF ALL OUTPUTS 

/cc 

100 n NOM 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54178, SN54179 Circuits -55°Cto125°C 

SN74178,SN74179 Circuits 0°Cto70°C 

Storage temperature range — 65°Cto 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54178, SN54179 


SN74178, SN74179 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock or clear pulse, t^ (see Figure 1) 


20 


20 


ns 


Setup time, tju (see Figure 1 ) 


Shift (H or L) or load 


35 


35 


ns 


Data 


30 


30 


Clear-inactive-state 
(SN54179andSN74179) 


15 


15 


Hold time at any input, th 


5 


5 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54178,SN54179 


SN74178, SN74179 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, ViH = 2V, 
V|L = 0.8V, loH = -800 mA 


2.4 3.4 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 16 mA 


0.2 0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, Vi = 5.5V 


1 


1 


mA 


l|l^ High-level input current 


Vcc = MAX, V| = 2.4V 


40 


40 


mA 


l|L Low-level input current 


Vcc = IVlAX, V| = 0.4V 


-1.6 


-1.6 


mA 


Iqs Short-circuit output current! 


Vcc=MAX 


-20 -57 


-18 -57 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


46 70 


46 75 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable device 

type. 

+ A1I typical values are at Vqc = 5 V, T^ = 25°C. 
S 
Not more than one output should be shorted at a time. 

NOTE 2: Iqc is measured as follows; 

a) 4.5 V is applied to serial inputs, load, shift, and clear, 

b) Parallel inputs A through D are gounded, 

c) 4.5 V is momentarily applied to clock which is then grounded. 
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TYPES SN54178, SN54179, SN74178, SN74179 
4-BIT PARALLEL-ACCESS SHIFT REGISTERS 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 






CL=15pF, RL = 400n, 
See Figure 1 


25 39 


MHz 


tPLH, 


Clear 


Qd 


15 23 


ns 


tPHL 


Qa. Qb.Qc. Qd 


24 36 


tPLH 


Clock 


Any output 


17 26 


ns 


«PHL 


23 35 



^*max — Maximum clock frequency 
*PHL~ Propagation delay time, high-to-low-level output 
tpLH =Propagation delay time, low-to-high-level output 



PARAMETER MEASUREMEIMT INFORMATION 

Vcc 



OUTPUT 

o 



FROM OUTPUT_ 
UNDER TEST 



R L = 400 n 



-w- 



Cl= 15pF 
(See IMote C) 

LOAD CIRCUIT 



-^wlclear) -•| 



^it1.5V ^(ClTv 

Xi^ 



DATA 
(See IMote B) 



Q OUTPUT 
(See Note B) 



«4- tc 



-^-1 



^ 



H 1^ 



Jf 



Pk 



h _ 
1.5 V 



VlTv S>j-i.5V / ^^1!^ 

^U-tw(clock)-*0 ^ 1^^— ■ 



U-tPHL-H 



U *l— tPLH 



3V 
OV 
3 V 
V 
3 V 
V 
3 V 
V 
3 V 
V 



Xl!l_J^ 



VoH 

Vol 



VOLTAGE WAVEFORMS 



NOTES: A. Input pulses are supplied by generators having the following characteristics: t-pLj-i < 10 ns, tj^|_<10ns, PRR < 1 MHz, 
Zout « 50 n. 

B. Data input and Q output are any related pair. Serial and other data inputs are at GND. Serial data input is tested in conjunction 
with Q^ output in the shift mode. 

C. Ci_ includes probe and jig capacitance. 

D. All diodes are 1 N3064. 

FIGURE 1-SWITCHING TIMES 
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BULLETIN NO. DL-S 7211814, DECEMBER 1972 



logic 



FUNCTION TABLE 



SN54180 ... J OR W PACKAGE 

SN74180 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS 


OUTPUTS 1 


2 OF H'sAT 
ATHRUH 


EVEN 


ODD 


EVEN 


2 
ODD 


EVEN 


H 


L 


H 


L 


ODD 


H 


L 


L 


H 


EVEN 


L 


H 


L 


H 


ODD 


L 


H 


H 


L 


X 


H 


H 


L 


L 


X 


L 


L 


H 


H 



H = high level, L = low level, X= irrelevant 



j]^U]ru]ru^L5LlILlIL 



ijj~ijji2njLjii]iiJiLr 



positive logic: see function table 



description 

These universal, monolithic, 9-blt (8 data bits plus 1 parity bit) parity generators/checkers, utilize familiar Series 54/74 
TTL circuitry and feature odd/even outputs and control inputs to facilitate operation in either odd- or even-parity 
applications. Depending on whether even or odd parity is being generated or checked, the even or odd inputs can be 
utilized as the parity or 9th-bit input. The word-length capability is easily expanded by cascading. 

The SN54180/SN74180 are fully compatible with other TTL or DTL circuits. Input buffers are provided so that each 
data input represents only one normalized series 54/74 load. A full fan-out to 10 normalized series 54/74 loads is 
available from each of the outputs at a low logic level. A fan-out to 20 normalized loads is provided at a high logic level 
to facilitate the connection of unused inputs to used inputs. Typical power dissipation is 170 mW. 

The SN54180 is characterized for operation over the full military temperature range of — 55°C to 125°C; and the 
SN74180 is characterized for operation from 0°C to 70°C. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (s^6 Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54180 Circuits — 55°Cto125°C 

SN741 80 Circuits 0°C to 70°C 

Storage temperature range —65 C to 1 50 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54180 


SN74180 


UNIT 


MIIM NOM MAX 


MIN NOM MAX 


Supply voltage, VqC 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/Sj 


-55 125 


70 


°C 
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TYPES SN54180, SN74180 

9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 



electrical characteristics over recommended operating free-air temperatu 


re range 


(unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54180 


SN74180 


UNIT 


MIN 


TYPt MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Ioh = -800/jA 


2.4 


3.3 




2.4 


3.3 




V 


Vol 


Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loL=16mA 




0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Any data input 


Vcc = MAX. V| = 2.4 V 


40 


40 


*iA 


Even or odd input 


80 


80 


l|L 


Low-level input current 


Any data input 


Vcc = MAX, V| = 0.4V 


-1.6 


-1.6 


mA 


Even or odd input 


-3.2 


-3.2 


IQS 


Short-circuit output current § 


Vcc = MAX 


-20 




-55 


-18 




-55 


mA 


Ice 


Supply current 


Vcc = MAX, See Note 2 




34 


49 




34 


56 


mA 



NOTE 2: \qq is measured with even and odd inputs at 4.5 V, all other inputs and outputs open. 

Tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

+ AII typical values are at Vqq = 5 V, T/\ = 25''c. 

aNot more than one output should be shorted at a time. 



switching characteristics, Vcc = 5 V, Ta = 25° C 










PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Data 


2 Even 


Cl=15pF, RL = 400n, 
Odd input grounded, See Note 3 


40 


60 


ns 


tPHL 


45 


68 


tPLH 


Data 


SOdd 


32 


48 


ns 


tPHL 


25 


38 


tpLH 


Data 


X Even 


CL=15pF, RL = 400n, 
Even input grounded. See Note 3 


32 


48 


ns 


tPHL 


25 


38 


tpLH 


Data 


LOdd 


40 


60 


ns 


tPHL 


45 


68 


tPLH 


Even or Odd 


S Even or S Odd 


Cl=15pF, RL = 400n, 
See Note 3 


13 


20 


ns 


tPHL 


7 


10 



NOTE 3: Load circuits and waveforms are shown on page 3-10. 
«tpLH = Propagation delay time, low-to-high-level output 
^PHLj~ Propagation delay time, high-to-low-level output 

functional block diagram and schematics of inputs and outputs 



EQUIVALENT OF 
EACH INPUT 




Data inputs: 
Even and odd: 



= 4 k-n 
= 2 kn 




TYPICAL OF BOTH 
OUTPUTS 
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Full Look-Ahead for High-Speed 
Operations on Long Words 

Input Clamping Diodes Minimize 
Transmission-Line Effects 

Darlington Outputs Reduce Turn-Off 
Time 

Arithmetic Operating Modes: 
Addition 
Subtraction 

Shift Operand A One Position 
Magnitude Comparison 
Plus Twelve Other Arithmetic 
Operations 

Logic Function Modes: 
Exclusive-OR 
Comparator 

AND, NAND,OR, NOR 
Plus Ten Other Logic Operations 



SN54181,SN54LS181,SN54S181 . . . J OR W PACKAGE 

SN74181,SN74LS181,SN74S181 . . . J OR N PACKAGE 

(TOP VIEW) 



J^^UR4^^U^^Uli^U^^U^U^U^ 



^L A ^L — ^ ^ i i 1 i — -. 



TjjiiiiiTijLriiJiiriij^^ 



OUTPUTS 



logic: see tables 1 and 2 



TYPICAL ADDITION TIMES 



NUMBER 
OF 


ADDITION TIMES 


PACKAGE COUNT 


CARRY METHOD 
BETWEEN 


USING '181 


USING 'LS181 


USING 'S181 


ARITHMETIC/ 


LOOK-AHEAD 


BITS 


AND '182 


AND '182 


AND 'S182 


LOGIC UNITS 


CARRY GENERATORS 


ALU's 


1 to 4 


24 ns 


24 ns 


11 ns 


1 




NONE 


5 to 8 


36 ns 


40 ns 


18 ns 


2 




RIPPLE 


9 to 16 


36 ns 


44 ns 


19 ns 


3 or 4 


1 


FULL LOOK-AHEAD 


17 to 64 


60 ns 


68 ns 


28 ns 


5 to 16 


2 to 5 


FULL LOOK-AHEAD 



description 



The '181, 'LS181, and 'S181 are arithmetic logic units (ALU )/f unction generators that have a complexity of 75 
equivalent gates on a monolithic chip. These circuits perform 16 binary arithmetic operations on two 4-bit words as 
shown in Tables 1 and 2. These operations are selected by the four function-select lines (SO, SI, S2, S3) and include 
addition, subtraction, decrement, and straight transfer. When performing arithmetic manipulations, the internal carries 
must be enabled by applying a low-level voltage to the mode control input (M). A full carry look-ahead scheme is made 
available in these devices for fast, simultaneous carry generation by means of two cascade-outputs (pins 15 and 17) for 
the four bits in the package. When used in conjunction with the SN54182, SN54S182, SN74182, or SN74S182, full 
carry look-ahead circuits, high-speed arithmetic operations can be performed. The typical addition times shown above 
illustrate the little additional time required for addition of longer wprds when full carry look-ahead is employed. The 
method of cascading '182 or 'S182 circuits with these ALU's to provide multi-level full carry look-ahead is illustrated 
under typical applications data for the '182 and 'S182. 

If high speed is not of importance, a ripple-carry input (Cp) and a ripple-carry output (Cn-(-4) are available. However, 
the ripple-carry delay has also been minimized so that arithmetic manipulations for small word lengths can be 
performed without external circuitry. 
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description (continued) 

The '181, 'LS181 , and 'S181 will accommodate active-high or active-low data if the pin designations are interpreted as 
follows: 



PIN NUMBER 


2 


1 


23 


22 


21 


20 


19 


18 


9 


10 


11 


13 


7 


16 


15 


17 


Active-low data (Table 1) 


AO 


Bo 


Al 


Bl 


A2 


B2 


A3 


B3 


FO 


1^1 


F2 


^3 


Cn 


Cn+4 


P 


G 


Active-high data (Table 2) 


Ao 


Bo 


Al 


Bl 


A2 


B2 


A3 


B3 


FO 


Fl 


F2 


F3 


Cn 


Cn-i-4 


X 


Y 



Subtraction is accomplished by I's complement addition where the 1's complement of the subtrahend is generated 
internally. The resultant output is A— B— 1, which requires an end-around or forced carry to provide A— B. 

The '181, 'LSI 81, or 'SI 81 can also be utilized as a comparator. The A = B output is internally decoded from the 
function outputs (FO, Fl, F2, F3) so that when two words of equal magnitude are applied at the A and B inputs, it will 
assume a high level to indicate equality (A = B). The ALU should be in the subtract mode with Cp = H when 
performing this comparison. The A= B output is open-collector so that is can be wire-AND connected to give a 
comparison for more than four bits. The carry output (Cn-t-4) can also be used to supply relative magnitude 
information. Again, the ALU should be placed in the subtract mode by placing the function select inputs S3, S2, SI, 
SO at L, H, H, L, respectively. 



INPUT Cn 


OUTPUT Cn+4 


ACTIVE-LOW DATA 
(FIGURED 


ACTIVE-HIGH DATA 
(FIGURE 2) 


H 


H 


A>B 


A<B 


H 


L 


A<B 


A>B 


L 


H 


A>B 


A<B 


L 


L 


A< B 


A> B 



These circuits have been designed to not only incorporate all of the designer's requirements for arithmetic operations, 
but also to provide 16 possible functions of two Boolean variables without the use of external circuitry. These logic 
functions are selected by use of the four function-select inputs (SO, SI, S2, S3) with the mode-control input (M) at a 
high level to disable the internal carry. The 16 logic functions are detailed in Tables 1 and 2 and include exclusive-OR, 
IMAND, AND, NOR, and OR functions. 



Series 54, 54LS, and 54S devices are characterized for operation over the full military temperature range of 
125°C; Series 74, 74LS, and 74S devices are characterized for operation from 0°C to 70°C. 



-55 C to 



signal designations 

The '181, 'LS181, and 'S181 together wijth the '182 and 'S182 can be used with the signal designations of either 
Figure 1 or Figure 2. The inversion indicators (O) and the bars over the terminal letter symbols (e.g.,C) each indicate 
that the associated input or output is active with respect to the selected function of the device when that input or 
output is low. That is, a low at C means "do carry" while a high means "do not carry". 

The logic functions and arithmetic operations obtained with signal designations of Figure 1 are given in Table 1; those 
obtained with signal designations of Figure 2 are given in Table 2. 
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signal designations (continued) 















S3 


S2 SI 


SO 




— c 


AO 




FO 


D 


— c 


A1 




F1 


3 


— c 


A2 




F2 





— c 


A3 


'181, 


F3 





— c 


BO 


'LSiai, 






— c 


B1 


OR 
•SI 81 


A=B 




— c 


B2 




Cn+4 




— c 


B3 

Cn 

M 




G 
P 


n 
















Cn 




Cn+x 


1 












GO 




Cn+Y 
Cn+z 










— c 


G1 








^-c 


G2 


•182 








G3 


OR 
'SI 82 








PO 




G 


^ 




^ 




PI 










P2 




P 


y— 








P3 












FIGURE 1 
(Use with Table 1) 



FIGURE 2 
(Use with Table 2) 



SELECTION 


ACTIVE-LOW DATA | 


LOGIC 
FUNCTIONS 


M-L; ARITHMETIC OPERATIONS | 


S3 S2 


SI 


SO 


(no carry) 


C„-H 
(with carry) 


L L 


L 




F = A 


F'AMINUSl 


F = A 


L L 


L 




F = AB 


F = AB MINUS 1 


F = AB 


L L 


H 




F = A+B 


F = ABMINUS1 


F = AB 


L L 


H 




F-1 


F = MINUS 1 (2'sCOMP) 


F-ZERO 


L H 


L 




F = A+B 


F = APLUS(A+B) 


F = A PLUS (A+B) PLUS 1 


L H 


L 




F = B 


F=AB PLUS (A+B) 


F = AB PLUS (A + B) PLUS) 


L H 


H 




F = A © B 


F = AMINUSB MINUS 1 


F = AMINUSB 


L H 


H 




F-A + B 


F« A + B 


F = (A+B)PLUS1 


H L 


L 




F = AB 


F = A PLUS (A + B) 


F = APLUS (A + B) PLUS! 


H L 


L 




F-A © B 


F=APLUSB 


F = A PLUS B PLUS 1 


H L 


H 




F = B 


F = AB PLUS (A + B) 


F=> AB PLUS (A + B) PLUS 1 


H L 


H 




F = A + B 


F = (A+BI 


F= (A+B) PLUS! 


H H 


L 




F = 


F = A PLUS A' 


F = A PLUS A PLUS 1 


H H 


L 




F = AB 


F = ABPLUSA 


F = ABPLUSAPLUS1 


H H 


H 




F = AB 


F - AB PLUS A 


F = aTplus a plus 1 


H H 


H 


H 


F = A 


F=A 


F = APLUS1 



SELECTION 


ACTIVE-HIGH DATA | 


M = H 

LOGIC 

FUNCTIONS 


M = L; ARITHMETIC OPERATIONS | 


^n = H 
(no carry) 


5n = L 
(with carry) 


S3 32 


SI 


SO 


L L 


L 


iC 


■f=-a-:> 


F = A < 


-tUV PLUS !~^ 


L L 


L 


H 


F = A + B 


F= A+B 


F= (A + B) PLUS! 


L L 


H 


L 


F-AB 


F = A+B 


^.iA+H PLUS ! 
J^ZERo3 


L L 


H 


H 


F = 


F = MINUS! (2'sCOMPL) 


L H 


L 


L 


F = AB 


F = A PLUS AB 


F = A PLUS AB PLUS ! 


L H 


L 


H 


f-'b 


F = (A + B) PLUS AB 


F = (A + B) PLUS AB PLUS ! 


L H 


H 


L 


F = A © B 


F = AMINUSBMINUS 1 


F' AMINUSB 


L H 


H 


H 


F = AB 


F = AB MINUS 1 


F-AB 


H L 


L 


L 


F = A+B 


E.=.A-EiySAB 


F=APLUSABPLUS! 


H L 


L 


H 


F-A © B t 


4;A_PLuiB5" 


F= A PLUS B PLUS! 


H L 
H L 


H 
H 


L 


F=B 

£^_Ab3) 


F = (A + B) PLUS AB 
F = AB MINUS! 


F=(A+B)PLUSABPLUS! 
F=AB 


H H 


L 


L 


F = 1 


F = APLUSA* 


F= A PLUS A PLUS! 


H H 


L 


H 


F = A+B 


F = (A+B) PLUS A 


F= (A+B) PLUS A PLUS! 


H H 
H H 


H 

H 


L 
H< 




F = (A+B) PLUS A 
F = AMINUS ! 


F= (A + B) PLUS A PLUS ! 
F=A 



'Each bit is shifted to the next more significant position. 
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TYPES SN54181. SN74181 

ARITHMETIC LOGIC UNITS/FUNCTION GENERATORS 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54181 — 55°Cto125°C 

SN74181 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies to each A input in 
conjunction with inputs S2 or S3, and to each B input in conjunction with inputs SO or S3 

recommended operating conditions 





SN54181 


SN74181 


UNIT 


MIN NOM MAX 


MIN IMOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh (All outputs except A = B) 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDITIONSt 


SN54181 


SN74181 


UNIT 




MIN TYPt MAX 


MIN TYP* MAX 


V||-| High-level Input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V||^ Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


-1.5 


V 


High-level output voltage, 
VOH 

any output except A = B 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iqh = -800 mA 


2.4 3.4 


2.4 3.4 


V 


High-level output current, 
Iqh 

A = B output only 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, VoH = 5.5V 


250 


250 


ma 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL=16mA 


0.2 0.4 


0.2 0.4 


V 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


High-level 

l|H 

input current 


Mode input 


Vcc = MAX, V| = 2.4 V 


40 


40 


mA 


Any A or B input 


120 


120 


Any S input 


160 


160 


Carry input 


200 


200 


Low-level 

'IL 

input current 


Mode input 


Vcc = MAX, V| = 0.4 V 


-1.6 


-1.6 


mA 


Any A or B input 


-4.8 


-4.8 


Any S input 


-6.4 


-6.4 


Carry input 


-8 


-8 


Short-circuit output current, 
any output except A = B§ 


Vcc = MAX 


-20 -55 


-18 -57 


mA 




Vcc = MAX, 
See Note 3 


Condition A 


88 127 


88 140 


mA 






Condition B 


94 135 


94 150 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^All typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 3: With outputs open, \qq is measured for the following conditions: 

A. SO through S3, M, and A inputs are at 4.5 V, all other inputs are grounded. 

B. SO through S3 and M are at 4.5 V, all other inputs are grounded. 
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switching characteristics, Vcc = 5 V, Ta = 25° C (Cl 


= 15 pF, Rl = 400 n, see note 4) 






parameterU 


FROM (INPUT) 


TO (OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Cn 


Cn+4 




12 


18 


ns 


tPHL 


13 


19 


«PLH 


Any A or B 


Cn+4 


M = V, SO = S3 = 4.5 V, 
81 =S2 = 0V (SUM mode) 


28 


43 


ns 


tPHL 


27 


41 


tPLH 


Any A or B 


Cn+4 


M = 0V,S0 = S3 = 0V, 
SI =S2 = 4.5V (DIFFmode) 


35 


50 


ns 


tPHL 


33 


50 


tPLH 


Cn 


Any? 


M = OV 
(SUMorDIFF mode) 


13 


19 


ns 


tPHL 


12 


18 


tPLH 


Any A or B 


G 


M = 0V,S0 = S3 = 4.5V, 
SI = S2 = V (SUM mode) 


13 


19 


ns 


tPHL 


13 


19 


tPLH 


Any A or B 


G 


M = V, SO = S3 = V, 
SI = S2 = 4.5 V (DIFF mode) 


17 


25 


ns 


tPHL 


17 


25 


tPLH 


Any A or B^ 


P 


M = 0V,S0 = S3 = 4.5V, 
SI = S2 = V (SUM mode) 


13 


19 


ns 


tPHL 


17 


25 


tPLH 


Any A or¥ 


P 


M = 0V,S0 = S3=0V, 
SI =S2 = 4.5V (DIFFmode) 


17 


25 


ns 


tPHL 


17 


25 


tPLH 


Ajor B| 


Fi 


M = 0V,S0 = S3 = 4.5V, 
81 =S2 = 0V (SUM mode) 


28 


42 


ns 


tPHL 


21 


32 


tPLH 


Aj or Bj 


Fi 


M = 0V,80 = 83 = 0V, 
81 =82 = 4.5V (DIFFmode) 


32 


48 


ns 


tPHL 


23 


34 


tPLH 


Aj orBj 


Fi 


M = 4.5 V (logic mode) 


32 


48 


ns 


tPHL 


23 


34 


tPLH 


Any A or B 


A= B 


M = V, SO = S3 = V, 
SI =S2 = 4.5V (DIFFmode) 


35 


50 


ns 


tPHL 


32 


48 



1I*PLH = propagation delay time, iow-to-higli-ievel output 
tpHL — propagation delay time, higli-to-iow-ievej output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-10. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




IVIode control: Rgq = 4 kfl NOM 

Any A or B: Rgq = 2 kH NOM 

AnyS; Req=1.3knNOM 

Cn- ^eq" 1 ^^ NOM 



TYPICAL OF ALL OUTPUTS 
EXCEPT A = B 




A = B OUTPUT 



■^' 
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absolute maximum ratings over recommended operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54LS181 -55°Cto125°C 

SN74LS181 0°Cto70°C 

Storage temperature range — 65°C to 150 C 

NOTES: 1. Voltage values, except interemitter voltage, are w/ith respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies to each A input in 
conjunction with inputs S2 or S3, and to each B input in conjunction with inputs SO or S3. 

recommended operating conditions 





SN54LS181 


SN74LS181 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 'A" outputs except A = B) 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherw 


se no 


ted) 


PARAMETER 


TESTCONDITIONS+ 


SN54LS181 


SN74LS181 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage, 
any output except A = B 


Vcc=MIN, V|H = 2V, 
V|L=V|Lmax, Iqh^-^OOmA 


2.5 3.4 


2.7 


3.4 




V 


'oh 


High-level output current, 
A = B output only 


Vcc = MIN, V|H = 2V, 
V|L~V||_max, Vqh ~ 5.5 V 


100 


100 


mA 


Vol 


Low- level 

output 

voltage 


All outputs 


Vcc = IVllN, V|H = 2V, 
V|L = V|L max 


Iql =" 4 mA 


0.25 


0.4 




0.25 


0.4 


V 


Iql = 8 mA 






0.35 


0.5 


Output G 


l0L= 16 mA 


0.47 


0.7 




0.47 


0.7 


Output F 


IOL = 8mA 


0.35 


0.6 




0.35 


0.5 


Input 

current at 
'l 

max. input 

voltage 


Mode input 


Vcc=MAX, V| = 5.5V 


0.1 


0.1 


mA 


Any A or B input 


0.3 


0.3 


Any S input 


0.4 


0.4 


Carry input 


0.5 


0.5 


l|H 


High-level 

Input 

current 


Mode input 


Vcc = IVlAX, V| = 2.7V 


20 


20 


MA 


Any A or B input 


60 


60 


Any S input 


80 


80 


Carry input 


100 


100 


l|L 


Low-level 

input 

current 


Mode input 


Vcc = IVlAX, V|=0.4V 


-0.4 


-0.4 


mA 


Any A or B input 


-1.2 


-1.2 


Any S input 


-1.6 


-1.6 


Carry input 


-2 


-2 


'OS 


Short-circuit output current, 
any output except A = B § 


Vcc=MAX 


-6 


-40 


-5 




-42 


mA 


'cc 


S 


Vcc = IVIAX, See Note 3 


Condition A 


20 


32 




20 


34 


mA 


uppycurre 




Condition B 


21 


35 




21 


37 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 3: With outputs open, \qq is measured for the following conditions: 

A. SO through S3, M, and A inputs are at 4.5 V, all other inputs are grounded. 

B. SO through S3 and M are at 4.5 V, all other inputs are grounded. 
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switching characteristics, Vcc = 5 V, Ta = 25°C, (Cl = 15 pF, R\_ = 2kQ,, see note 4) 






parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Cn 


Cn+4 




18 


27 


ns 


tPHL 


13 


20 


tPLH 


Any A or B 


Cn+4 


M = V, SO = S3 = 4.5 V, 
SI =S2 = VISUM mode) 


25 


38 


ns 


tPHL 


25 


38 


tPLH 


Any A or B 


Cn+4 


M = V, S0 = S3 = 0V 
SI =S2 = 4.5V (DIFFmode) 


27 


41 


ns 


tPHL 


27 


41 


tPLH 


Cn 


Any F 


M = V 
(SUM or DIFFmode) 


17 


26 


ns 


tPHL 


13 


20 


tPLH 


Any A or B 


G 


M = V, SO = S3 = 4.5 V, 
SI = S2 = V (SUM mode) 


19 


29 


ns 


tPHL 


15 


23 


tPLH 


Any A or B 


G 


M = V, SO = S3 = V, 
SI =S2 = 4.5V (DIFF mode) 


21 


32 


ns 


tPHL 


21 


32 


tPLH 


Any A or B 


•p 


M = 0V,S0 = S3 = 4.5V, 
SI =S2 = 0V, (SUM mode) 


20 


30 


ns 


tPHL 


20 


30 


tPLH 


Any A or B 


P 


M = V, SO = S3 = V, 
SI =S2 = 4.5 V (DIFFmode) 


20 


30 


ns 


tPHL 


22 


33 


tPLH 


Ajor Bj 


Fi 


M = V, SO = S3 = 4.5 V, 
SI =S2 = 0V (SUM mode) 


21 


32 


ns 


tPHL 


13 


20 


tPLH 


Aj or Bj 


Fi 


M = V, SO = S3 = V, 
SI =S2 = 4.5V (DIFF mode) 


21 


32 


ns 


tPHL 


21 


32 


tPLH 


Aj or Bj 


Fi 


M = 4.5 V (logic mode) 


22 


33 


ns 


tPHL 


26 


38 


«PLH 


Any A or B 


A = B 


M = V, SO = S3 = V, 
SI =S2 = 4.5V (DIFFmode) 


33 


50 


ns 


tPHL 


41 


62 



1I*PLH — propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page : 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




Mode control; 

Any A or B: 

Any S: 



I = 17 kfi NOM 
I = 5.67 kil NOM 
I = 4.25 kn NOM 
, = 2.86 kn NOM 



TYPICAL OF ALL OUTPUTS 
EXCEPT A = B 




A = B OUTPUT 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature: SN54S181 -55°Cto125°C 

SN74S181 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values, except interemitter voltage, are with respect to networl< ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies to each A input in 
conjunction with inputs S2 or S3, and to each B input in conjunction with inputs SO or S3. 



recommended operating conditions 





SN54S181 


SN74S181 


UNIT 


MIN NOM MAX 


MIN IMOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh (All outputs except A = B) 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, Jp^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDITIONSt 


SN54S181 


SN74S181 


UNIT 




MIN TYP* MAX 


MIN TYPt MAX 


V|(-| High-level input voltage 




2 


2 


V 


V||_ Low-level Input voltage 




0.8 


0.8 


V 


V||^ Input clamp voltage 


Vcc=MIN, l| = -18mA 


-1.2 


-1.2 


V 


High-level output voltage, 
Vnu 

any output except A = B 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -1nnA 


2.5 3.4 


2.7 3.4 


V 


High-level output current, 

'oh 

A= B output only 


Vcc = IVIIN, V|H = 2V, 
V|L = 0.8V, VoH = 5.5V 


250 


250 


HA 


Vol Low-level output voltage 


Vcc=IVllN, V|H = 2V, 
V|L = 0.8V, loL = 20mA 


0.5 


0.5 


V 


Input current at 
li 

maximum input voltage 


Vcc=IVlAX, V| = 5.5V 


1 


1 


mA 


High-level 
llH input 
current 


Mode input 


Vcc='VIAX, V|=2.5V 


50 


50 


mA 


Any A or B input 


150 


150 


Any S input 


200 


200 


Carry input 


250 


250 


- Low-level 
l|L input 
current 


Mode input 


Vcc = I^AX, Vj = 0.5 V 


-2 


-2 


mA 


Any A or B input 


-6 


-6 


Any S input 


-8 


-8 


Carry input 


-10 


-10 


Short-circuit output current, 
any output except A = B § 


Vcc = MAX ', 


-40 -100 


-40 -100 


mA 


'CC Supply current 


Vcc = MAX, Ta = 125°C, 
See Note 3 


W package 
only 


195 




mA 






Vcc = MAX, See Note 3 


All packages 


120 220 


120 220 



Tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at VqC = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 3: \qq is measured for the following conditions (the typical and maximum values apply to both): 

A. SO through S3, M, and A inputs are at 4.5 V, all other inputs are grounded, and all outputs are open. 

B. SO through S3 and M are at 4.5 V, all other inputs grounded, and alt outputs are open. 
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switching characteristics, Vcc = 5 V, Ta = 25°C (Cl = 15 pF, Rl = 280 D. , see note 4) 


parameterU 


FROM (INPUT) 


TO (OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Cn 


Cn+4 




7 


10.5 


ns 


tPHL 


7 


10.5 


tPLH 


Any A or B 


Cn+4 


M = V, 80 = 33 = 4.5 V, 
SI =S2 = 0V (SUM mode) 


12.5 


18.5 


ns 


tPHL 


12.5 


18.5 


tPLH 


Any A or B 


Cn+4 


M = V, S0 = S3=0 V, 
SI =82 = 4.5 V (DIFF mode) 


15.5 


23 


ns 


tPHL 


15.5 


23 


tPLH 


Cn 


Any F 


M = OV 
(SUM or DIFF mode) 


7 


12 


ns 


tPHL 


7 


12 


tPLH 


Any A or B 


G 


M = V, SO = 83 = 4.5 V, 
81 =S2 = 0V (SUM mode) 


8 


12 


ns 


tPHL 


7.5 


12 


<PLH 


Any A or B 


G 


M = V, 80 = 83 = V, 
81 =82 = 4.5 V (DIFF mode) 


10.5 


15 


ns 


tPHL 


10.5 


15 


tPLH 


Any A or B 


P 


M = V, SO = S3 = 4.5 V, 
81 =82 = V (SUM mode) 


7.5 


12 


ns 


tPHL 


7.5 


12 


tPLH 


Any A or'B 


•p 


M = V, SO = S3 = V, 
81 =82 = 4.5 V (DIFF mode) 


10.5 


15 


ns 


tPHL 


10.5 


15 


tPLH 


Aj or Bj 


Fi 


M = V, 80 = 83 = 4.5 V, 
81 = 82 = V (SUM mode) 


11 


16.5 


ns 


tPHL 


11 


16.5 


tPLH 


Aj or Fj 


Pi 


M = 0V,S0 = 83 = 0V, 
81 = 82 = 4.5 V (DIFF mode) 


14 


20 


ns 


tPHL 


14 


22 


tPLH 


Aj or Bj 


Fi 


M = 4.5 V (logic mode) 


14 


20 


ns 


tPHL 


14 


22 


tPLH 


Any A or B 


A = B 


M = V,80 = 83 = 0V, 
SI =82 = 4.5 V (DIFF mode) 


15 


23 


ns 


tPHL 


20 


30 



^tpLH = propagation delay time, low-to-inigh-level output 
tpHU — P''°P^9^*'°" delay time, high-to-low-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-10. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 

Vr-t- 






; • Req 






/V^ - 




5f 


3 


r 
r 






/; 


7 


Mode control: 
Any A or B: 


Fieq " 


= 2.8 kn NOM 
= 940 n NOM 


Any S: 


Req '- 


= 700 n NOM 


Cn: 


Fleq = 


= 560 a NOM 



TYPICAL OF ALL OUTPUTS 
EXCEPT A = B 




Vcc 



A = B OUTPUT 




feF — I n/ — OUTPUT 
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functional block diagram 



(20) 
B2orB2 '► 
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PARAMETER MEASUREMENT INFORMATION 

SUM MODE TEST TABLE 
FUNCTION INPUTS: SO = S3 = 4.5 V, SI = S2 = M = V 



PARAMETER 


INPUT 
UNDER 
TEST 


OTHER INPUT 
SAME BIT 


OTHER DATA INPUTS 


OUTPUT 
UNDER 
TEST 


OUTPUT 
WAVEFORM 
(See Note 41 


APPLY 
4.5 V 


APPLY 
GND 


APPLY 
4.5 V 


APPLY 
GND 


'PLH 


Aj 


¥| 


None 


Remaining 
Aand¥ 


Cn 


"F| 


In-Phase 


«PHL 


«PLH 


B, 


A, 


None 


Remaining 
A and¥ 


Cn 


F| 


In-Phase 


»PHL 


<PLH 


Ai 


Bi 


None 


None 


Remaining 
A and B, On 


P 


In-Phase 


'PHL 


«PLH 


Bi 


Ai 


None 


None 


Remaining 
Aand B.Cn 


P 


In-Phase 


<PHL 


'PLH 


A| 


None 


Bi 


Remaining 
B 


Remaining 
A.Cn 


G 


In-Phase 


tPHL 


»PLH 


Bj 


None 


A, 


Remaining 
B 


Remaining 
A.Cn 


G 


In-Phase 


tPHL 


tPLH 


Cn 


None 


None 


All 
A 


All 
B 


Any F 
or Cn+4 


In-Phase 


'PHL 


tPLH 


Ai 


None 


Bi 


Remaining 
B 


Remaining 
A.Cn 


Cn+4 


Out-of-Phase 


«PHL 


'PLH 


B'i 


None 


A; 


Remaining 
B 


Remaining 
A.Cn 


Cn+4 


Out-of-Phase 


tpHL 



DIFF MODE TEST TABLE 
FUNCTION INPUTS: SI = S2 = 4.5 V, SO = S3 = M = V 



PARAMETER 


INPUT 
UNDER 
TEST 


OTHER INPUT 
SAME BIT 


OTHER DATA INPUTS 


OUTPUT 
UNDER 
TEST 


OUTPUT 
WAVEFORM 
(See Note 41 


APPLY 
4.5 V 


APPLY 
GND 


APPLY 
4.5 V 


APPLY 
GND 


tPLH 


A, 


None 


Bi 


Remaining 
A 


Remaining 
B. Cn 


Fj 


In-Phase 


tPHL 


'PLH 


Bi 


Ai 


None 


Remaining 
A 


Remaining 
B, Cn 


?! 


Out-of-Phase 


tPHL 


tPLH 


Ai 


None 


Bi 


None 


Remaining 
AandB, Cn 


P 


In-Phase 


«PHL 


<PLH 


Bi 


Ai 


None 


None 


Remaining 
A and¥. Cn 


P 


Out-of-Phase 


tPHL 


'PLH 


Ai 


Bi 


None 


None 


Remaining 
A end's, Cn 


5 


In-Phase 


'PHL 


'PLH 


Bj 


None 


Aj 


None 


Remaining 
AandB". Cn 


G 


Out-of-Phase 


«PHL 


'PLH 


A| 


None 


Bi 


Remaining 
A 


Remaining 
B. Cn 


A-B 


In-Phase 


'PHL 


'PLH 


B| 


Ai 


None 


Remaining 
A 


Remaining 
B. Cn 


A=B 


Out-of Phase 


'PHL 


'PLH 


Cn 


None 


None 


All 
A end's 


None 


Cn+4_ 
or any F 


In-Phase 


'PHL 


'PLH 


Aj 


Bi 


None 


None 


Remaining 
A.B. Cn 


Cn+4 


Out-of-Phase 


'PHL 


'PLH 


Bi 


None 


Aj 


None 


Remaining 


Cn+4 


In -Phase 


'PHL 




A, B. Cn 



LOGIC MODE TEST TABLE 
FUNCTION INPUTS: SI = S2 = M = 4.5 V, SO = S3 = V 



PARAMETER 


INPUT 
UNDER 
TEST 


OTHER INPUT 
SAME BIT 


OTHER DATA INPUTS 


OUTPUT 
UNDER 
TEST 


OUTPUT 
WAVEFORM 
(See Note 41 


APPLY 
4.5 V 


APPLY 
GND 


APPLY 
4.5 V 


APPLY 
GND 


'PLH 


Ai 


Bi 


None 


None 


Remaining 
A and B, Cn 


F| 


Out-of-Phase 


'PHL 


'PLH 


Bi 


Ai 


None 


None 


Remaining 
A and 5'. Cn 


Fi 


Out-of-Phase 


'PHL 



NOTE 4: l_oad circuit and voltage waveforms are shown on pages 3-10 and 3-11. 
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TTL 
MSI 



TYPES SN54182, SN54S182, SN74182, SN74S182 
LOOK-AHEAD CARRY GENERATORS 

BULLETIN NO. DL-S 7611823, DECEMBER 1972-REVISED OCTOBER 1976 



Directly Compatible for Use With: 
SN54181/SN74181,SN54LS181/SN74LS181, 
SN54S281/SN74S281, SN54S381, SN74S381, 
SN54S481/SN74S481 



PIN DESIGNATIONS 



ALTERNATIVE 


DESIGNATIONS^ 


PINNOS. 


FUNCTION 


GO, G1,G2, G3 


GO, G1,G2, G3 


3, 1, 14,5 


CARRY GENERATE INPUTS 


P0,P1,P2,P3 


P0,P1,P2,P3 


4,2, 15,6 


CARRY PROPAGATE INPUTS 


Cn 


Cn 


13 


CARRY INPUT 


Cn+z 


Cn+x>Cn+y. 
Cn+z 


12,11,9 


CARRY OUTPUTS 


G 


Y 


10 


CARRY GENERATE OUTPUT 


P 


X 


7 


CARRY PROPAGATE OUTPUT 


vcc 


16 


SUPPLY VOLTAGE 


GND 


8 


GROUND 



SN54182, SN54S182 ... J OR W PACKAGE 

SN74182, SN74S182 ... J OR N PACKAGE 

(TOP VIEW) 



Interpretations are illustrated on page 7-273 



Vcc '?2 52 c7 'c^. c, 



'LC PZ y^ '-n ^n*n ^n*y G ^ty*t 







T 












" 


G2 C„ C„,, 


<:„.y G 






-C 01 




C„,j 










P1 


GO To C3 


P3 P 


II 


^ 


J. 


r r r 

J ' LJ ' U ' L 


-1 ' LJ ' L. 




J 



TLnjJMiJljALfllR^ 

iCl PI go PO 03 P3 , P OND 



logic: see description and function tables 



description 

The SN54182, SN54S182, SN74182, and SN74S182 are high-speed, look-ahead carry generators capable of anticipating 
a carry across four binary adders or group of adders. They are cascadable to perform full look-ahead across n-bit adders. 
Carry, generate-carry, and propagate-carry functions are provided as enumerated in the pin designation table above. 

When used in conjunction with the '181, 'LS181, or 'S181 arithmetic logic unit (ALU), these generators provide 
high-speed carry look-ahead capability for any word length. Each '182 or 'S182 generates the look-ahead (anticipated 
carry) across a group of four ALU's and, in addition, other carry look-ahead circuits may be employed to anticipate 
carry across sections of four look-ahead packages up to n-bits. The method of cascading '182 or 'S182 circuits to 
perform multi-level look-ahead is illustrated under typical application data. 

The carry functions (inputs, outputs, generate, and propagate) of the look-ahead generators are implemented in the 
compatible forms for direct connection to the ALU. Reinterpretations of carry functions as explained on the '181, 
'LS181, and 'S181 data sheet are also applicable to and compatible with the look-ahead generator. Logic equations for 
the '182 and 'S182are: 



Cn-i-x = GO -f- PO Cn 

Cn-i-y = G1 -I- PI GO -H PI PO Cn 

Cn-Hz = G2 -^ P2 G1 -H P2 PI GO + P2 PI PO Cn 

G = G3 -^ P3 G2 ■^ P3 P2 G1 + P3 P2 PI GO 

P = P3P2P1 PO 



Cn-l-x = YO(XO-^Cn) 



Cn-i-y = Y1 [XI +yO (XO-HCn)] 

Cn-i-z = Y2 ( X2 + Y1 [XI -i- YO (XO + Cp))) 

Y = Y3 (X3 + Y2) (X3 -H X2 ■^ Y1 ) (X3 + X2 + X^+ YO) 

X = X3 + X2 + X1 -HXO 



logic 



FUNCTION TABLE FOR G OUTPUT 



INPUTS 


OUTPUT 
G 


G3 


G2 G1 GO P3 P2 


PI 


L 


X X X X X 


X 


L 


X 


L X X L X 


X 


L 


X 


X L X L L 


X 


L 


X 


X X L L L 


L 


L 




All other connbinations 




H 



FUNCTION TABLE 
FOR P OUTPUT 



INPUTS 


OUTPUT 
P 


P3 P2 PI PO 


L L L L 

All other 
combinations 


L 
H 



H = high level, L = low level, X = irrelevant 

Any inputs not shown in a given table are irrelevant with respect to that output. 
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TYPES SN54182, SN54S182, SN74182, SN74S182 
LOOK-AHEAD CARRY GENERATORS 



logic 



functional block diagram 



FUNCTION TABLE 
FOR Cn+x OUTPUT 



INPUTS 


OUTPUT 
Cn+x 


GO PO Cn 


L X X 
X L H 

All other 
combinations 


H 

H 

L 



FUNCTION TABLE 



INPUTS 


OUTPUT 
Cp+v 


G1 GO PI PO Cn 


L X X X X 
X L L X X 
X X L L H 

All other 
combinations 


H 
H 
H 

L 



FUNCTION TABLE FOR Cp+z OUTPUT 



INPUTS 


OUTPUT 


G2 G1 GO P2 PI PO Cn 


Cn+z 


L X X X X X X 
X L X L X X X 
X X L L L X X 
X X X L L L H 

All other combinations 


H 
H 
H 
H 

L 



H = high level, L = low level, X = irrelevant 

Any inputs not shown in a given table are irrelevant with respect to 

that output. 



P3 or X3 
G3 or Y3 



P2 or X2 
G2orY2 



PI or XI 
GlorYl 



PO or XO 



c,o,i:„m 



"^^2M> 



GorY 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54', SN54S' Circuits -55°Ctol25°C 

SN74', SN74S' Circuits 0°C to 70°C 

Storage temperature range -65°C to 150°C 

NOTES: 1 . Voltage values, except interemitter voltage, are with respect to networl< ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter input transistor. For these circuits, this rating applies to each G 
input in conjunction with any other G input or in conjunction with any P input. 
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TYPES SN54182, SN74182 
LOOK-AHEAD CARRY GENERATORS 



recommended operating conditions 





SN54182 


SN74182 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


kA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, Tp^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDiTIONS+ 


SN54182 


SN74182 


UNIT 




MIN TYP* MAX 


MIN TYP* MAX 


VlH High-levelinput voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, l| = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iqh = -800 mA 


2.4 3.4 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, Iql = 16 mA 


0.2 0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc=MAX, V| = 5.5V 


1 


1 


mA 


High-level 

'IH 

input current 


C^ input 


Vcc = MAX, V|=2.4V 


80 


80 


/^ 


73 input 


120 


120 


P2 input 


160 


160 


FO, PI, or 53 input 


200 


200 


GO or G2 input 


360 


360 


G1 input 


400 


400 


Low-level 
input current 


Cn input 


Vcc=MAX, V| =0.4V 


-3.2 


-3.2 


mA 


P3 Input 


-4.8 


-4.8 


P2 Input 


-6.4 


-6.4 


■PO, P1,orG3input 


-8 


-8 


GO or G2 input 


-14.4 


-14.4 


G1 input 


-16 


-16 


Iqs Short-circuit output current§ 


Vcc = MAX 


-40 -100 


-40 -100 


mA 


'CCH Supply current, all outputs high 


Vcc = 5 V, See Note 3 


27 


27 


mA 


'CCL Supply current, all outputs low 


Vcc = MAX, See Note 4 


45 65 


45 72 


mA 



'Par conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
^All typical values are at V^c = 5 V, T^ = 25° C. 

§Not more than one output should be shorted at a time and duration of the short-circuit test should not exceed one second. 
NOTES: 3. Iqc|-| is measured with all outputs open, inputs P3 and G3 at 4.5 V, and all other inputs grounded. 

4. Iqcl '^ measured with all outputs open; inputs GO, G1, and ^2 at 4.5 V; and all other inputs grounded. 



switching characteristics, VcC = 5 V, Ta = 25°C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


tpLH Propagation delay time, low-to-hlgh-level output 


CL=15pF, RL = 400n, 
See Note 5 




11 


17 


ns 


tpHL Propagation delay time, high-to-low-level output 




15 


22 


ns 



NOTE 5: Load circuit and voltage waveforms are shown on page 3-10, 
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TYPES SN54S182, SN74S182 
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recommended operating conditions 





SN54S182 


SN74S182 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDITIONSt 


SN54S182 


SN74S1B2 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


VlH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


ViK Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.2 


-1.2 


V 


Vqh High-level output voltage 


VcC = IVllN, V|H = 2V, 
V|L = 0.8V, Iqh = -1mA 


2.5 3.4 


2.7 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 20mA 


0.5 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


High-level 

l|H 

input current 


On input 


Vcc = MAX, V| = 2.7V 


50 


50 


mA 


P3 input 


100 


100 


P2 input 


150 


150 


PO, P1,orG3input 


200 


200 


GO or G2 input 


350 


350 


G1 input 


400 


400 


Low-level 

'IL 

input current 


Cr, input 


Vcc = MAX, V| = 0.5V 


-2 


-2 


mA 


F3 input 


-4 


-4 


P2 input 


-6 


-6 


PO, P1,or GSinput 


-8 


-8 


GO or G2 input 


-14 


-14 


G1 input 


-16 


-16 


IqS Short-circuit output current§ 


Vcc = MAX 


-40 -100 


-40 -100 


mA 


'CCH Supply current, all outputs high 


Vcc = 5 V, See Note 3 


35 


35 


mA 


'CCL Supply current, all outputs low 


Vcc = MAX, See Note 4 


6g gg 


69 109 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

I^AII typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time and duration of the short-circuit test should not exceed one second. 

NOTES: 3. IccH '* measured with all outputs open, inputs F3 and G3 at 4.5 V, and all other inputs grounded. 

4. IccL '^ measured with all outputs open; inputs GO, G1, and G2 at 4.5 V; and all other inputs grounded. 

switching characteristics, VcC = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


G0,G1,G2,G3, 
PO, PI, P2, or P3 


''n+X' Cn4Y> 
or Cn+z 


RL = 280n, Ci_= 15 pF, 
See Note 5 


4.5 7 


ns 


tPHL 


4.5 7 


tPLH 


G0,Gl,G2,G3, 
PI, P2, or P3 


G 


5 7.5 


ns 


tPHL 


7 10.5 


tPLH 


P0,P1,P2, orP3 


P 


4.5 6.5 


ns 


tPHL 


6.5 10 


tPLH 


Cn 


Cn+x- Cn+y. 
or Cn+z 


6.5 10 


ns 


tPHL 


7 10.5 



HtpLH 5 propagation delay time, low-to-high-level output 
^PHL ^ propagation delay time, high-to-low-level output 
NOTE 5: Load circuit and voltage waveforms are shown on page 3-10. 
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schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



vcc 




INPUT Req NOM 

C„ 2.8 kn 

V3 1.4 kn 

■p2 940 n 

po,'Pi,G3 700 n 

5^54 400 n 

G1 350 n 



TYPICAL OF ALL OUTPUTS 

-Vcc 



58 a NOM 



< 




EQUIVALENT OF EACH INPUT 



Vcc- 



INPUT- 




INPUT 


Req NOM 


Cn 


2.8 kn 


P3 


1.4 kn 


P2 


940 n 


P0,P1, G3 


700 n 


<S0, G4 


400 n 


Si 


350 n 



TYPICAL OF ALL OUTPUTS 

-Vcc 




TYPICAL APPLICATIOiSI DATA 



'181, 'LS181, 'S181. 'S181. 'S281, 'S381, or 'S481. 



TTinri^TI^ 



iri^i^i^ 



'182or'S182 



5 



n 



'182 



2 or 'S187\ 



L 



64-BIT ALU, FULL-CARRY LOOK-AHEAD IN THREE LEVELS 

Remaining inputs and outputs of '181, 'LS181, 'S181 'S281, 'S381, and 'S481 are not shown. 
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TTL TYPES SN54H183, SN54LS183, SN74H183, SN74LS183 

MSI DUAL CARRY-SAVE FULL ADDERS 

BULLETIN NO. DL-S 771 1848, OCTOBER 1976-REVISED AUGUST 1977 



For Use in High-Speed Wallace-Tree Summing 
Networks 

High-Speed, High-Fan-Out Darlington Outputs 

Input Clamping Diodes Simplify System Design 





TYPICAL AVERAGE 


TYPICAL 




PROPAGATION 


POWER 


TYPES 


DELAY TIME 


DISSIPATION 


'H183 


11 ns 


110 mW per bit 


•LS183 


15 ns 


23 mW per bit 



functional block diagram (each adder) 




^^ 



schematics of inputs and outputs 

'H183 



EQUIVALENT OF 
EACH INPUT 



vcc 



INPUT 



1 kn 
NOIVl 




TYPICAL OF ALL 
OUTPUTS 




Vcc 



OUTPUT 



SN54H183, SN54LS183 ... J OR W PACKAGE 

SN74H183, SN74LS183 ... J OR N PACKAGE 

(TOP VIEW) 



^CC 2A 2B 



fuiMjzWi^^ 



mlilljJliilJJlillir 



INPUTS OUTPUTS 



positive logic: see function table 



NC— No internal connection 



FUNCTION TABLE 
(EACH ADDER) 



INPUTS 


OUTPUTS 


Cn 


B 


A 


i; 


Cn+1 


L 


L 


L 


L 


L 


L 


L 


H 


H 


L 


L 


H 


L 


H 


L 


L 


H 


H 


L 


H 


H 


L 


L 


H 


L 


H 


L 


H 


L 


H 


H 


H 


L 


L 


H 


H 


H 


H 


H 


H 



H = high level, L = Ic 



EQUIVALENT OF 
EACH INPUT 



vcc- 

INPUT- 



i: 6kn NOM 



TYPICAL OF ALL 
OUTPUTS 

-Vcc 




description 

These dual full adders feature an individual carry output from each bit for use in multiple-input, carry-save techniques 
to produce the true sum and true carry outputs with no more than two gate delays. The circuits utilize high-speed, 
high-fan-out, transistor-transistor logic (TTL), but are compatible with both DTL and TTL families. Series 54H and 
54LS devices are characterized for operation over the full military temperature range of — 55°C to 125°C; Series 74H 
and 74LS devices are characterized for operation from 0°C to 70°C. 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage Vcc (see Note 1) 7 V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54H183 Circuits — 55°Cto125°C 

SN74H 183 Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. This is the voltage between two emitters Of a multiple-emitter transistor. For this circuit, this rating applies between any two 
inputs to the same adder. 



recommended operating conditions 





SN54H183 


SN74H183 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iqu 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level Input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -8mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -1mA 


2.4 3.5 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H=2V, 
V|L = 0.8V, loL = 20mA 


0.2 0.4 


V 


1 1 1 nput current at maximum input voltage 


Vcc=MAX, V| = 5.5V 


1 


mA 


llH High-level input current 


Vcc=MAX, V| = 2.4V 


150 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-6 


mA 


'dS Short-circuit output current^ 


Vcc = MAX 


-40 -100 


mA 


'CCL Supply current, all outputs low 


Vcc = MAX, 
See Note 3 


SN54H183 


48 69 


mA 


SN74H183 


48 75 


'CCH Supply current, all outputs high 


Vcc = MAX, See Note 4 


40 65 


mA 



' For conditions shown as MtN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 
I^All typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time, and duration of the short circuit should not exceed one second. 
NOTES: 3. Iqcl '^ measured with all outputs open and all inputs grounded. 
4. IqcH '^ measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


tpLH Propagation delay time, low-to-high-level output 


CL = 25pF, Rl = 28012, 
See Note 5 




10 


15 


ns 


tpHL Propagation delay time, high-to-low-level output 




12 


18 


ns 



NOTE 5: Load circuit and waveforms are shown on page 3-10. 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage Vcc (see Note 1) ,......'. 7 V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS1 83 Circuits — 55°Cto125°C 

SN74LS183 Circuits 0°C to 70°C 

Storage temperature range . — 65°Cto150°C 

NOTE 1: Voltage values, except interemitter voltage, are with respect to network ground terminal. 



recommended operating conditions 





SN54LS183 


SN74LS183 


UNIT 


MIN NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/\ 


-55 


125 







70 


°C 


electrical characteristics over recommended operation free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


UNIT 


V||-| High-level input voltage 




2 


2 


V 


ViL Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax, Ioh = -400mA 


2.5 3.4 


2.7 


3.4 




V 


Vol Low-level output voltage 


Vcc = MIN, 
V|H=2V, 
V|L = V|Lmax, 


Iql = 4 mA 


0.25 


0.4 




0.25 


0.4 


V 


IOL = 8mA 






0.35 


0.5 


l| Input current at maximum input voltage 


Vcc = IVIAX, V| = 7V 


0.3 


0.3 


mA 


l|H High-level input current 


Vcc = MAX, V|=2.7V 


60 


60 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-1.2 


-1.2 


mA 


'OS Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 




-100 


mA 


ICCL Supply current, all outputs low 


Vcc = MAX, See Note 3 


10 


17 




10 


17 


mA 


'CCH Supply current, all outputs high 


Vcc = MAX, See Note 4 


8 


14 




8 


14 


mA 



^ For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 
Jam typical values are at V^c = 5 V, T^ = 25°C. 

SNot nnore than one output should be shorted at a time, and duration of the short circuit should not exceed one second. 
NOTES: 3. Iqcl, is measured with all outputs open and all inputs grounded. 
4. llccH '* measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


tpLH Propagation delay time, low-to-high-level output 


CL = 15pF, RL = 2l<n, 
See Note 6 




g 


15 


ns 


tPHL Propagation delay time, high-to-low-level output 




20 


33 


ns 



NOTE 6: Load circuit and waveforms are shown on page 3-11. 
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SN54184, SIM74184 BCD-TO-BINARY CONVERTERS 
SN54185A, SN74185A BINARY-TO-BCD CONVERTERS 



description 



These monolithic converters are derived from the 
custom MSI 256-bit read-only memories SN5488 and 
SN7488. Emitter connections are made to provide 
direct read-out of converted codes at outputs Y8 
through Y1 as shown in the function tables. These 
converters demonstrate the versatility of a read-only 
memory in that an unlimited number of reference 
tables or conversion tables may be built into a system 
using economical, customized read-only memories. 
Both of these converters comprehend that the least 
significant bits (LSB) of the binary and BCD codes 
are logically equal, and in each case the LSB bypasses 
the converter as illustrated in the typical applications. 
This means that a 6-bit converter is produced in each 
case. Both devices are cascadable to N bits. 



SN54184, SN54185A ... J OR W PACKAGE 

SN74184, SN74185A ... J OR N PACKAGE 

(TOP VIEW) 



ENABLE- 



BINARY SELECT 





vcc 


G ' E D 


c 




B 


A ^ 


Y8 






4 


15 


» 


» 


M 


J" I 


l,.| 


9 


^ 






















r- 


G E D C B A 
Y1 Y8 
Y2 Y3 Y4 Y5 Y6 Y7 


— 






















1 




2 


3 


4 


5 


( 




7 


8 





positive logic: see function table 



An overriding enable input is provided on each converter which, when taken high, inhibits the function, causing all 
outputs to go high. For this reason, and to minimize power consumption, unused outputs Y7 and Y8 of the '185A 
and all "don't care" conditions of the '184 are programmed high. The outputs are of the open-collector type. 



The SN54184 and SN54185A are characterized for operation over the full military temperature range of 
1 25°C; the SN74184 and SN74185A are characterized for operation from 0°C to 70°C. 



-55 C to 



SN54184 and SN74184 BCD-to-binary converters 



The 6-bit BCD-to-binary function of the SN54184 
and SN74184 is analogous to the algorithm: 

a. Shift BCD number right one bit and examine 
each decade. Subtract three from each 4-bit 
decade containing a binary value greater than 
seven. 

b. Shift right, examine, and correct after each 
shift until the least significant decade contains 
a number smaller than eight and all other con- 
verted decades contain zeros. 



TABLE I 

SN54184, SN74184 

PACKAGE COUNT AND DELAY TIMES 

FOR BCD-TO-BINARY CONVERSION 



INPUT 
(DECADES) 


PACKAGES 
REQUIRED 


TOTAL DELAY TIMES (ns) 


TYP MAX 


2 


2 


56 80 


3 


6 


140 200 


4 


11 


196 280 


5 


19 


280 400 


6 


28 


364 520 
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SN54184 and SN74184 BCD-to-binary converters (continued) 



6-BIT CONVERTER 



BCDS'S BCD ID'S 

COMPLEMENT CONVERTER COMPLEMENT CONVERTER 



MSO 








° 






■\^ 






rr::r':: 






>^ 


» 7 


' J 




,, 






J 



FUNCTION TABLE 

BCD-TO-BINARY 

CONVERTER 



BCD 
WORDS 






INPUTS 








OUTPUTS 






(See Note Al 






(See Not 


eBI 




E 


D 


C B 


A 


G 


Y5 


Y4 Y3 


Y2 


Y1 


1 


L 


L 


L L 


L 


L 


L 


L L 


L 


L 


23 


L 


L 


L L 


H 


L 


L 


L L 


L 


H 


4-5 


L 


L 


L H 


L 


L 


L 


L L 


H 


L 


6-7 


L 


L 


L H 


H 


L 


L 


L L 


H 


H 


8-9 


L 


L 


H L 


L 


L 


L 


L H 


L 


L 


10-11 


L 


H 


L L 


L 


L 


L 


L H 


L 


H 


12-13 


L 


H 


L L 


H 


L 


L 


L H 


H 


L 


14-15 


L 


H 


L H 


L 


L 


L 


L H 


H 


H 


16-17 


L 


H 


L H 


H 


L 


L 


H L 


L 


L 


18-19 


L 


H 


H L 


L 


L 


L 


H L 


L 


H 


20-21 


H 


L 


L L 


L 


L 


L 


H L 


H 


L 


2223 


H 


L 


L L 


H 


L 


L 


H L 


H 


H 


24-25 


H 


L 


L H 


L 


L 


L 


H H 


L 


L 


26-27 


H 


L 


L H 


H 


L 


L 


H H 


L 


H 


28-29 


H 


L 


H L 


L 


L 


L 


H H 


H 


L 


30-31 


H 


H 


L L 


L 


L 


L 


H H 


H 


H 


32-33 


H 


H 


L L 


H 


L 


H 


L L 


L 


L 


34-35 


H 


H 


L H 


L 


L 


H 


L L 


L 


H 


36-37 


H 


H 


L H 


H 


L 


H 


L L 


H 


L 


38-39 


H 


H 


H L 


L 


L 


H 


L L 


H 


H 


ANY 


X 


X 


X X 


X 


H 


H 


H H 


H 


H 



^rn 




To Ic 'B Ta 



S COMPLEMENT 



FUNCTION TABLE 

BCD9'SOR BCDIO'S 

COMPLEMENT CONVERTER 



BCD 
WORD 






INPUTS 






OUTPUTS 




(See Note 


C) 




(See Note Dl 


Et 


D 


C B 


A 


G 


Y8 Y7 Y6 





L 


L 


L L 


L 


L 


HUH 


1 


L 


L 


L L 


H 


L 


H L L 


2 


L 


L 


L H 


L 


L 


L H H 


3 


L 


L 


L H 


H 


L 


L H L 


4 


L 


L 


H L 


L 


L 


L H H 


5 


L 


L 


H L 


H 


L 


L H L 


6 


L 


L 


H H 


L 


L 


L L H 


7 


L 


L 


H H 


H 


L 


L L L 


8 


L 


H 


L L 


L 


L 


L L H 


9 


L 


H 


L L 


H 


L 


L L L 





H 


L 


L L 


L 


L 


L L L 


1 


H 


L 


L L 


H 


L 


H L L 


2 


H 


L 


L H 


L 


L 


H L L 


3 


H 


L 


L H 


H 


L 


L H H 


4 


H 


L 


H L 


L 


L 


L H H 


5 


H 


L 


H L 


H 


L 


L H L 


6 


H 


L 


H H 


L 


L 


L H L 


7 


H 


L 


H H 


H 


L 


L L H 


8 


H 


H 


L L 


L 


L 


L L H 


9 


H 


H 


L L 


H 


L 


L L L 


ANY 


X 


X 


X X 


X 


H 


H H H 



H = high 


level, L = low level, X = 


NOTES: 


A. Input conditions 




highs at outputs Y 




B. Outputs Y6, Y7, 




binary conversion. 



irrelevant 

other than those shown produce 

1 through Y5. 

and YB are not used for BCD-to- 



In addition to BCD-to-binary conversion, the 
SN54184 and SN74184 are programmed to generate 
BCD 9's complement or BCD 10's complement. 
Again, in each case, one bit of the complement code 
is logically equal to one of the BCD bits; therefore, 
these complements can be produced on three lines. 
As outputs Y6, Y7, and Y8 are not required in the 
BCD-to-binary conversion, they are utilized to 
provide these complement codes as specified in the 
function table (above, right) when the devices are 
connected as shown above the function table. 



H = high level, L = low level, X = irrelevant 

NOTES: C. Input conditions other than those shown produce 
highs at outputs Y6, Y7, and YB. 
D. Outputs Y1 through Y5 are not used for BCD 9's or 
BCD 10's complement conversion. 
'''When these devices are used as complement converters, input E is 
used as a mode control. With this input low, the BCD 9's 
complement is generated; when it is high, the BCD 10's comple- 
ment is generated. 
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SI\I54185A and SIM74185A binary-to-BCD converters 

The function performed by these 6-bit binary-to-BCD 
converters is analogous to the algorithm: 

a. Examine the three most significant bits. If 
the sum is greater than four, add three and 
shift left one bit. 

b. Examine each BCD decade. If the sum is 
greater than four, add three and shift left 
one bit. 

c. Repeat step b until the least-significant 
binary bit is in the least-significant BCD 
location. 



TABLE II 

SN54185A, SN74185A 

PACKAGE COUNT AND DELAY TIMES 

FOR BINARY-TO-BCD CONVERSION 



INPUT 
(BITS) 


PACKAGES 
REQUIRED 


TOTAL DELAY TIME (ns) 


TYP MAX 


4 to 6 


1 


25 40 


7 or 8 


3 


50 80 


9 


4 


75 120 


10 


6 


100 160 


11 


7 


125 200 


12 


8 


125 200 


13 


10 


150 240 


14 


12 


175 280 


15 


14 


175 280 


16 


16 


200 320 


17 


19 


225 360 


18 


21 


225 360 


19 


24 


250 400 


20 


27 


275 440 



6-BIT CONVERTER 



TTTTT 













FUNCTION TABLE 














BINARY 
WORDS 


INPUTS 


OUTPUTS 1 


BINARY SELECT 


ENABLE 


















E 


D 


c 


B A 


G 


Y8 


Y7 


Y6 


Y5 


Y4 


Y3 


Y2 


Y1 





1 


L 


L 


L 


L L 




H 


H 


L 


L 


L 


L 


L 




2 


3 


L 


L 


L 


L H 




H 


H 


L 


L 


L 


L 


L 




4 


5 


L 


L 


L 


H L 




H 


H 


L 


L 


L 


L 


H 




6 


7 


L 


L 


L 


H H 




H 


H 


L 


L 


L 


L 


H 




8 


9 


L 


L 


H 


L L 




H 


H 


L 


L 


L 


H 


L 




10 


11 


L 


L 


H 


L H 




H 


H 


L 


L 


H 


L 


L 




12 


13 


L 


L 


H 


H L 




H 


H 


L 


L 


H 


L 


L 




14 


15 


L 


L 


H 


H H 




H 


H 


L 


L 


H 


L 


H 




16 


17 


L 


H 


L 


L L 




H 


H 


L 


L 


H 


L 


H 




18 


19 


L 


H 


L 


L H 




H 


H 


L 


L 


H 


H 


L 




20 


21 


L 


H 


L 


H L 




H 


H 


L 


H 


L 


L 


L 




22 


23 


L 


H 


L 


H H 




H 


H 


L 


H 


L 


L 


L 




24 


25 


L 


H 


H 


L L 




H 


H 


L 


H 


L 


L 


H 




26 


27 


L 


H 


H 


L H 




H 


H 


L 


H 


L 


L 


H 




28 


29 


L 


H 


H 


H L 




H 


H 


L 


H 


L 


H 


L 




30 


31 


L 


H 


H 


H H 




H 


H 


L 


H 


H 


L 


L 




32 


33 


H 




L 


L L 




H 


H 


L 


H 


H 


L 


L 




34 


35 


H 




L 


L H 




H 


H 


L 


H 


H 


L 


H 




36 


37 


» 




L 


H L 




H 


H 


L 


H 


H 


L 


H 




38 


39 


H 




L 


H H 




H 


H 


L 


H 


H 


H 


L 




40 


41 


H 




H 


L L 




H 


H 


H 


L 


L 


L 


L 




42 


43 


H 




H 


L H 




H 


H 


H 


L 


L 


L 


L 




44 


45 


H 




H 


H L 




H 


H 


H 


L 


L 


L 


H 




46 


47 


H 




H 


H H 




H 


H 


H 


L 


L 


L 


H 




48 


49 


H 


H 


L 


L L 




H 


H 


H 


L 


L 


H 


L 




50 


51 


H 


H 


L 


L H 




H 


H 


H 


L 


H 


L 


L 




52 


53 


H 


H 


L 


H L 




H 


H 


H 


L 


H 


L 


L 




54 


55 


H 


H 


L 


H H 




H 


H 


H 


L 


H 


L 


H 




56 


57 


H 


H 


H 


L L 




H 


H 


H 


L 


H 


L 


H 




58 


59 


H 


H 


H 


L H 




H 


H 


H 


L 


H 


H 


L 




60 


61 


H 


H 


H 


H L 




H 


H 


H 


H 


L 


L 


L 




62 


63 


H 


H 


H 


H H 




H 


H 


H 


H 


L 


L 


L 


H 


ALL 


X 


X 


X 


X X 


H 


H 


H 


H 


H 


H 


H 


H 


H 



H = high level, L ' low leuel, X = irrelevant 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54184, SN54185A -55°Cto125°C 

SN74184, SN74185A 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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REVISED DECEMBER 1980 



recommended operating conditions 





SN54184,SIM54185A 


SN741^,SN74185A 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


Low-level output current, Iql 


12 


12 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


MIN TYPi MAX 


UNIT 


VlH High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V||^ Input clamp voltage 


Vcc = MIN, l|=-12mA 


-1.5 


V 


'oh High-level output current 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, VoH = 5.5V 


100 


M 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 12 mA 


0.4 


V 


i| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level Input current 


Vcc = MAX, V| = 2.4V 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V|=0.4V 


-1 


mA 


'CCH Supply current, all outputs high 


Vcc = MAX 


50 


mA 


'CCL Supply current, all programmed outputs low 


62 99 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 
Jam typical values are at S/qC = 5 V, T^ = 25°C. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tpLH Propagation delay time, low-to-high-level output from enable G 


Cl=30pF, 

Rl_1 =300n, 

RL2 = 600n, 

See Figure 1 and Note 2 


19 


30 


ns 


tPHL Propagation delay time, high-to-low-level output from enable G 


22 


35 


ns 


tpLH Propagation delay time, low-to-high-level output from binary select 


27 


40 


ns 


tpHL Propagation delay time, high-to-low-level output from binary select 


23 


40 


ns 



PARAMETER iVlEASUREMENT 
INFORMATION 



Vcc 
Rli >30on 



30 pF 



FROM OUTPUT 
UNDER TEST 



Cl 



RL2<600n 



C[_ includes probe and jig capacitance. 



LOAD CIRCUIT 
FIGURE 1 



NOTE 2: Voltage waveforms are shown on page 3-10. 



schematics of inputs and outputs 



EQUIVALENT OF 
ALL INPUTS 




TYPICAL OF 
ALL OUTPUTS 
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TYPICAL APPLICATION DATA 
SIM54184, SIM74184 



11 



n 



TTTTTII .. 

'■""^'^ W b4 Ij b? hi b6 



FIGURE 1-BCD-TO-BINARY CONVERTER 
FOR TWO BCD DECADES 



d 



En 



— \r^vfa9 b8 b> 



D5 C5 B5 A5 D4 C4 B4 A4 D3 C3 B3 A3 D2 C2 B2 A2 Dl CI B1 Al DO CO 



E D C B 
^5 Y4 Y3 V2 



TTT 



D C 
V5 V4 Y3 Y2 



E D C B 
Y5 Y4 Y3 Y2 " 



m 



Y5 Y4 Y3 Y2 



n 



Y5 V4 Y3 Y2 



E D C B 
VS V4 Y3 Y2 



FT 



E D C B 
Y5 V4 Y3 Y2 



HE 



OPEN 



E D C 
Y5 Y4 Y3 



TIT 



ITT 



no: 



m 



E C 
¥5 Y4 y3 



EH 



OPEN h19b1l 



m 



FIGURE 2-BCD-TO-BINARY CONVERTER 
FOR THREE BCD DECADES 



FIGURE 3-BCD-TO-BINARY CONVERTER 
FOR SIX BCD DECADES 



MSD— most significant decade 
LSD— least significant decade 
Each rectangle represents an SN54184 or SN74184. 
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TYPICAL APPLICATION DATA 
SIM54185A, SN74185A 



B6 B4 B3 B2 



11 



rnTTTi 



FIGURE 4-6-BIT BINARY-TO-BCD 
CONVERTER 



'B7 M Bfi B4 B3 U 



I I I I I 



n 



iiiii 



FIGURE 5-8-BIT BINARY-TO-BCD 
CONVERTER 



Mill 






BO 












1 1 1 






.oca. 











EDCBADCBA 




uvi i i I nj_ 


-/ 



FIGURE 6-9-BIT BINARY-TO-BCD 
CONVERTER 











1 1 1 












. C B . 








1 1 1 








1 1 1 1 1 










II 








1 1 1 1 1 1 






• 1 1 


. C B . C B . 


iiirrirrii 


A 



FIGURE 7-12-BIT BINARY-TO-BCD 
CONVERTER (SEE NOTE B) 



II 1 II 










1 1 i 








1 1 1 1 1 




. C B . . C B . 




1 1 1 1 1 1 1 1 




. C B . . C B . 




1 1 1 1 i 1 M 1 i 








1 1 i 1 1 1 1 










1 1 1 1 1 1 1 1 1 1 1 






„ C B . . C B . C B . 




1 1 1 1 








i 1 i i 




txX-ijt±X^zX^^^-^-j-^^ 


_i^ 


2j 



MSD — Most significant decade 
LSD — Least significant decade 

NOTES; A. Each rectangle represents an SN54185A or an SN74185A. 
B. All unused E inputs are grounded. 



FIGURE 8-16-BIT BINARY-TO-BCD 
CONVERTER (SEE NOTE B) 
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Counts 8-4-2-1 BCD or Binary 

Single Down/Up Count Control Line 

Count Enable Control Input 

Ripple Clock Output for Cascading 

Asynchronously Presettable with Load Control 

Parallel Outputs 

Cascadable for n-Bit Applications 



SN54', SN54LS' ... J OR W PACKAGE 

SN74', SN74LS' ... J OR N PACKAGE 

(TOP VI EW) 



TYPE 


AVERAGE 

PROPAGATION 

DELAY 


TYPICAL 

MAXIMUM 

CLOCK 

FREQUENCY 


TYPICAL 

POWER 

DISSIPATION 


'190/191 


20 ns 


25 MHz 


325 mW 


'LS190, 'LS191 


20 ns 


25 MHz 


100 mW 


description 









RIPPLE MAX/ 



DATA DATA 



< CLOCK CLOCK MIN LOAD 



mji?wimRmmjTL 




1 1 1 1 1 1 


- 


[- 


A V RIPPLE MAX/ LOAD C 
CLOCK MIN 

- B D 

Ob °a cten dn/up Qq Qq 


J.l J.LI J. 





DATA On Oa ENABLE DOWN/ Op 



INPUT OUTPUTS 



asynchronous inputs: Low input to load sets Q/^=A, 
Qb = B, Qc = C, and Qq = D 



The '190, 'LS190, '191, and 'LS191 are synchronous, reversible up/down counters having a complexity of 58 
equivalent gates. The '191 and 'LS191 are 4-bit binary counters and the '190 and 'LS190 are BCD counters. 
Synchronous operation is provided by having all flip-flops clocked simultaneously so that the outputs change 
coincident with each other when so instructed by the steering logic. This mode of operation eliminates the output 
counting spikes normally associated with asynchronous (ripple clock) counters. 

The outputs of the four master-slave flip-flops are triggered on a low-to-high-level transition of the clock input if the 
enable input is low. A high at the enable input inhibits counting. Level changes at the enable input should be made only 
when the clock input is high. The direction of the count is determined by the level of the down/up input. When low, 
the counter counts up and when high, it counts down. A false clock may occur if the down/up input changes while the 
clock is low. A false ripple carry may occur if both the clock and enable are low and the down/up input is high during a 
load pulse. 

These counters are fully programmable; that is, the outputs may be preset to either level by placing a low on the load 
input and entering the desired data at the data inputs. The output will change to agree with the data inputs independ- 
ently of the level of the clock input. This feature allows the counters to be used as modulo-N dividers by simply 
modifying the count length with the preset inputs. 

The clock, down/up, and load inputs are buffered to lower the drive requirement which significantly reduces the 
number of clock drivers, etc., required for long parallel words. 

Two outputs have been made available to perform the cascading function: ripple clock and maximum/minimum count. 
The latter output produces a high-level output pulse with a duration approximately equal to one complete cycle of the 
clock when the counter overflows or underflows. The ripple clock output produces a low-level output pulse equal in 
width to the low-level portion of the clock input when an overflow or underflow condition exists. The counters can be 
easily cascaded by feeding the ripple clock output to the enable input of the succeeding counter if parallel clocking is 
used, or to the clock input if parallel enabling is used. The maximum/minimum count output can be used to accomplish 
look-ahead for high-speed operation. 

Series 54' and 54LS' are characterized for operation over the full military temperature range of — 55°C to 125°C; Series 
74' and 74LS' are characterized for operation from,0°C to 70°C. 
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SN74190, SN74191. SN74LS190, SN74LS191 

SYNCHRONOUS UP/DOWN COUNTERS WITH DOWN/UP MODE CONTROL 



functional block diagrams 

is il 




£ '■ 


l-f— 1 




s 


• 


^1 


s t- 


1 


1 


r^ 1 r—i 


\- 


,' 1 1 II 


Q 




1 II 1 1 . 1 1 1 


z 


i 


A 


_j:) Z^ 


" ( 


P , 


l^ 


A 


i fi 


ir 


N 


fiwd 


m 


fim 


Q 












o 












O) 


















CO 
















o 


"1 










O) 










5" 


A r 






' 1 i '1 


H 


- 6 


^ 




, . \ 


i 5 





T 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



7-297 



TYPES SN54190, SN54LS190, SN74190, SN74LS190 

SYNCHRONOUS UP/DOWN COUNTERS WITH DOWN/UP MODE CONTROL 

'190. 'LS190 DECADE COUNTERS 



typical load, count, and inhibit sequences 

Illustrated below Is the following sequence: 

1. Load (preset) to BCD seven. 

2. Count up to eight, nine (maximum), zero, one, and two. 

3. Inhibit. 

4. Count down to one, zero (minimum), nine, eight, and seven. 



LOAD 





^ 


O 


1 1 ■ 
1 1 






















^J 


1 1 

1 ■ 










DATA J 
INPUTS ] 












D 


, 1 
1 

1 1 

1 1 






























CLC 

DOWN 
ENA 


^ 




_rLn_n_r 


UUTTLTLnJ 

1 




CK 

/UP 1 


1 1 
1 1 


FLTL 


1 






BLE 1 


1 1 
1 1 












Oa"""' 


1 

li 


J—] r-i 

r 


_J [_J 


_J — 


1 1 








B 1 

°c:::l 

MAX/MIN 
RIPPLE CLOCK 


ii 






1 


ii 




! 1 












1 


! 1 


1 


1 1 




1 1 1 












'' ] 1 8 


u 

9 12 


2 


1 u 

2 1 1 9 


8 7 



I l> 



J«_ INHIBIT -J |« COUNT! 
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'191,'LS191 BINARY COUNTERS 
typical load, count, and inhibit sequences 

Illustrated below is the following sequence: 

1. Load (preset) to binary thirteen. 

2. Count up to fourteen, fifteen (maximum), zero, one, and two. 

3. Inhibit. 

4. Count down to one, zero (minimum), fifteen, fourteen, and thirteen. 



■■-I 



°_r 



iirLrLJijn_JiJixLriJi_ri_rLn_ 



RIPPLE CLOCK 




I I L COUNTUP »U-INHIBIT-^ |< COUNT 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage: SN54',SN74' Circuits 5.5 V 

SN54LS', SN74LS' Circuits 7V 

Operating free-air temperature range: SN54', SN54LS' Circuits -55°Cto125°C 

SN74', SN74LS' Circuits 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54190, SN54191, SN74190, SN74191 

SYNCHRONOUS UP/DOWN COUNTERS WITH DOWN/UP MODE CONTROL 

recommended operating conditions 





SN54190,SN54191 


SN74190,SN74191 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


>iA 


Low-level output current, Iql 


16 


16 


mA 


Input iclock frequency, fdock 


20 


20 


MHz 


Width of clock input pulse, t^jdock) 


25 


25 


ns 


Width of load input pulse, tw(load) 


35 


35 


ns 


Data setup time, tjetup (See Figures 1 and 2) 


20 


20 


ns 


Data hold time, thold 








ns 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54190,SN54191 


SN74190,SN74191 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 


Vcc = MIN 


2 


2 


V 


V|L Low-level input voltage 


Vcc = MIN 


0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -800M 


2.4 3.4 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL=16mA 


0.2 0.4 


0.2 0.4 


V 


High-level input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


High-level input current 

'iH 

at any input except enable 


Vcc = MAX, V|=2.4V 


40 


40 


mA 


High-level input current 

l|H 

at enable input 


120 


120 


mA 


Low-level input current 
III 

at any input except enable 


Vcc = MAX, V| = 0.4V 


-1.6 


-1.6 


mA 


Low-level input current 
III 

at enable input 


-4.8 


-4.8 


mA 


'OS Short-circuit output current § 


Vcc = MAX 


-20 -65 


-18 -65 


mA 


•CC Supply current 


Vcc = MAX, See Note 2 


65 99 


65 105 


mA 



f For conditions shown as MAX or MIN, use appropriate value specified under recommended operating conditions. 

t All typical values are at VqC - 5 V, T;^ = 25°C. 

8 Not more than one output should be shorted at a time. 

NOTE 2: Iqc '^ measured with all inputs grounded and all outputs open. 
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switching characteristics, ^qq = 5 V, T^ = 25° C 



parameter' 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'190/191 


UNIT 


MIN TYP MAX 


*max 






Cl=15pF, Rl = 400 12, 
See Figures 1 and 3 thru 7 


20 25 


MHz 


tPLH 


Load 


Qa. Qb. Oc. Qd 


22 33 


ns 


tPHL 


33 50 


tPLH 


Data A, B, C, D 


Qa.Qb.Qc.Qd 


14 22 


ns 


tPHL 


35 50 


tPLH 


Clock 


Ripple Clock 


13 20 


ns 


tPHL 


16 24 


tPLH 


Clock 


Qa.Qb.Qc. Qd 


16 24 


ns 


tPHL 


24 36 


tPLH 


Clock 


Max/MIn 


28 42 


ns 


tPHL 


37 52 


tPLH 


Down/Up 


Ripple Clock 


30 45 


ns 


tPHL 


30 45 


tPLH 


Down/Up 


Max/Min 


21 33 


ns 


tPHL 


22 33 



ilfppax ~ maximum clock frequency 
'PLH —propagation delay time, low-to-high-level output 
tpH L ^ propagation delay time, high-to-low-level output 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




Enable input: Rgp = 1.3 kSl NOM 
All other inputs: Req = 4knNOM 



TYPICAL OF ALL OUTPUTS 
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SYNCHRONOUS UP/DOWN COUNTERS WITH DOWN/UP MODE CONTROL 



REVISED DECEMBER 1980 



recommended operating conditions 





SN54LS190 
SN54LS191 


SIM74LS190 
SN74LS191 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fdock 


20 


20 


MHz 


Width of clock input pulse, t^jdock) 


25 


25 


ns 


Width of load input pulse, ty„(|Qad) 


35 


35 


ns 


Data setup time, tjetup 'See Figures 1 and 2) 


20 


20 


ns 


Data hold time, thold 


5 


5 


ns 


Count enable time, tenable (see Note 3)) 


40 


40 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 




TE5 


;t conditions^ 




SN54LS190 
SN54LS191 


SN74LS190 
SN74LS191 


UNIT 






MIN TYPt MAX 


MIN 


TYP* MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V||^ Input clamp voltage 


Vcc=MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc=MIN, 
V|L = V|L max. 


V,H = 2V, 
Ioh = -400mA 


2.5 3.4 


2.7 


3.4 




V 


Vol Low-level output voltage 


Vcc=MIN, 
ViL = V||_ max 


V|H=2V, 


Iql ~ ^ mA 


0.25 


0.4 




0.25 


0.4 


V 


IOL = 8mA 






0.35 


0.5 


High-level input 
l| current at maximum 
input voltage 


Enable 


Vcc = MAX, 


V| = 7 V 


0.3 


0.3 


mA 


Others 


0.1 


0.1 


High-level 

l|H 

input current 


Enable 


Vcc = MAX, 


V| = 2.7 V 


60 


60 


fiA 


Others 


20 


20 


Low-level 

'IL 

input current 


Enable 


Vcc = MAX, 


V| = 0.4 V 


-1.2 


-1.2 


mA 


Others 


-0.4 


-0.4 


Iqs Short-circuit output current§ 


Vcc = MAX, 


-20 


100 


-20 




-100 


mA 


Ice Supply current 


Vcc = MAX, 


See Note 2 


20 


35 




20 


35 


mA 



■^For conditions shown as MAX or MIN, use appropriate value specified under recommended operating conditions for the applicable device 
type. 
^All typical values are at Vqc = 5 V, T^ = 25°C. 

§Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTES: 2. Iqq is measured with all inputs grounded and all outputs open. 

3. Minimum count enable time is the interval immediately preceeding the rising edge of the clock pulse during which interval the 
count enable input must be low to ensure counting . 
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switching characteristics, ^/qq = 5 V, T^ = 25°C 



parameter' 


FROM 
(INPUTI 


TO 
(OUTPUT) 


TEST CONDITIONS 


'LS190, 'LS191 


UNIT 


MIN TYP MAX 


^max 






Cl= 15pF, RL=2kn, 
See Figures 1 and 3 thru 7 


20 25 


MHz 


tPLH 


Load 


Qa. Qb. Qc. Qd 


22 33 


ns 


tPHL 


33 50 


tPLH 


Data A, B, C, D 


Qa. Qr. °c. Qd 


20 32 


ns 


tPHL 


27 40 


tPLH 


Clock 


Ripple Clock 


13 20 


ns 


tPHL 


16 24 


tPLH 


Clock 


Qa.Qb-Qc.Qd 


16 24 


ns 


tPHL 


24 36 


*PLH 


Clock 


Max/Min 


28 42 


ns 


tPHL 


37 52 


tPLH 


Down/Up 


Ripple Clock 


30 45 


ns 


tPHL 


30 45 


tPLH 


Down/Up 


Max/Min 


21 33 


ns 


tPHL 


22 33 


tPLH 


Enable 


Ripple Clock 




21 33 


ns 


tPHL 


22 33 



'iff^ax ^ rnaximum clock frequency 
tpLH = propagation delay time, low-tohigli-level output 
tp|_|L = propagation delay time, high-to-low-level output 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



T^ 



Enable input: Rgq = 8.33 kn NOM 
Load input: R^q = 25 kO. NOIV1 
All other inputs: R-q = 17 kfZ NOIVI 



TYPICAL OF ALL OUTPUTS 
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TYPES SN54190, SN54191, SN54LS190, SN54LS191. 

SN74190, SN74191, SN74LS190, SN74LS191 

SYNCHRONOUS UP/DOWN COUNTERS WITH DOWN/UP MODE CONTROL 

PARAMETER MEASUREMENT INFORMATION 

OUTPUT Vcc 



MAX/MIN, 

ripple clock, 

Qa.Qb.Qc-OR Qd 



|Rl 

j (SEE NOTE B) 



CL = 15pF 
(SEE NOTE A) 



FIGURE 1-LOAD CIRCUIT 
FOR SWITCHING TIME MEASUREMENT 




FIGURE 2-DATA SETUP TIME VOLTAGE WAVEFORMS 



(SEE NOTE C) I 



90% 90% 



NONINVERTING 






7c 

l«-tPHL-M '— 



7>PHL-«i ' Vol 

-tPLH-H / VOH 



See waveform sequences in figures 4 through 7 for propaga- 
tion times from a specific input to a specific output. For 
simplification, pulse rise times, reference levels, etc., have 
not been shown in figures 4 through 7. 

FIGURE 3-GENERAL VOLTAGE WAVEFORMS FOR 
PROPAGATION TIMES 



NOTES: A. Cl includes probe and jig capacitance. 

B. All diodes are 1N3064. 

C. The input pulses are supplied by generators having the following characteristics: ^q^x ~ ^^ ^' duty cycle < 50%, PRR < 1 MHz. 

D. Vref = 1.5 V for '190 and '191; 1.3 V for 'LS190 and 'LS191. 



1_J L 



ANY DATA INPUT 



NOTE E: Conditions on other inputs are irrelevant. 

FIGURE 4-LOAD TO OUTPUT AND DATA TO OUTPUT 



-"LT 



RIPPLE CLOCK 



I I 

I 

I 



_!"•— tPHL 



NOTE F: All data inputs are low. 
FIGURE 5-ENABLE TO RIPPLE CLOCK, CLOCK TO RIPPLE CLOCK, DOWN/UP TO RIPPLE CLOCK, AND DOWN/UP TO MAX/MIN 
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SYNCHRONOUS UP/DOWN COUNTERS WITH DOWN/UP MODE CONTROL 

PARAMETER MEASUREMENT INFORMATION 
switching characteristics (continued) 



"U LT 



DATA INPUTS 
(SEENOTESGTOI). 



i_n tn 



OUTPUT(S) UNDER TEST j I 

ENABLE = LOW 

NOTES: G. to test Q^, Qg, and Qq outputs of '190 and 'LS190: Data inputs A, B, and C are shown by the solid line. Data input D is shown 
by the dashed line. 
H. To test Qd output of '190 and 'LS190: Data inputs A and D are shown by the solid line. Data inputs B and Care held at the low 

logic level. 
I. To test Qf^, Qg, Qq, and Qq outputs of '191 and 'LS191 : All four data inputs are shown by the solid line. 

FIGURE 6-CLOCK TO OUTPUT 



IJ LT 



DATA B. C. AND D 
(SEE NOTE J) 



-►! r*-'PLH -—\ (— 'PHL —^1 r«— «PLH -*{ |«— < 



ENABLE =■ LOW 



NOTE J: Data inputs B and C are shown by the dashed line for the '190 and 'LS190 and the solid line for the '191 and 'LS191: Data input D 
is shown by the solid line for both devices. 



FIGURE 7-CLOCK TO MAX/MIN 
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SN74192. SN74193. SN74L192, SN74L193, SN74LS192, SN74LS193 

SYNCHRONOUS 4-BIT UP/DOWN COUNTERS (DUAL CLOCK WITH CLEAR) 



BULLETIN NO. DL-S 771 1828, DECEMBER 1972-REVISED AUGUST 1977 



Cascading Circuitry Provided Internally 
Synchronous Operation 
Individual Preset to Each Flip-Flop 
Fully Independent Clear Input 



SN54', SN54LS' ... J OR W PACKAGE 

SN54L'... J PACKAGE 

SN74',SN74L',SN74LS' . . . J OR N PACKAGE 

(TOP VIEW) 



TYPES 



TYPICAL MAXIMUM TYPICAL 

COUNT FREQUENCY POWER DISSIPATION 
•192, '193 32 MHz 325 mW 

'L192, 'L193 7 MHz 43 mW 

•LS192, 'LS193 32 MHz 95 mW 



mRMj^lMJirui^^ 




M i 1 1 1 


- 


■ 


COUNT COUNT 

0, 0^ oo«N ur 0^ 0^ 


1 1 1 [ 1 1 





miiRiJiiniiUii^Jiir 

DATA Og O,^ COUNT COUNT O^ Oq GNO 



logic: Low input to load sets Q. = A, 
Qo = B, Q^ = C, and Qr, = D 



description 

These monolithic circuits are synchronous reversible 
(up/down) counters having a complexity of 55 
equivalent gates. The '192, 'L192, and 'LS192 
circuits are BCD counters and the '193, 'L193 and 
'LS193 are 4-bit binary counters. Synchronous opera- 
tion is provided by having all flip-flops clocked 
simultaneously so that the outputs change coinci- 
dently with each other when so instructed by the 
steering logic. This mode of operation eliminates the 
output counting spikes which are normally associated with asynchronous (ripple-clock) counters. 

The outputs of the four master-slave flip-flops are triggered by a low-to-high-level transition of either count (clock) 
input. The direction of counting is determined by which count input is pulsed while the other count input is high. 

All four counters are fully programmable; that is, each output may be preset to either level by entering the desired data 
at the data inputs while the load input is low. The output will change to agree with the data inputs independently of 
the count pulses. This feature allows the counters to be used as modulo-N dividers by simply modifying the count 
length with the preset inputs. 

A clear input has been provided which forces all outputs to the low level when a high level is applied. The clear function 
is independent of the count and load inputs. The clear, count, and load inputs are buffered to lower the drive require- 
ments. This reduces the number of clock drivers, etc., required for long words. 

These counters were designed to be cascaded without the need for external circuitry. Both borrow and carry outputs 
are available to cascade both the up- and down-counting functions. The borrow output produces a pulse equal in width 
to the count-down input when the counter underflows. Similarly, the carry output produces a pulse equal in width to 
the count-up input when an overflow condition exists. The counters can then be easily cascaded by feeding the borrow 
and carry outputs to the count-down and count-up inputs respectively of the succeeding counter. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 





SN54' 


SN54L' 


SISI54LS' 


SN74' 


SN74L' 


SN74LS' 


UNIT 


Supply voltage, Vqc (see Note 1) 


7 


8 


7 


7 


8 


7 


V 


Input voltage 


5.5 


5.5 


7 


5.5 


5.5 


7 


V 


Operating free-air temperature range 


-55 to 125 


Oto70 


"C 


Storage temperature range 


-65 to 150 


-65 to 150 


°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 
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functional block diagrams 





-^- 
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schematics of inputs and outputs 



EQUIVALENT OF INPUTS 
OF '192, '193, 'L192, 'L193 



vcc- 



! 




'192, '193: Req = 4knNOM 
'L192, 'L193: Rgq = 40 kfi NOM 



TYPICAL OF OUTPUTS 
OF '192, '193, 'L192,'L193 




'192, '193: R = |130 fi NOM 
'L192, 'L193: R=500nNOM 



EQUIVALENT OF INPUTS 
OF'LS192, 'LS193 



INPUT • j!^ 



Load Input: Req =25knNOM 
All other inputs: Req=17knNOM 



TYPICAL OF OUTPUTS 
OF'LS192, 'LS193 



• Vcc 

. 120 n NOM 




m 
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TYPES SN54192, SN54L192, SN54LS192. SN74192, SN74L192. SN74LS192 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS (DUAL CLOCK WITH CLEAR) 

'192/L192, 'LS192 DECADE COUNTERS 

typical clear, load, and count sequences 

Illustrated below is the following sequence: 

1 . Clear outputs to zero. 

2. Load (preset) to BCD seven. 

3. Count up to eight, nine, carry, zero, one, and two. 

4. Count down to one, zero, borrow, nine, eight, and seven. 



n 



J 



_r 



DATA <r 



_r 



COUNT 
UP 



COUNT 
DOWN 



OUTPUTS ^Q 



'"III 



SEQUENCE 
ILLUSTRATED 



i_r 



i_rLn_rLn_r 



hi 



U 



irLTLTLTLr 



CLEAR PRESET 



8 9 12 
COUNT UP P 



\~ 



T_r 



1 9 

COUNT DOWN 



NOTES: A. Clear overrides load, data, and count inputs. 

B. When counting up, count-down Input must be high; when counting down, count-up input must be high. 
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TYPES SN54193, SN54L193, SN54LS193, SN74ig3. SN74L193, SN74LS193 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS (DUAL CLOCK WITH CLEAR) 

'193, 'L193, 'LS193 BINARY COUNTERS 

typical clear, load, and count sequences 

Illustrated below is the following sequence: 

1. Clear outputs to zero. 

2. Load (preset) to binary thirteen. 

3. Count up to fourteen, fifteen, carry, zero, one, and two. 

4. Count down to one, zero, borrow, fifteen, fourteen, and thirteen. 



n 



_r 



DATA <' 



_r 



_r 



COUNT 
DOWN 



OUTPUTS C 



III 

-4 

zii 



SEQUENCE 
ILLUSTRATED 



i_r 



■LrLTLTLrLr 



l°l H 



CLEAR PRESET 



J \ I — L 



U 



LrLTLTLrLr 

I — Lj — I r 



14 15 1 
COUNT UP 



i_r 



1 15 14 13 
COUNT DOWN » 



NOTES: A. Clear overrides load, data, and count inputs. 

B. When counting up, count-down input must be high; when counting down, count-up input must be high. 
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recommended operating conditions 





SN54192 
SN54193 


SN74192 
SN74193 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-^00 


*iA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of any input pulse, t^,, 


20 


20 


ns 


Data setup time, tju (see Figure 1) 


20 


20 


ns 


Data hold time, th 








ns 


Operating free-air temperature, T/^ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


SN54192 
SN54193 


SN74192 
SN74193 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
IOH = -400mA 


2.4 3.4 


2.4 3.4 


V 


Vol 


Low-level output voltage 


V|L = 0.8V, 


V,H = 2V 
Iql = 16 mA 


0.2 


0.4 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


llH 


High-level input current 


Vcc = MAX, 


V| = 2.4V 


40 


40 


mA 


'IL 


Low-level input current 


Vcc = MAX, 


V| = 0.4V 


-1.6 


-1.6 


mA 


'OS 


Short-circuit output current§ 


Vcc = MAX 


-20 


-65 


-18 


-65 


mA 


'cc 


Supply current 


Vcc = MAX, 


See Note 2 


65 


89 


65 


102 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

Jam typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 2: \qq is measured with all outputs open, clear and load inputs grounded, and all other inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER!! 


FROM 
INPUT 


TO 
OUTPUT 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 






CL = 15pF, 
RU = 400n, 
See Figures 1 and 2 


25 32 


MHz 


tPLH 


Count-up 


Carry 


17 26 


ns 


tPHL 


16 24 


tPLH 


Count-down 


Borrow 


16 24 


ns 


tPHL 


16 24 


tPLH 


Either Count 


Q 


25 38 


ns 


tPHL 


31 47 


tPLH 


Load 


Q 


27 40 


ns 


tPHL 


29 40 


tPHL 


Clear 


O 


22 35 


ns 



"max = maximum clock frequency 
tpL(-| = propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
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TYPES SIM54L192, SN54L193. SN74L192, SI\I74L193 

SYNCHRONOUS 4-BIT UP/DOWN COUNTERS (DUAL CLOCK WITH CLEAR; 



recommended operating conditions 




SN54L192 
SN54L193 


SN74L192 
SN74L193 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vpc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IgH 


-100 


-200 


mA 


Low-level output current, Iql 


2 


3.6 


mA 


Clock frequency, fdock 


3 


3 


MHz 


Width of any input pulse, t^ 


200 


200 


ns 


Data setup time, tju (see Figure 1 ) 


100 


100 


ns 


Data hold time, th 








ns 


Operating free-air temperature range, T/\ 


-55 125 


70 


°C 


electrical characteristics over recommended operatinc 


free-air temperature range (un 


ess otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SIM54L192 
SIM54L193 


SN74L192 
SN74L193 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


ViH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.7 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


VqH High-level output voltage 


Vcc = IVIIN, 
V|L = 0.7V, 


V|H=2V, 
l0H = MAX 


2.4 3.3 


2.4 3.2 


V 


Vol Low-level output voltage 


Vcc = MIN, 
V|L = 0.7V, 


V|H=2V 
l0L = MAX 


0.15 0.3 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


100 


100 


mA 


llH High-level input current 


Vcc = MAX, 


V| = 2.4V 


10 


10 


mA 


l|L Low-level input current 


Vcc = 'VIAX, 


V| = 0.3 V 


-0.18 


-0.18 


mA 


IqS Short-circuit output current§ 


Vcc = MAX 


-3 -15 


-3 -15 


mA 


'CC Supply current 


Vcc = MAX, 


See Note 2 


8.5 15 


8.5 15 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

iAll typical values are at Vcc = 5 V, T;^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 2: Ice '^ measured with all outputs open, clear and load inputs grounded, and all other inputs at 4.5 V. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
INPUT 


TO 
OUTPUT 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax 






CL = 50pF, 

Rl = 4 kn. 

See Figures 1 and 2 


3 7 


MHz 


tPLH 


Count-up 


Carry 


65 130 


ns 


tPHL 


65 130 


tPLH 


Count-down 


Borrow 


65 130 


ns 


tPHL 


65 130 


tPLH 


Either Count 


Q 


104 200 


ns 


tPHL 


135 240 


tPLH 


Load 


Q 


130 240 


ns 


tPHL 


105 200 


tPHL 


Clear 


Q 


110 200 


ns 



^max ~ maximum clock frequency 

'PLH — propagation delay time, low-to-high-level output 
tpH L = propagation delay time, high-to-low-level output 
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REVISED DECEMBER 1980 



recommended operating conditions 





SN54LS192 
SN54LS193 


SN74LSig2 
SN74LSig3 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


*iA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of any input pulse, t,^ 


20 


20 


ns 


Clear inactive-state setup time 


40 


40 


ns 


Data setup time, tj^ (see Figure 1 ) 


20 


20 


ns 


Data hold time, th 


5 


5 


ns 


Operating free-air temperature range, Ta 


-55 1 25 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTC0NDITI0NS1 




SN54LS192 
SN54LS193 


SN74LS192 
SN74LS193 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


VlH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18 mA. 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, ViH = 2V, 
V|L = V|Lmax, Iqh = "''OO '^A 


2.5 3.4 


2.7 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max 


Iql = 4 mA 


0.25 0.4 


0.1 5 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current at maximum 
li 

input voltage 


Vcc = MAX, Vi =7V 


0.1 


0.1 


mA 


l|H High-level input current 


Vcc = MAX, V( = 2.7V 


20 


20 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output currents 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


19 34 


19 34 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

^All typical values are at VqC = 5 V, Ta = 25° C. 

SNot more than one output should be shorted at a time. , and duration of the short-circuit should not exceed one second. 

NOTE 2: \qq is measured vuith all outputs open, clear and load inputs grounded, and all other inputs at 4.5 V. 

switching characteristics, VcC = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
INPUT 


TO 
OUTPUT 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 






CL=15pF, 

Rl = 2 kn. 

See Figures 1 and 2 


25 32 


MHz 


tPLH 


Count-up 


Carry 


17 26 


ns 


tPHL 


18 24 


tPLH 


Count-down 


Borrow 


16 24 


ns 


tPHL 


15 24 


tPLH 


Either Count 


Q 


27 38 


ns 


tPHL 


30 47 


tPLH 


Load 


Q 


24 40 


ns 


tPHL 


25 40 


tPHL 


Clear 


Q 


23 35 


ns 



"'max — maximum clock frequency 
tp|_|^ ^ propagation delay time, low-to-high-level output 
^PHL^ propagation delay time, high-to-low-level output 
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TYPES SN54192, SN54193, SN54L192, SN54L193, SN54LS192, SN54LS193, 
SN74192, SN74ig3, SN74L192, SN74L193, SN74LS192, SN74LS193 
SYNCHRONOUS 4-BIT UP/DOWN COUNTERS (DUAL CLOCK WITH CLEAR) 

PARAMETER MEASUREMENT INFORMATION 



°D°C°B°A 



CLEAR 

PULSE 

GENERATOR 

(See Note A) 



DATA 

PULSE 

GENERATOR 

(See Note A) 



LOAD 

PULSE 

GENERATOR 

(See Note A) 



>UP 

>DOWN BORROW 

A CARRY 

B Qa 



OPEN 
-OPEN 



°C 



CLEAR 
-C LOAD 



X 



:^T 



w ww 



I ^ 



I i 



I (Seer 



j (See Note C) 
"4^- 30 pF 

ite B) i '"^t" wi* 
-.V ■54L/'74L 
only) 
LOAD CIRCUIT 1 



LOAD CIRCUIT Z 
lame as Load Circuit II 



I 
I 
I 

'^ I 

J 

1 

I 

J 



LOAD CIRCUIT 2 
lame ai Load Circuit ' 



LOAD CIRCUIT 4 
^me as Load Circuit 1} 



TEST CIRCUIT 



! I 



I j7f "90% 90%~TC I 



DATA 
INPUT 



LOAD 
INPUT 



I iaK90% 



90% 
Vref 



"ST' 



-H |*-tf 



-««• -H 



^^1 Vref_|2F 

i X.10% lox-J gi I 



\VrefjZr« 



^ 



_/Z' 



-♦H H-tr 
-tPHL *i 



X;l 



VOLTAGE WAVEFORMS 



NOTES: A. The pulse generators have the following characteristics: Zqu^ » 50 n and for the data pulse generator PRR < 500 kHz, duty 
cycle = 50%; for the load pulse generator PRR is two times data PRR, duty cycle = 50%. 

B. Cl includes probe and jig capacitance. 

C. Diodes are 1N3064 for '192, '193, 'LSIQ?, and 'LS193; 1N916for 'L192 and 'L193. 

D. t^and tf < 7 ns for '192, '193, 'LS192, and 'LS193;< 25 nsfor 'L192 and 'L193. 

E. Vref is 1.5 volts for '192 and '193; 1.3 volts for 'L192, ^L193; 'LS192, and 'LS193. 



FIGURE 1-CLEAR, SETUP, AND LOAD TIMES 
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TYPES SN54192, SN54193, SN54L192, SN54L193, SN54LS192, SN54LS193, 

SN74192, SN74193, SN74L192, SN74L193, SN74LS192, SN74LS193 

SYNCHRONOUS 4-BIT UP/DOWN COUNTERS (DUAL CLOCK WITH CLEAR) 

PARAMETER MEASUREMENT INFORMATION 



PULSE 
GENERATOR 
(See Note A) 



°D °C °B°A CARRY BORROW 



.Z>T 



'^■^VT 



>UP 
>DOWN 



BORROW 
CARRY 



T 



TEST CIRCUIT 



:rl 



T 



w w w 



Tcl 
(See Note Bl 



LOAD CIRCUIT 6 
^meas Load Circuit 1) 



(See Note CI 




1 


30 pF 




1 


(used with 
■54Lr74L 


■4 


L 1 
" 1 


onlyl 


1 


;uiTi 


1 
1 




VOLTAGE WAVEFORMS 

A. The pulse generator has the following characteristics: PRR < 1 MHz, Zq^ ** ^0 Q, duty cycle = 50%. 

B. C(_ Includes probe and jig capacitance. 

C. Diodes are 1 N3064 f or '192, '193, 'LSISZ, and 'LS193; 1N916 for 'L192 and 'L193. 

D. Count-up and count-down pulse shown are for the '193, 'L193, and 'LS193 binary counters. Count cycle for '192, 'L192, 
and 'LS192 decade counters is 1 through 10. 

E. Waveforms for outputs Q/^, Qg, and Qq are omitted to simplify the drawing. 

F. tr and tf < 7 ns for '192, '193, 'LS192, and 'LSigS; < 25 ns for 'L192 and 'LigS. 

G. Vref is 1.5 volts for '192 and '193; 1.3 volts for 'LI 92, 'LI 93, LSI 92, and 'LSI 93. 

FIGURE 2-PROPAGATION DELAY TIMES 
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TYPES SN54194, SN54LS194A, SN54S194, 

SN74194, SN74LS194A, SN74S194 

BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 

BULLETIN NO. DL-S 7611866. MARCH 1974-REVISED OCTOBER 1976 



Parallel Inputs and Outputs 
Four Operating Modes: 

Synchronous Parallel Load 
Right Shift 
Left Shift 
Do Nothing 

Positive Edge-Triggered Clocking 

Direct Overriding Clear 



SN54194, SN54LS194A, SIM54S194 ... J OR W PACKAGE 

SN74194, SN74LS194A, SN74S194 ... J OR N PACKAGE 

(TOP VIEW) 



TYPE 


TYPICAL 

MAXIMUM 

CLOCK 

FREQUENCY 


TYPICAL 

POWER 

DISSIPATION 


"194 


36 MHz 


195 mW 


'LS194A 


36 MHz 


75 mW 


'3194 


105 MHz 


425 mW 


description 









Vcc 


QA 




Qb 


Q 


c 


Qd 


CLOCK 


SI 


so 






16 . 


15 




U . 13 


12 




11 


. 10 . 


9 


























pO 


QA QB QC QD ^^v^^ s^ 

CLEAR SO 
R A B C D L 
























1 


2 




3 


4 


5 




6 


7 


8 





CLEAR SHIFT 
RIGHT 
SERIAL 
INPUT 



^ B C D SHIFT GND 

» ' LEFT 

PARALLEL INPUTS SERIAL 
INPUT 



positive logic: see function table 



These bidirectional shift registers are designed to incorporate virtually all of the features a system designer may want in 
a shift register. The circuit contains 46 equivalent gates and features parallel inputs, parallel outputs, right-shift and 
left-shift serial inputs, operating-mode-control inputs, and a direct overriding clear line. The register has four distinct 
modes of operation, namely: 

Parallel (broadside) load 
Shift right (in the direction Q/^ toward Qq) 
Shift left (in the direction Qq toward Qa) 
Inhibit clock (do nothing) 

Synchronous parallel loading is accomplished by applying the four bits of data and taking both mode control inputs, SO 
and SI, high. The data are loaded into the associated flip-flops and appear at the outputs after the positive transistion 
of the clock input. During loading, serial data flow is inhibited. 

Shift right is accomplished synchronously with the rising edge of the clock pulse when SO is high and SI is low. Serial 
data for this mode is entered at the shift-right data input. When SO is low and SI is high, data shifts left synchronously 
and new data is entered at the shift-left serial input. 

Clocking of the flip-flop is inhibited when both mode control inputs are low. The mode controls of the 
SN54194/SN74194 should be changed only while the clock input is high. 



FUNCTION TABLE 



INPUTS 


OUTPUTS 1 


CLEAR 


MODE 


CLOCK 


SERIAL 


PARALLEL 


Qa 


Qb Qc 


Qd 


SI SO 


LEFT RIGHT 


A 


B C 


D 


L 


X X 


X 


X X 


X 


X X 


X 


L 


L L 


L 


H 


X X 


L 


X X 


X 


X X 


X 


Qao 


Qbo Qco 


Qdo 


H 


H H 


t 


X X 


a 


b c 


d 


a 


b c 


d 


H 


L H 


t 


X H 


X 


X X 


X 


H 


QAh QSn 


QCn 


H 


L H 


t 


X L 


X 


X X 


X 


L 


QAh Qsn 


QCn 


H 


H L 


t 


H X 


X 


X X 


X 


Qbh 


QCn QOn 


H 


H 


H L 


t 


L X 


X 


X X 


X 


Qbh 


QCn Qon 


L 


H 


L L 


X 


X X 


X 


X X 


X 


Qao 


Qbo Qco 


Qdo 



H = high level (steady state) 

L = low level (steady state) 

X = irrelevant (any input, including tran- 
sitions) 

t = transition from low to high level 

a, b, c, d = the level of steady-state input at 
inputs A, B, C, or D, respectively. 

•^AO- °B0. QCQ. Qdo = **i^ '^vel of Q^, 
Qg. Qc °' '^D' respectively, before the 
indicated steady-state input conditions 
were established. 

QAn. Qsn. Qcn. QDn = the level of Q^, 
Qb, Qc respectively, before the most- 
recent t transition of the clock. 
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TYPES SN54194. SN54LS194A. SN54S194. 

SN74194, SN74LS194A. SN74S194 

4-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 



functional block diagrams 



SHIFT 
RIGHT 
SERIAL 
INPUT 



PARALLEL INPUTS 



SHIFT 
LEFT 
SERIAL 






-^ 
L"^^ 



■TE> 







4>- 



>CK 




HV 



>CK 




> CK 



U{^S Qc^> 



H>- 



S Qd 



(12) 
Qd 



PARALLEL OUTPUTS 



'LS194A, 'S194 




PARALLEL OUTPUTS 
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TYPES SN54194, SN54LS194A. SN54S194. 

SN74194. SN74LS194A, SN74S194 

4-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 

typical clear, load, right-shift, left-shift, inhibit, and clear sequences 
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REVISED OCTOBER 1976 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




Clock input: Rgq = 4 kH NOM 
All other inputs: Rea = 6knN0M 



TYPICAL OF ALL OUTPUTS 




EQUIVALENT OF R, L, 
A, B, C, AND D INPUTS 



'cc 

15 kn NOM- 



JPUT f^ 



K 



EQUIVALENT OF CLEAR, 
CLOCK, SO, AND SI INPUTS 



INPUT • J ^ 



TYPICAL OF ALL OUTPUTS 



vcc 

120n NOM 




EQUIVALENT OF EACH INPUT 



INPUT— •• 



'ii 




y. 



Clear, shift/load: Rgq = 4 kJi NOM 
All other inputs; Req = 2.8 kSi NOM 



TYPICAL OF ALL OUTPUTS 



vcc 

50 fj NOM 
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TYPES SN54194/ SN74194 

4-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 



REVISED MARCH 1974 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54194 -55°Cto125°C 

SN74194 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54194 


SN74194 


UNIT 


MIN NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vpc 


4.5 5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 





25 







25 


MHz 


Width of clock or clear pulse, t^ 


20 


20 


ns 


Setup time, tju 


Mode control 


30 


30 


ns 


Serial and parallel data 


20 


20 


ns 


Clear inactive-state 


25 


25 


ns 


Hold time at any input, tj, 








ns 


Operating free-air temperature, T/\ 


-55 


125 







70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


SN54194 


SN74194 


UNIT 


MIN TYPt 


MAX 


MIN 


TYP* 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
Ioh = -800mA 


2.4 3.4 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
'0L= 16 mA 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| =5.5V 


1 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.4 V 


40 


40 


ma 


l|L 


Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


-1.6 


mA 


'OS 


Short-circuit output current § 


Vcc = MAX 


-20 


-57 


-18 




-57 


mA 


"CO 


Supply current 


Vcc = MAX, 


See Note 2 


39 


63 




39 


63 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at V^c = 5 V, T/^ = 25°C. 
SNot more than one output should be shorted at a time. 

NOTE 2; With all outputs open, inputs A through D grounded, and 4.5 V applied to SO, SI , clear, and the serial inputs, \qq is tested with i 
momentary GND, then 4.5 V applied to clock. 

switching characteristics, Vcc = 5 V, Ta ='25°C 



1 

PARAMETER 


TESTCONDITIONS 


MIN 


TYP 


MAX 


UNIT 


fmax Maximum clock frequency 


Cl = 15pF, 
RL = 400n, 
See Figure 1 


25 


36 




MHz 


tpHL Propagation delay time, high-to-low-level output from clear 




19 


30 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 




14 


22 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 




17 


26 


ns 
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TYPES SN54LS194A, SN74LS194A 
4-BIT BIDIRECTIONAL UNIVERSAL SHIFT REGISTERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS194A -55°Cto125°C 

SN74LS194A 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS194A 


SN74LS194A 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fdock 







25 







25 


MHz 


WicJth of clock or clear pulse, t^,, 


20 


20 


ns 


Setup time, tju 


Mode control 


30 


30 


ns 


Serial and parallel data 


20 


20 


ns 


Clear inactive-state 


25 


25 


ns 


Hold time at any input, th 








ns 


Operating free-air temperature, T^ 


-55 




125 







70 


°C 



electrical characteristics over recommended operating free- 


air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS194A 


SN74LS194A 


UNIT 


MIN TYPt 


MAX 


MIN TYP* MAX 


V|H 


High-level Input voltage 




2 


2 


V 


VlL 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L~V)Lmax, loH = — 400mA 


2.5 3.5 


2.7 3.5 


V 


Vol 


Low-level output voltage 


Vcc = MIN, V|H = 2V, 
ViL= V|L max 


IQL 


= 4mA 


0.25 


0.4 


0.25 0.4 


V 


IQL 


= 8mA 




0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


<IH 


High-level input current 


Vcc = MAX, V| = 2.7V 


20 


20 


mA 


l|L 


Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


'os 


Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 -100 


mA 


'CC 


Supply current 


Vcc = MAX, See Note 2 


15 


23 


15 23 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
^All typical values are at Vcc = 5 V, T/\ = 25°C. 

§ Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: With all outputs open, inputs A through D grounded, and 4.5 V applied to SO, 31 , clear, and the serial inputs, Iqq is tested with a 
momentary GND, then 4.5 V, applied to clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


fmax Maximum clock frequency 


CL=15pF, 
RL = 2kn, 
See Figure 1 


25 


36 




MHz 


tpHL Propagation delay time, high-to-low-level output from clear 




19 


30 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 




14 


22 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 




17 


26 


ns 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S194 — 55°Cto125°C 

SN74S194 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54Sig4 


SN74S194 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Clocl< frequency, fdoclc 


70 


70 


MHz 


Width of clocl< pulse, t^v(clock) 


7 


7 


ns 


Width of clear pulse, tvv((.|ear) 


12 


12 


ns 


Setup time, tju 


IVIode control 


11 


11 


ns 


Serial and parallel data 


5 


5 


ns 


Clear inactive-state 


9 


9 


ns 


Hold time at any Input, th 


3 


3 


ns 


Operating free-air temperature, J/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54S194 


SN74S194 


UNIT 




MIN TYP* MAX 


MIN TYP* MAX 


V||^ High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.2 


-1.2 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, Iqh = -1mA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 20 mA 


0.5 


0.5 


V 


l| Input current at maximum Input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.4 V 


50 


50 


A<A 


l|L Low-level input current 


Vcc = MAX, V| = 0.5V 


-2 


-2 


mA 


Iqs Short-circuit output current§ 


Vcc = MAX 


-40 -100 


-40 -100 


mA 


•CC Supply current 


Vcc = MAX, See Note 2 


85 135 


85 135 


mA 


Vcc = MAX, 
Ta= 12Er'C, 
See Note 2 


W package 


110 





^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
+AII typical values are at S/rr' = 5 V, T/\ = 25°C. 

§Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: With all outputs open, inputs A through O grounded, and 4.5 V applies to SO, 31, clear, and the serial inputs, Iqc is tested with a 
momemtary GND, then 4.5 V, applied to clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax Maximum clock frequency 


CL=15pF, 
RL = 280n, 
See Figure 1 


70 105 


MHz 


tpHL Propagation delay time, high-to-low-level output from clear 


12.5 18.5 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 


4 8 12 


rts 


tpHL Propagation delay time, high-to-low-level output from clock 


4 11 16.5 


ns 
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TEST TABLE FOR SYNCHRONOUS INPUTS 



OUTPUT Q 



FROM 

OUTPUT 

UNDER 

TEST 




(See Note C) 
;Cl= 15pF 
(See Note B) 



LOAD FOR OUTPUT UNDER TEST 



DATA INPUT 


SI 


SO 


OUTPUT TESTED 


FOR TEST 


(SEE NOTE E) 


A 


4.5 V 


4.5 V 


Qa at tn+1 


B 


4.5 V 


4.5 V 


Qb at tn+1 


C 


4.5 V 


4.5 V 


Qc at tn+1 


D 


4.5 V 


4.5 V 


Od at tn+1 


L Serial Input 


4.5 V 


OV 


Qa at tn+4 


R Serial Input 


OV 


4.5 V 


Qd at tn+4 



Vref 



i_J 



"*l t,„((;|ear) 



I tn+1 



(See Note F) 



tp+l 



DATA 
INPUT 
(SEE TEST 
TABLE) 



Vref jf. I V V,ef / V,ef >^ / V 



I I 

H-tw(clock)-H '*'" 



tPHL \ * •\ 



\l 



[♦tpLH 



F 



-22- 



-• H'^tpHL 

I 

vt- 

■'ref 



\; 



VOLTAGE WAVEFORMS 



OV 
3 V 



Vqh 
Vol 



A. The clock pulse generator has the following characteristics: ZquI ^ 50 ^ and PRR < 1 MHz, For '194, t^ < 7 ns and tf < 7 ns. 
For 'LS194A, t^ < 15 ns and tf < 6 ns. For 'S194, t^ < 2.5 ns and tf < 2.5 ns. When testing fmax- "^''V PRR- 

B. C[^ includes probe and jig capacitance. 

C. All diodes are 1N3064 or 1N916. 

O. A clear pulse Is applied prior to each test. 

E. For '194 and 'S194, Vfef = 1.5 V; for 'LS194A, Vref = 1-3 V. 

F. Propagation delay times (tpt_H and tp|^ |_) are measured at t^+i . Proper shifting of data is verified at 1^,4.4 with a functional test. 

G. tn = bit time before clocking transition, 
tp+i = bit time after one clocking transition. 
tn+4 ~ '''t time after four clocking transitions. 

FIGURE 1-SWITCHING TIMES 
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Synchronous Parallel Load 

Positive-Edge-Triggered Clocking 

Parallel Inputs and Outputs from 
Each Flip-Flop 

Direct Overriding Clear 

J and K Inputs to First Stage 

Complementary Outputs from Last Stage 

For Use in High-Performance: 
Accu mu lators/Processors 
Seria!-to-Parallel, Parallel-to-Serial Converters 



SN54195, SN54LS195A, SN54S195 ... J OR W PACKAGE 
SN74195, SN74LS195A, SN74S195 ... J OR N PACKAGE 
(TOP VIEW) 



description 



I I \ SHIFT/ 

VCC Oa Qb Qc Qd Op CLOCK LOAD 



16 _| 15 [_4 14 [_j 13 |_4 12 [_ 11 _ 10 _ 


9 1 






- 




Qa Qb Cc Qd Qd ^ 

r-C TLEAR SHIFT/ _ 
-t CLEAR ^jj^p 

J !< A BCD 








1~2~3~4~5~8~'7~ 


8 



CLEAR J 



SERIAL INPUTS 



PARALLEL INPUTS 



positive logic: see function table 



These 4-bit registers feature parallel inputs, parallel 
outputs, J-K serial inputs, shift/load control input, 
and a direct overriding clear. All inputs are buffered 
to lower the input drive requirements. The registers 
have two modes of operation: 

Parallel (broadside) load 

Shift (in the direction Qa toward Qq) 

Parallel loading is accomplished by applying the four 

bits of data and taking the shift/load control input 

low. The data is loaded into the associated flip-flop and appears at the outputs after the positive transition of the clock 

input. During loading, serial data flow is inhibited. 

Shifting is accomplished synchronously when the shift/load control input is high. Serial data for this mode is entered at 
the J-K inputs. These inputs permit the first stage to perform as a J-K, D-, or T-type flip-flop as shown in the function 
table. 





TYPICAL 


TYPICAL 


TYPE 


MAXIMUM CLOCK 


POWER 




FREQUENCY 


DISSIPATION 


'195 


39 MHz 


195 mW 


■LS195A 


39 MHz 


70 mW 


'SI 95 


105 MHz 


350 mW 



The high-performance 'S195, with a 105-megahertz typical maximum shift-frequency, is particularly attractive for very- 
high-speed data processing systems. In most cases existing systems can be upgraded merely by using this 
Schottky-clamped shift register. 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


SHIFT/ 
LOAD 


CLOCK 


SERIAL 


PARALLEL 


Oa Qb Qc Qd Qd 


J K 


A B C D 


L 
H 
H 
H 
H 
H 
H 


X 

L 
H 
H 
H 
H 
H 


X 

t 
L 
t 
t 
t 
t 


X X 
X X 
X X 

L H 
L L 
H H 
H L 


X X X X 
abed 
X X X X 
X X X X 
X X X X 
X X X X 
X X X X 


L L L L H 
a b c d d 

Qao Qbo Qco Qdo Qdo 

Qao Qao QBn QCn QCn 

L QAn QBn QCn QCn 

H QAn QBn QCn QCn 

QAn QAn QBn QCn QCn 



H = high level (steady state) 
L = low level (steady state) 

X = irrelevant (any input. Including transitions) 
t = transition from low to high level 
a, b, c, d = the level of steady-state input at A, B, 
C, or D, respectively 

Qao- Qbo- ^cO' ^do = ^^^ levei of Qa. Qb' Qc' 

or Qq, respectively, be- 
fore the indicated steady- 
state input conditions 
were established 
^An. ^Bn' *^Cn = ^^^ level of Qa, QB' o"" ^C- 
respectively, before the most- 
recent transition of the clock 
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functional block diagram 



PARALLEL INPUTS 




^This connection is made on '195 only. 



PARALLEL OUTPUTS 



typical clear, shift, and load sequences 



CLOCK 


— r-i_r-L_ 


— i_r-L_n_r-L_r 


-L— 1_ 


_J L 


_j—i_rn__r 


1 


CLEAR 


1 1 


















(^ J 


1 1 


1 




SERIAL 1 














IIMPUTS 1 K 


1 1 


1 




\ 




1 1 


SHIFT'LOAD 






1 1 1 


1 
1 

1 








1 






B 
C 
D 


_J H 1 L 




PARALLEL 




1 1 

* L 1 1 


DATA J 






1 


1 
1 








_J H 1 L 








1 1 
L i 1 


> 


— 1 




1 


1 








ua 
Qe 
Qc 
Qd 


1 


1 


~i 






— \ 






1 








1 1 


_J 


~i 




OUTPUTS <J 


— ■! 






1 








1 1 




~i 


1 1 






-i 






1 








1 1 


_l 


1 1 1 






1 

1 
clear 






1 










LOAD 
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schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




ftJ 

Clock input; Req = 4knNOM 
All other Inputs: Ren = 6 kfl NOM 



TYPICAL OF ALL OUTPUTS 




vcc 

100 n NOM 



EQUIVALENT OF J, K, 
A, B, C, AND D INPUTS 



'cc 

15 kfi NOM" 



T* 



\i V-. 



EQUIVALENT OF CLEAR, CLOCK, 
AND SHI FT/LOAD INPUTS 



■^ 



TYPICAL OF ALL OUTPUTS 




EQUIVALENT OF EACH INPUT 



INPUT • 




Clear, shift/load: Req = 4knNOM 
All other inputs: R-n = 2.8 kn NOM 



TYPICAL OF ALL OUTPUTS 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54195 — 55°Cto125°C 

SN74195 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN54195 


SN74195 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vpc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fcjock 


30 


30 


MHz 


Width of clock input pulse, t^lclock) 


16 


16 


ns 


Width of clear Input pulse, t^(clear) 


12 


12 


ns 


Setup time, tju (see Figure 1 ) 


Shift/load 


25 


25 


ns 


Serial and parallel data 


20 


20 


Clear inactive-state 


25 


25 


Shift/load release time, t|-eiease 'see Figure 1) 


10 


10 


ns 


Serial and parallel data hold time, th (see Figure 1) 








ns 


Operating free-air temperature, Ta 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless othenwise noted) 



PARAMETER 


TEST CONDITIONS^ 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


ViL Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc=MlN, li = -12mA 


-1.5 


V 


VqH High-level output voltage 


Vcc = MIN, V|H = 2V, 
ViL = 0.8V, loH = -800 mA 


2.4 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8 V, loL= 16 mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|l-l High-level input current 


Vcc = MAX, V|=2.4V 


40 


mA 


l|l_ Low-level input current 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


Iqs Short-circuit output currents 


Vcc = I^AX 


SN54195 


-20 -57 


mA 


SN74195 


-18 -57 


Ice Supply current 


Vcc=MAX, See Note 2 


39 63 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at Vqj; = 5 V, T^ = 25°C. 
SNot more than one output should be shorted at a time. 

NOTE 2: With all outputs open, shift/load grounded, and 4.5 V applied to the J, K, and data inputs, l^c '* measured by applying 
momentary ground, followed by 4.5 V, to clear and then applying a momentary ground, followed by 4.5 V, to clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


*max Maximum clock frequency 


Cl= 15pF, 
RL = 400n, 
See Figure 1 


30 39 


MHz 


tPHL Propagation delay time, high-to-low-level output from clear 


19 30 


ns 


tPLH Propagation delay time, low-to-high-level output from clock 


14 22 


ns 


'PHL Propagation delay time, high-to-low-level output from clock 


17 26 


ns 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS195A . -55°Cto125°C 

SN74LS195A O'C to 70°C 

Storage temperature range — GB^C to 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS195A 


SN74LS195A 


UNIT 


MIN 


NOM MAX 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 


5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


>iA 


Low-level output current, (ql 


4 


8 


mA 


Clock frequency, fdock 





30 


30 


MHz 


Width of clock or clear pulse, t(„(clock) 


16 


16 


ns 


Width of clear input pulse, tyy(clear) 


12 


12 


ns 


Setup time, tj^ (see Figure 1 ) 


Shift/load 


25 


25 


ns 


Serial and parallel data 


15 


15 


Clear inactive-state 


25 


25 


Shift/load release time, trgiease (see Figure 1) 


10 


10 


ns 


Serial and parallel data hold time, t^ (see Figure 1 ) 








ns 


Operating free-air temperature, T/^ 


-55 


125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS195A 


SN74LS195A 


UNIT 


MIN 


TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, 
V|L = V|L max 


V|H = 2V, 
Ioh = -400mA 


2.5 


3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, 
V|L = Vi^max 


V|H = 2V, 


'OL ~ 4 mA 


0.25 0.4 


0.25 0.4 


V 


IOL = 8mA 




0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, 


V| =7 V 


0.1 


0.1 


mA 


l|H High-level input current 


Vcc = I^AX, 


V| =2.7V 


20 


20 


>iA 


l|L Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output current § 


Vcc = MAX 


-20 


-100 


-20 -100 


mA 


•CC Supply current 


Vcc = MAX, 


See Note 2 


14 21 


14 21 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
Jam typical values are at Vqc = 5 V, T^ = 25'c. 

S Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second, 
NOTE 2: With all outputs open, shift/load grounded, and 4.5 V applied to the J, K, and data inputs, Iqq is measured by applyii 
ground, followed by 4.5 V, to clear and then applying a momentary ground, followed by 4.5 V, to clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max Maximum clock frequency 


Cl= 15pF, 
Rl = 2 kn. 
See Figure 1 


30 39 


MHz 


tpHL Propagation delay time, high-to-low-level output from clear 


19 30 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 


14 22 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 


17 26 


ns 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S195 -55°Cto125°C 

SN74S195 0°Cto70°C 

Storage temperature range — 65°Cto 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN54S195 


SN74S195 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Clock frequency, fdock 


70 


70 


MHz 


Width of clock input pulse, t,^(clock) 


7 


7 


ns 


Width of clear input pulse, t^(clear) 


12 


12 


ns 


Setup time, tju (see Figure 1) 


Shift/load 


11 


11 


ns 


Serial and parallel data 


5 


5 


Clear inactive-state 


9 


9 


Shift/load release time, trelease '^^^ Figure 1) 


6 


6 


ns 


Serial and parallel data hold time, th (see Figure 1) 


3 


3 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, l| = -1BmA 


-1.2 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, Iqh = -1mA 


SN54S195 


2.5 3.4 


V 


SN74S195 


2.7 3.4 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8y, Iql = 20 mA 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


[\Y^ High-level input current 


Vcc = MAX, V| = 2.7V 


50 


mA 


l|L Low-level input current 


Vcc=MAX, V| = 0.5V 


-2 


mA 


Iqs Short-circuit output current§ 


Vcc = MAX 


-40 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


SN54S195 


70 99 


mA 


SN74S195 


70 109 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at V^c = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: With all outputs open, shift/load grounded, and 4.5 V applied to the J, K, and data inputs, \qq is measured by applying a momentary 
ground, followed by 4.5 V, to clear, and then applying a momentary ground, followed by 4.5 V, to clock. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax Maximum clock frequency 


Cl= 15pF, 
RL=280n, 
See Figure 1 


70 105 


MHz 


tpHL Propagation delay time, high-to-low-level output from clear 


12.5 18.5 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 


8 12 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 


11 16.5 


ns 
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TYPES SN54195. SN54LS195A, SN54S195, 

SN74195, SN74LS195A, SN74S195 

4-BIT PARALLEL-ACCESS SHIFT REGISTERS 



PARAMETER MEASUREMENT INFORMATION 

OUTPUT Vcc 



Rl (See Note C) 



FROM OUTPUT 
UNDER TEST 




LOAD FOR OUTPUT UNDER TEST 



lid^ 



±1/ 



DATA 

(See Note G) 



SHIFT/LOAD 



ASSOCIATED 
OUTPUT Q 



-*j — 'w(clear) 



Vref 



«n+1 



tn+1 



\ 



Vref 



\»M — th 



, 3V 



"*) «w(clock) \*M — th 

t*"*setup-H I 



A > ov 



^Pt-th 



f *~*setup-»{ i .. K" *su -*| i 



Vref 



HL-^ 



H 'release I 

H 2\i 



Vref 



\j-Or 
/v,., 



Kj \J j — 3V 

I 



k-tPHL- 



J Vqh 

Vol 



VOLTAGE WAVEFORMS 



NOTES: A. The clock pulse generator has the following characteristics: Zout ^ 50 f2 and PRR < 1 MHz. For '195, t^ < 7 ns and tf < 7 ns. 
For 'LS195A, tf < 15 ns and tf < 6 ns. For '8195, t^ = 2.5 ns and tf = 2.5 ns. When testing fj^ax- "^ry the clock PRR. 
6. C[_ includes probe and jig capacitance, 

C. All diodes are 1 N3064. 

D. A clear pulse is applied prior to each test. 

E. For '195 and 'S195, V^gf = 1.5 V; for 'LS195A, V^ef = 1.3 V. 

F. Propagation delay times (tpLn and tp^L' si'e measured at tp+i. Proper shifting of data is verified at tf,+4 with a functional test. 

G. J and K inputs are tested the same as data A, B, C, and D inputs except that shift/load input remains high. 
H. tn = bit time before clocking transition. 

tfi+i = bit time after one clocking transition. 
tn+4 = bit time after four clocking transitions. 

FIGURE 1-SWITCHING TIMES 
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TYPES SN54196, SN54197, SN54LS196, SN54LS197.SN54S196, SN54S197, 

SN74196, SN74197, SN74LS196, SN74LS197.SN74S196, SN74S197 

50/30/100 -MHz PRESEHABLE DECADE OR BINARY COUNTERS/LATCHES 



BULLETIN NO. DL-S 771 1806, OCTOBER 1976-REVISED AUGUST 1977 



Performs BCD, Bi-Quinary, or Binary 
Counting 

Fully Programmable 

Fully Independent Clear Input 

Input Clamping Diodes Simplify 
System Design 

Output Qa Maintains Full Fan-out 
Capability In Addition to Driving 
Clock-2 Input 



GUARANTEED 
TYPES COUNT FREQUENCY 
CLOCK 1 CLOCK 2 

'196, '197 0-50 MHz 0-25 MHz 

'LS196, 'LS197 0-30 MHz 0-15 MHz 
'S196, 'S197 0-100 MHz 0-50 MHz 



TYPICAL 
POWER DISSIPATION 

240 mW 

80 mW 

375 mW 



SN54', SN54LS', SN54S' ... J OR W PACKAGE 

SN74', SN74LS', SN74S' ... J OR N PACKAGE 

(TOP VIEW) 



















D 

r 


ATA INPUTS 

A 




CLOCK 






VCC l-LtAK Qd 


6 b 


^ UB 


1 


1 






14 . 


13 


. 12 




11 . 


. 10 




9 . 


8 










I 


















CLEAR Qd D B Qb 










COUNT/ CLOCK - 
LOAD 1 












CLOCK 












Qc C A Qa ^ 
















? 




— 


1 


2 


3 




4 


5 




6 ' 


7 




COUNT/ Or s C 




A , Qa 


CLOCK 


GND 


1 


LOAD V 2 

DATA INPUTS 


asynchronous input: Low input to clear sets Q/\, 


Qq, Qq, and Qq low. 



description 



These high-speed monolithic counters consist of four d-c coupled, master-slave flip-flops. which are internally 
interconnected to provide either a divide-by-two and a divide-by-five counter ('196, 'LS196, 'S196) or a divide-by-two 
and a divide-by-eight counter ('197, 'LS197, 'S197). These four counters are fully programmable; that is, the outputs 
may be preset to any state by placing a low on the count/load Input and entering the desired data at the data inputs. 
The outputs will change to agree with the data inputs independent of the state of the clocks. 

During the count operation, transfer of information to the outputs occurs on the negative-going edge of the clock pulse. 
These counters feature a direct clear which when taken low sets all outputs low regardless of the states of the clocks. 

These counters may also be used as 4-bit latches by using the count/load input as the strobe and entering data at the 
data inputs. The outputs will directly follow the data inputs when the count/load is low, but will remain unchanged 
when the count/load is high and the clock inputs are inactive. 



All inputs are diode-clamped to minimize transmission-line effects and simplify system design. These circuits are 
compatible with most TTL and DTL logic families. Series 54, 54LS, and 54S circuits are characterized for operation 
over the full military temperature range of — 55°C to 125°C; Series 74, 74LS, and 74S circuits are characterized for 
operation from 0°C to 70° C. 

typical count configurations 

'196, 'LSI 96, and 'SI 96 typical count configurations and function tables are the same as those for '176. 
See page 7-260. 

'197, 'LSI 97, and 'SI 97 typical count configurations and function tables are the same as those for '177. 
See page 7-260. 

functional block diagrams 

'196, 'LS196, and 'S196 functional block diagram is the same as that for '176. See page 7-261 . 
'197, 'LS197, and 'S197 functional block diagram is the same as that for '177. See page 7-261. 
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TYPES SN54196. SN54197, SN74196. SN74197 

50-MHz PRESEHABLE DECADE OR BINARY COUNTERS/LATCHES 



REVISED AUGUST 1977 



schematics of inputs and outputs 



EQUIVALENT OF COUNT/LOAD, 
CLEAR, AND DATA INPUTS 




Count/load, Data: Rgq = 4 kfi NOM 
Clear: R-r, = 2 kfl NOM 



EQUIVALENT OF CLOCK INPUTS 



vcc 




NOMINAL VALUES OF 

R1, R2, and R3 

INPUT '196 '197 

Clock 1 4 kfl 4 kn 

Clock 2 3 kn 6 kfi 



TYPICAL OF ALL OUTPUTS 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54196,SN54197 Circuits -55°Cto125°C 

SN74196,SN74197 Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies between the clear and 
count/load inputs. 

recommended operating conditions 





SN54196, SN54197 


SN74196. SN74197 


UNIT 


MIN NOM 


MAX 


MIN 


NOM MAX 


Supply voltage, V^c 


4.5 5 


5.5 


4.75 


5 5.25 


V 


High-level output current, Iqh 


-80O 


-800 


ma 


Low-level output current, (ql 


16 


16 


mA 


Count frequency 


Clock-1 input 





50 





50 


MHz 


Clock-2 input 





25 





25 


Pulse width, t,;^ 


Clock-1 input 


10 


10 


ns 


Clock-2 input 


20 


20 


Clear 


15 


15 


Load 


20 


20 


Input hold time, th 


High-level data 


tw(load) 


tw(load) 


ns 


Low-level data 


«w(load) 


tw(load) 


Input setup time, tju 


High-level data 


10 


10 


ns 


Low-level data 


15 


15 


Count enable time, tenable 'See Note 3) 


20 


20 


ns 


Operating free-air temperature, T/^ 


-55 


125 





70 


°C 



NOTE 3: Minimum count enable time is the interval immediately preceding the negative-going edge of the clock pulse during which interval the 
count/load and clear inputs must both be high to ensure counting. 
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TYPES SN54196, SN54197, SN74196, SN74197 
50-MHz PRESEHABLE DECADE OR BINARY COUNTERS/LATCHES 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST 


:ONDITIONSt 


SN54196, SN74ig6 


SN54197,SN74197 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
'OH = -800 mA 


2.4 3.4 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 

IOL = 16mAlI 


0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| =5.5V 


1 


1 


mA 


"IH 


High-level input current 


data, count/load 


Vcc = MAX, 


V| = 2.4 V 


40 


40 


mA 


clear, clock 1 


80 


80 


clock 2 


120 


80 


l|L 


Low-level input current 


data, count/load 


Vcc = MAX, 


V| = 0.4V 


-1.6 


-1.6 


mA 


clear 


-3.2 


-3.2 


clock 1 


-4.8 


-4.8 


clock 2 


-6.4 


-3.2 


'OS 


Short-circuit output current§ 


Vcc = MAX 


SN54' 


-20 


-57 


-20 




-57 


mA 


SN74' 


-18 


-57 


-18 




-57 


Ice 


Supply current 


Vcc = MAX, 


See Note 4 


48 


59 




48 


59 


mA 



NOTE 4: \qq is measured with all inputs grounded and all outputs open. 

■fpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vcc = 5 V, T/^ = 25° C. 

"Q^ outputs are tested at Iql = 1^ mA plus the limit value of 1 1 1_ for the clock-2 input. This permits driving the clock-2 input while fanning 

out to 10 Series 54/74 loads. 
§ Not more than one output should be shorted at a time. 

switching characteristics, VcC = 5 V, Ta = 25° C 



PARAMETER* 


FROM 
(INPUT? 


TO 
(OUTPUT) 


TEST CONDITIONS 


SN54196 
SN74196 


SN54197 
SN74197 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


fmax 


Clock 1 


Qa 


Cl = 15pF, 
RL = 400n, 
See Note 5 


50 70 


50 70 


MHz 


tPLH 


Clock 1 


Qa 


7 12 


7 12 


ns 


tPHL 


10 15 


10 15 


tPLH 


Clock 2 


Qb 


12 18 


12 18 


ns 


tPHL 


14 21 


14 21 


tPLH 


Clock 2 


Qc 


24 36 


24 36 


ns 


tPHL 


28 42 


28 42 


tPLH 


Clock 2 


Qd 


14 21 


36 54 


ns 


tPHL 


12 18 


42 63 


tPLH 


A, B, C, D 


Qa, Qb. Qc. Qd 


16 24 


16 24 


ns 


tPHL 


25 38 


25 38 


tPLH 


Load 


Any 


22 33 


22 33 


ns 


tPHL 


24 36 


24 36 


tPHL 


Clear 


Any 


25 37 


25 37 


ns 



*fmax — maximum count frequency. 

tpLH = propagation delay time, low-to-high-level output. 

tpHL = propagation delay time, high-to-low-level output. 

NOTE 5: Load circuit, input conditions, and voltage waveforms are the same as those shown for the '176, '177 (page 7-264) except that 
testing fmax. V] |_ = 0.3 V. 
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TYPES SN54LS196. SN54LS197, SN74LS196, SN74LS197 

30-MHz PRESEHABLE DECADE OR BINARY COUNTERS/LATCHES 



REVISED AUGUST 1977 



schematics of inputs and outputs 



EQUIVALENT OF 

COUNT/LOAD AND 

CLEAR INPUTS 



vcc 




Count/Load: Rg 
Clear; R^ 



= 17 kn NOM 
= 9.2 kONOM 



EQUIVALENT OF 
CLOCK INPUTS 




INPUT 
Clock 1 
Clock 2 



NOMINAL 
VALUES OF 
R1, R2, and R3 
'LS196 'LS197 
8 kn 8 kn 

6 kii 15 kn 



EQUIVALENT OF 
DATA INPUTS 



; 25 kn 

' NOM 



-J4- 



TYPICALOFALL 
OUTPUTS 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54LS196,SN54LS197 Circuits -55°Cto125°C 

SN74LS196,SN74LS197 Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies between the clear and 
count/load inputs. 

recommended operating conditions 







SN54LS196,SN54LS197 


SN74LS196, SN74LS197 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vpc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Count frequency 


Clock-1 input 


30 


30 


MHz 


Clock-2 input 


15 


15 


Pulse width, t^ 


Clock-1 input 


20 


20 


ns 


Clock-2 input 


30 


30 


Clear 


15 


15 


Load 


20 


20 


Input hold time, t^ 


High-level data 


tw(load) 


«w(load) 


ns 


Low-level data 


twiload) 


tw(load) 


Input setup time, tju 


High-level data 


10 


10 


ns 


Low-level data 


15 


15 


Count enable time, tgnable 'See Note 3) 


30 


30 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



NOTE 3: Minimum count enable time Is the interval immediately preceding the negative-going edge of the clock pulse during which Interval the 
count/load and clear Inputs must both be high to ensure counting. 
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TYPES SN54LS196. SN54LS197, SN74LS196, SN74LS197 
30-MHz PRESEHABLE DECADE OR BINARY COUNTERS/LATCHES 



REVISED OCTOBER 1976 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TES 


TCONDITIONSt 


SN54LS196 
SN54LS197 


SN74LS196 
SN74LS197 


UNIT 






MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


VlH High-level input voltage 




2 


2 


V 


V| L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


VqH High-level output voltage 


Vcc=MIN, 
V|L = ViLmax 


V,H = 2V, 
Iqh = -400 mA 


2.5 3.4 


2.7 


3.4 




V 


Vol Low-level output voltage 


Vcc=MiN, 


V|H = 2V, 


Iql"^ 4mAll 


0.25 


0.4 




0.25 


0.4 


V 


IOL = 8mAlI 






0.35 


0.5 


Input current 

l| at maximum 

input voltage 


Data, count/load 


Vcc = MAX, 


V| = 5.5V 


0.1 


0.1 


mA 


Clear, clock 1 


0.2 


0.2 


Clock2of 'LS196 


0.4 


0.4 


Clock2of' LS197 


0.2 


0.2 


High-level 
MH 

input current 


Data, count/load 


Vcc = MAX, 


V| = 2.7 V 


20 


20 


mA 


Clear, clock 1 


40 


40 


Clock 2 of 'LSISe 


80 


80 


Clock 2 of 'LS197 


40 


40 


Low-level 
Input current 


Data, count/load 


Vcc = MAX, 


V| = 0.4 V 


-0.4 


-0.4 


mA 


Clear 


-0.8 


-0.8 


Clock 1 


'• 


-2.4 


-2.4 


Clock 2 of 'LSiee 


-2.8 


-2.8 


Clock2of 'LS197 


-1.3 


-1.3 


Iqs Short-circuit output current § 


Vcc = MAX 


-20 


-100 


-20 




-100 


mA 


Ice Supply current 


Vcc = MAX, 


See Note 4 


16 


27 




16 


27 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at V^c = 5 V, T^ = 25°C. 

§Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second, 
HQ/^ outputs are tested at specified Iql P^^^ the limit value of I|l for the clock-2 input. This permits driving the clock-2 input while maintain- 
ing full fan-out capability. 
NOTE 4: \qq is measured with all inputs grounded and all outputs open. 



switching characteristics, Vcc = 5 V, T/\ 


= 25°C 








PARAMETER* 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


SN54LS196 
SN74LS196 


SN54LS197 
SN74LS197 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


fmax 


Clock 1 


Qa 


Cl= 15 pF, 
RL = 2kn, 
See Note 6 


30 40 


30 40 


MHz 


tPLH 


Clock 1 


Qa 


8 15 


8 15 


ns 


tPHL 


13 20 


14 21 


tPLH 


Clock 2 


Qb 


16 24 


12 19 


ns 


tPHL 


22 33 


23 35 


tPLH 


Clock 2 


Qc 


38 57 


34 51 


ns 


tPHL 


41 62 


42 63 


tPLH 


Clock 2 


Qd 


12 18 


55 78 


ns 


tPHL 


30 45 


63 95 


tPLH 


A, B, C, D 


Qa, Qb- Qc Qd 


20 30 


18 27 


ns 


tPHL 


29 44 


29 44 


tPLH 


Load 


Any 


27 41 


26 39 


ns 


tPHL 


30 45 


30 45 


tPHL 


Clear 


Any 


34 51 


34 51 


ns 



^max — maximum count frequency 

tpLH 3 propagation delay time, low-to-high-level output, tp|-|L — Propagation delay time, high-to-low-level output 
NOTE 6: Load circuit, input conditions, and voltage waveforms are the same as those shown for the '176, '177 (page 7-264) except that 
tf < 15 ns, tf < 6 ns, and V^ef = 1-3 V (as opposed to 1.5 V) 
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TYPES SN54S196, SN54S197, SN74S196, SN74S197 

100-MHZ PRESEHABLE DECADE AND BINARY COUNTERS/LATCHES 



schematics of inputs and outputs 



EQUIVALENT OF COUNT/LOAD, 
CLEAR, AND DATA INPUTS 



VCC 



Count/Load, Clear: Rgq = 2.3 kn NOM 
Data: Rgq = 2.8 kn NOM 



EQUIVALENT OF CLOCK INPUT 










VCC y 






k 


Req 


INPUT / 


^. 


^P 






rh 


Clock 1 Req = 1.2knN0M 


Clock 2 'S 196 Req 


= 700 n NOM 


Clock 2 'SI 97 Req 


= 1.4kn NOM 



TYPICAL OF ALL OUTPUTS 




Vcc 



m 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqq {see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S196,SN54S197 Circuits -55°Cto125°C 

SN74S196,SN74S197 Circuits 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54S196, SN54S197 


SN74S196, SN74S197 


UNIT 


MIN NOM MAX 


MIN 


NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 


5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Clock frequency 


Clock-1 input 


100 





100 


MHz 


Clock-2 input 


50 





50 


Pulse width, t^ 


Clock-1 input 


5 


5 


ns 


Clock-2 input 


10 


10 


Clear 


30 


30 


Load 


5 


5 


Input hold time, th 


High-level data 


3t 


3t 


ns 


Low-level data 


3t 


3t 


Input setup time, tju 


High-level data 


6t 


6t 


ns 


Low-level data 


6t 


6t 


Count enable time, tenable (see Note 3) 


12 


12 


ns 


Operating free-air temperature, T/^ 


-55 125 





70 


°C 



NOTE 3: Minimum count enable time is the interval immediately preceding the negative-going edge of the clock pulse during which interval the 
count/load and clear inputs are both high to permit counting. 
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TYPES SN54S196, SN54S197. SN74S196, SN74S197 
100-MHZ PRESEHABLE DECADE AND BINARY COUNTERS/LATCHES 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54S196, 
SN74S196 


SN54S197, 
SIM74S197 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN. 


l| = -18 mA 




-1.2 


-1.2 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8 V, 


V|H = 2V, 
Iqh = -1 mA 


543 


2.5 3.4 


2.5 3.4 


V 


743 


2.7 3.4 


2.7 3.4 


Vol 


Low-level output voltage 


V|L = 0.8V, 


V|H = 2V, 
IOL = 20mAll 




0.5 


0.5 


V 


Input current at maximum 
It 

input voltage 


Vcc = MAX, 


V| = 5.5V 




1 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| =2.7V 




50 


50 


mA 


l|L 


Low-level input 
current 


data.count/ioacJ 
clear 


Vcc = MAX, 


V| = 0.5 V 




0.75 


0.75 


mA 


clock 1 


-8 


-8 


mA 


clock 2 


-10 


-6 


mA 


los 


Short-circuit output current § 


Vcc = MAX 


-30 


-110 


-30 


-110 


mA 


'cc 




Vcc = MAX, 


See Note 4 


54S 


75 


110 


75 


110 


mA 






74S 


75 


120 


75 


120 



NOTE 4: [qq is measured with all inputs grounded and all outputs open. 

^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

-fAII typical values are at Vqq = 5 V, T/^ = 25° C. 

Hq^ outputs are tested at Iqu = 20 mA plus the limit value of Ijl for the clock-2 input. This permits driving the clock-2 input while fanning 

out to 10 Series 54S/74S loads. 
§Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 



switching characteristics, V 


Cc = 5V,Ta = 


25° C 








PARAMETER* 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


SN54S196, 
SN74S196 


SN54S197, 
SN74S197 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


^max 


Clock 1 


Qa 


Cl=15pF, 
RL = 280n, 
See Note 7 


100 140 


100 140 


MHz 


tPLH 


Clock 1 


Qa 


5 10 


5 10 


ns 


tPHL 


6 10 


6 10 


tPLH 


Clock 2 


Qb 


5 10 


5 10 


ns 


tPHL 


8 12 


8 12 


tPLH 


Clock 2 


Qc 


12 18 


12 18 


ns 


tPHL 


16 24 


15 22 


IPLH 


Clock 2 


Qd 


5 10 


18 27 


ns 


tPHL 


8 12 


22 33 


tPLH 


A, B,C,D 


Qa. Qb. Qc Qd 


7 12 


7 12 


ns 


tPHL 


12 18 


12 18 


tPLH 


Load 


Any 


10 18 


10 18 


ns 


tPHL 


12 18 


12 18 


tPHL 


Clear 


Any 


26 37 


26 37 


ns 



^max ~ maximum input county frequency. 

tpLH ~ propagation delay time, low-to-high-level output. 

tpHL — propagation delay time, hlgh-to-tow-level output. 
NOTE 7: Load circuit, input conditions, and voltage waveforms are the same as those shown for the '176, '177 on page 7-264. 
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[description 

These 8-bit shift registers are compatible with most 
other TTL, DTL, and MSI logic families. All inputs 
are buffered to lower the drive requirements to one 
normalized Series 54/74 load, and input clamping 
diodes minimize switching transients to simplify 
system design. Maximum input clock frequency is 
typically 35 megahertz and power dissipation is 
typically 360 m W. 

Series 54 devices are characterized for operation over 
the full military temperature range of — 55°C to 
125°C; Series 74 devices are characterized for 
operation from 0°C to 70°C. 

SN54198andSN74198 



SN54198 ... J OR W PACKAGE 

SN74198 ... J OR N PACKAGE 

(TOP VIEW) 



rjiiaaRfli^^ 



LiJ1lJ1lJlLl1iJ1»]1j^^ 



CLOCK CND 



positive logic: see function table 



These bidirectional registers are designed to incorpo- 
rate virtually all of the features a system designer may 
want in a shift register. These circuits contain 87 

equivalent gates and feature parallel inputs, parallel outputs, right-shift and left-shift serial inputs, operating-mode- 
control inputs, and a direct overriding clear line. The register has four distinct modes of operation, namely: 

Parallel (Broadside) Load 
Shift Right (In the direction Qa toward Qh) 
Shift Left (In the direction Qh toward Qj\) 
Inhibit Clock (Do nothing) 

Synchronous parallel loading is accomplished by applying the eight bits of data and taking both mode control inputs, 
SO and SI, high. The data is loaded into the associated flip-flop and appears at the outputs after the positive transition 
of the clock input. During loading, serial data flow is inhibited. 

Shift right is accomplished synchronously with the rising edge of the clock pulse when SO is high and SI is low. Serial 
data for this mode is entered at the shift-right data input. When SO is low and SI is high, data shifts left synchronously 
and new data is entered at the shift-left serial input. 

Clocking of the flip-flop is inhibited when both mode cont inputs are low. The mode controls should be changed 
only while the clock input is high. 

'198 
FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


MODE 


CLOCK 


SERIAL 


PARALLEL 


Qa Qb ••• °g Oh 


Si So 


LEFT RIGHT 


A...H 


L 
H 
H 
H 
H 
H 
H 
H 


X X 
X X 
H H 
L H 
L H 
H L 
H L 
L L 


X 

L 
t 
t 
t 
t 
t 
X 


X X 
X X 
X X 
X H 
X L 
H X 
L X 
X X 


X 
X 
a...h 
X 
X 
X 
X 
X 


L L L L 

Qao Qbo Qgo Qro 

a b 9 h 
H QAn Qpn QGn 
L QAn Qpn QCn 
QBn QCn QHh H 
QBn QCn QHn >- 

Qao Qbo Qgo Qho 



H = high level (steady state), L = low level (steady state) 

X = irrelevant (any input, including transitions) 

t = transition from low to high level 

a . . . h = the level of steady-state input at inputs A thru H, respectively. 

'^AO' '^BO' '^GO' '-'ho " ^^^ \e\/e] of Q/^, Qg, Qq, or Qh, respectively, before the indicated steady-state input conditions \ 

Q^P, Qen- ^tc. = the level of Q;^, Qg, etc., respectively, before the most-recent t transition of the clock. 



ere established. 
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SIS154199andSIM74199 

These registers feature parallel inputs, parallel 
outputs, J-K serial inputs, shift/load control input, a 
direct overriding clear line, and gated clock inputs. 
The register has three modes of operation: 

Parallel (Broadside) Load 

Shift (In the direction Qa toward Qh) 

Inhibit Clock (Do nothing) 

Parallel loading is accomplished by applying the eight 
bits of data and taking the shift/load control input 
low when the clock input is not inhibited. The data is 
loaded into the associated flip-flop and appears at the 
outputs after the positive transition of the clock 
input. During loading, serial data flow is inhibited. 



sn54199 ... j or w package 
sn74199 . . . j or n package 
Itopview) ' 



CLEAR CLOCK 



r 4^^U^W-a^^M^^U4WiW4^^ 



QC D Op INHIBIT 



Lif[3iinin3m[zn^^ 



INPUT Qa input 



positive logic: see function table 



Shifting is accomplished synchronously when shift/load is high and the clock input is not inhibited. Serial data for this 
mode is entered at the J-K inputs. See the function table for levels required to enter serial data into the first flip-flop. 

Both of the clock inputs are identical in function and may be used interchangeably to serve as clock or clock-inhibit 
inputs. Holding either high inhibits clocking, but when one is held low, a clock input applied to the other input is 
passed to the eight flip-flops of the register. The clock-inhibit input should be changed to the high level only while the 
clock input is high. 



These shift registers contain the equivalent of 79 TTL gates. Average power dissipation per gate is typically 4.55 mW. 

■199 
? FUNCTION TABLE 



INPUTS 


OUTPUTS 


CLEAR 


SHIFT/ 
LOAD 


CLOCK 
INHIBIT 


CLOCK 


SERIAL 
J K 


PARALLEL 
A...H 


Qa 


Qb Qc ■ 


■ Qh 


L 


X 


X 


X 


X X 


X 


L 


L L 


L 


H 


X 


L 


L 


X X 


X 


Qao 


Qbo Qco 


Qho 


H 


L 


L 




X X 


a...h 


a 


b c 


h 


H 


H 


L 




L H 


X 


Qao 


Qao Qan 


QGn 


H 


H 


L 




L L 


X 


L 


QAn QSn 


QGn 


H 


H 


L 




H H 


X 


H 


QAn QSn 


QGn 


H 


H 


L 




H L 


X 


QAn 


QAn QBn 


QGn 


H 


X 


H 




X X 


X 


Qao 


Qbo Qbo 


Qho 



H = high level (steady state), L = low level (steady state) 

X = irrelevant (any input, including transitions) 

t = transition from low to high level 

a . . . h = the level of steady-state input at inputs A thru H, respectively, 

'-'aO- '^BO" ^CO • • • '^HO ~ *^^ \eve\ of Q/^, Qg, or Qq thru Q|-|, respectively, before the 

indicated steady-state input conditions were established. 
Q^n, Qgn • • • '-'Gn ~ ^^^ level of Q/^ or Qg thru Qq, respectively, before the most-recent t 
transition of the clock. 
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functional block diagrams 




schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




Clear, A thru H: R^q = 6 kn NOM 
All others: R„n = 4 kfi NOM 



CLOCK INHIBIT 



SERIAL INPUTS < ^ (11 
SHIFT/LOAD 



1131 




TYPICAL OF ALL OUTPUTS 




100 n NOM 
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SN54198,SN74198 
typical clear, load, right-shift, left-shift, inhibit, and clear sequences 



JJ- 
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SN54199, SISI74199 
typical clear, shift, load, and inhibit sequences 



FF 



G 



JCXJE 



Jr 



— jl 

T 



-i-o 

ii o 



Id 



r 



? 



fii 






I I I II II 
I ^1 I „• I ,,l I 



r r- r 
I 1 1 1 1 

I M I I ,-i I. 



L/ V 



-I < H 

<<5: 

CC Q Z 
< - 
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absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54' Circuits —55 Cto125 C 

SN74' Circuits 0°C to 70°C 

Storage temperature range —65 Cto 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54198 
SN54199 


SN74198 
SN74199 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage,Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock or clear pulse, t^^ (see Figure 1 ) 


20 


20 


ns 


Mode-control setup time, tju 


30 


30 


ns 


Data setup time, tju (see Figure 1 ) 


20 


20 


ns 


Hold time at any input, th (see Figure 1) 








ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54198 
SN54199 


SN74198 
SN74199 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


VlH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


ViK Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN. V|H = 2V, 
V|L = 0.8V, loH = -800jiA 


2.4 3.4 


2.4 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL=16mA 


0.2 0.4 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


l|)-l High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-1.6 


-1.6 


mA 


'OS Short-circuit output current § 


Vcc = MAX 


-20 -57 


-18 -57 


mA 


Ice Supply current 


Vcc = MAX, See Table Below 


90 127 


90 127 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at V^c = 5 V, T^ = 25° C. 

SNot more than one output should be shorted at a time. 

TEST CONDITIONS FOR Ice 
(ALL OUTPUTS ARE OPEN) 



TYPE 


APPLY 4.5 V 


FIRST GROUND, 
THEN APPLY 4.5 V 


GROUND 


SN54198,SN74198 


Serial Input, Sq.S-i 


Clock 


Clear, Inputs A thru H 


SN54199,SN74199 


J, K, Inputs A thru H 


Clock 


Clock inhibit. Clear, Shift/Load 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max Maximum clock frequency 


CL=15pF, RL = 400n, 
See Figure 1 


25 35 


MHz 


Propagation delay time, high-to- 
tPHL 

low-level output from clear 


23 35 


ns 


Propagation cielay time, high-to- 

tpLII 

low-level output from clock 


20 30 


ns 


Propagation 6e\ay time, low-to- 
tPLH 

high-level output from clock 


17 26 


ns 



PARAMETER MEASUREMENT INFORMATION 



SN54198, SN74ig8 
TEST TABLE FOR SYNCHRONOUS INPUTS 



DATA INPUT 


SI 


SO 


OUTPUT TESTED 


FOR TEST 


(SEE NOTE E) 


A 


4.5 V 


4.5 V 


Qa at tn-n 


B 


4.5 V 


4.5 V 


Qeattn+i 


C 


4.5 V 


4.5 V 


Qcattn+1 


D 


4.5 V 


4.5 V 


Qoattn+i 


E 


4.5 V 


4.5 V 


QEattn+1 


F 


4.5 V 


4.5 V 


Qpattn+l 


G 


4.5 V 


4.5 V 


Qcattn+I 


H 


4.5 V 


4.5 V 


QHattn+1 


L Serial Input 


4.5 V 


OV 


QAa«tn+8 


R Serial Input 


OV 


4.5 V 


Qh at tn+8 



SN54199, SN74ig9 
TEST TABLE FOR SYNCHRONOUS INPUTS 



DATA INPUT 
FOR TEST 


SHIFT/LOAD 


OUTPUT TESTED 
(SEE NOTE E) 


A 


OV 


Qa at tn+1 


B 


OV 


Ob at tn+1 


C 


OV 


Qcattn+1 


D 


OV 


Qpattn-n 


E 


OV 


Qe at tn-n 


F 


OV 


Qpattn-n 


G 


OV 


Qg at tn+1 


H 


OV 


Qnattp+i 


J and K 


4.5 V 


Qh at tn+8 



,or 



CLEAR INPUT 1.5 V 



"^ r^ 



OUTPUT 




(Vcc 








<Rl- 


400 n 


FROM 




j 




OUTPUT 


1^ 


1 M 


M M 


UNDER 
TEST 




(Se 


Note C) 


/n 


[^Cl- 


15 pF 






(Se«N 


otaB) 


_ 



CLOCK INPUT 1.5 V- 



LOAD FOR OUTPUT UNDER TEST 



Xl-SV /l.SV \ J'l.5V 



l^- 3 V 

\— ^ V 

3 V 




OUTPUT Q 



VOLTAGE WAVEFORMS 

NOTES: A. The clock pulse has the following characteristics: t^jcigck) ^ 20 ns and PRR = 1 MHz. The clear pulse has the following 
characteristics: t^^^\gg^) > 20 ns and tj^Qid = ns. When testing fmax- ^^''V the clock PRR. 

B. C|_ includes probe and jig capacitance. 

C. All diodes are 1 N3064. 

D. A clear pulse is applied prior to each test. 

E. Propagation delay times (tpLn and tpj^L) are measured at tp+i. Proper shifting of data is verified at tp+g with a functional test. 

F. tn = bit time before clocking transition 

tn + -j = bit time after one clocking transition 
tn+3 = bit time after eight clocking transitions 

FIGURE 1 
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Universal Transceivers for Implementing System 
Bus Controllers 

Dual-Rank 4-Bit Transparent Latches Provide: 

— Exchange of Data Between 2 Buses In One 
Clock Pulse 

— Bus-to-Bus Isolation 

— Rapid Data Transfer 

— Full Storage Capability 

• Hysteresis at Data Inputs Enhances Noise Rejection 

• Separate Output-Control Inputs Provide 
Independent Enable/Disable for Either Bus Output 

• 3-State Outputs Drive Bus Lines Directly 
description 



SN54S226 ... J PACKAGE 

SN74S226 . . . J OR N PACKAGE 

(TOP VIEW) 



STROBE GBA [T I J jD ^^C 

17] STROBE GAB 
H] S2SEL 





These high-performance Schottkyt jtL quadruple bus transceivers employ dual-ranl< bidirectional four-bit transparent 
latches and feature three-state outputs designed specifically for driving highly-capacitive or relatively low-impedance 
loads. The bus-management functions implemented and the high-impedance controls offered provide the designer with 
a controller/transceiver that interfaces and drives system bus-organized lines directly. They are particularly attractive 
for implementing: 

Bidirectional bus transceivers 

Data-bus controllers 

The bus-management functions, under control of the function-select (SI, S2) inputs, provide complete data integrity 
for each of the four modes described in the function table. Directional transparency provides for routing data from or 
to either bus, and the dual store and dual readout capabilities can be used to perform the exchange of data between the 
two bus lines in the equivalent of a single clock pulse. Storage of data is accomplished by selecting the latch function, 
setting up the data, and taking the appropriate strobe input low. As long as the strobe is held high, the data is latched 
for the selected function. Further control is offered through the availability of independent output controls that can be 
used to enable or disable the outputs as shown in the output-control function table, regardless of the latch function in 
process. Store operations can be performed with the outputs disabled to a high impedance (Hi-Z). In the Hi-Z state the 
inputs/outputs neither load nor drive the bus lines significantly. The p-n-p inputs feature typically 400 millivolts of 
hysteresis to enhance noise rejection. 



H = high level 



BUS-MANAGEMENT FUNCTION TABLE 



MODE 

CONTROLS 

S2 SI 


STROBES 
GAB GBA 


A-TO-B 
LATCHES 
1 2 


B-TO-A 
LATCHES 
1 2 


OPERATION 


L L 


X 


L 
H 


Latch Trans 


Trans Trans 
Latch Trans 


Pass B to A 

Read out stored data 


L H 


X 


X 


Latch Trans 


Latch Trans 


Read out stored data 


H L 


L 
H 


X 


Trans Trans 
Latch Trans 


Latch Trans 


Pass A to B 

Read out stored data 


H H 


L 
H 


L 
H 


Trans Latch 
Latch Latch 


Trans Latch 
Latch Latch 


Read in both buses 
Store bus data 



L = low level 



X = irrelevant 



Latch = latched 



Trans = transparent 



Copyright © 1979 by Texas Instruments Incorporated 

Texas Instruments ^integrated Schottl<v-Barrier dlode- 

INCORPORATED clamped transistor is patented by Texas 

instruments. U.S. Patent Number 

POST OFFICE BOX 225012 • DALLAS, TEXAS 75265 3,463,975. 
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logic symboP 



SI 



GAB 



(2) 



(14) 



(15), 



(1) 



GBA '" N 
(9) 



OCAB- 
OCBA 



(7) 



;}■ 

C4 
C5 

;en6 

EN7 



functional block diagram (positive logic) 
si-121{>^ 



(3) 



"t: 



A2 



A3 "" ■< » 



A4-<5U 



(2i3)4D 



V7 (0,1,2),D 



(0,1,2)D6V 



(0,3)5D 



(13) 



(12) 
h»— E 

(11) 



B3 



(10) 



GAB 



GBA 



OCAB 



OCBA 



^This symbol Is In accordance with IEEE 
Std 91 /ANSI Y32.14and current discussions 
in lECand IEEE. 




TO THREE OTHER TRANSCEIVERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54S226 (see Note 2) -55°Cto125°C 

SN74S226 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values are with respect to network ground terminal. 

2. An SN54S226 in th* J package operating at temperatures above 1 1 3°C requires a heat-sink that provides a thermal resistance from 
case to free air, RgcA- °* "°* more than 48°C/W. 
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REVISED DECEMBER 1980 



recommended operating conditions 




SN54S226 


SN74S226 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


Y 


High-level output voltage, Vqh 


5.5 


5.5 


V 


High-level output current, Iqi-i 


-6.5 


-10.3 


mA 


Width of strobe pulse 


30 


20 


ns 


Setup time, tju 


To Strobe 


30t 


20 1 


ns 


To Select 


30 


20 


Hold time, th 


To Strobe 


Of 


Ot 


ns 


To Select 








Operating free-air temperature, T/^ (see Note 2) 


-55 125 


70 


°C 



t The arrow Indicates that tha low- to-high transition of the strobe Input Is used for reference. 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|i_ Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.2 


V 


VoH High-level output voltage 


SN54S226 


Vcc "MIN, V|H = 2V, 
V|L-0.8V, loH = MAX 


2.4 3.3 


V 


SN74S226 


2.4 2.9 


Vq|_ Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L-0.8V, l0L=15mA 


0.5 


V 


Off-state output current, 
°^" high-level voltage applied 


Vcc -MAX, V|H-2V, 
Vq = 2.4 V 


100 


/iA 


Off-state output current, 
low-level voltage applied 


Vcc = MAX, V|H = 2V, 
Vq - 0.5 V 


-250 


mA 


l| Input current at maximum input voltage 


Vcc = MAX, V|-5.5V 


1 


mA 


l|)^ High-level input current 


Vcc "MAX, V| = 2.7V 


100 


mA 


l|l_ Low-level input current 


OCAB, OCBA 


Vcc = MAX, Vi=0.5V 


-0.38 


mA 


All other inputs 


-1.6 


IqS Short-circuit output current § 


Vcc = MAX 


-50 -180 


mA 


Ice Supply current 


Vcc = MAX, See Note 3 


125 185 


mA 



^ For conditions shown as MIN or MAX, use tha appropriate value specified under recommended operating conditions. 
tAII typical values are at Vgc " 5 V, T^ " 25° C. 

§Not more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 

NOTES: 2. An SN54S226 In the J package operating at temperatures above 113°C requires a heat-sink that provides a thermal resistance from 
case to free air, RgCA' °^ "°* more than 48°C/W. 
3. \qq is measured with all Inputs (and outputs) grounded. 
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4-BIT PARALLEL LATCHED BUS TRANSCEIVERS 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


A or B 


Bor A 


CL = 50pF, RL=280n, 
See Note 4 


20 30 


ns 


tPHL 


15 30 


tPLH 


Select 


Any 


25 37 


ns 


tPHL 


19 30 


tPLH 


Strobe GBA 
or GAB 


Aor B 


25 37 


ns 


tPHL 


19 30 


tPZH 


Output Control 
OCBAorOCAB 


AorB 


12 20 


ns 


tPZL 


12 20 


tPHZ 


Output Control 
OCBAorOCAB 


AorB 


CL = 5pF, RL = 280n, 
See Note 4 


10 15 


ns 


tPLZ 


10 15 



tpLH = propagation delay time, low-to-high-level output 

tpHL = propagation delay time, higli-to-low level 

tpZH ~ output enable time to high level 

tp2L — output enable time to low level 

tPHZ =output disable time from high level 

tpL2 — output disable time from low level 

NOTE 4: Load circuits and voltage waveforms are shown on page 3-1 1 . 



applications 



The following examples demonstrate four fundamental bus-management functions that can be performed with the 
'S226. Exchange of data on the two bus lines can be accomplished with a single high-to-low transition at S2 when SI is 
high. 



rTTFT 

! ;|i ! 

I 'll I 



I ill I 

11,11 
I ill I 

L _l, I. J 



TTT 



CONTROL 
BUS B-^BUS A 



^-r 



I ill I 
I iji I 

,l,,i,!,i I 



i III I 
I i< I I 
I 1], I 

L J L J 



TTTTTT 

CONTROL 
BUSA->-BUSB 




CONTROL 
STORE A AND/ORB 



CONTROL 
READOUT A AND B 



V|H 
V|L 
V|H 
V|L 
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TYPES SN54LS245, SN74LS245 
OCTAL BUS TRANSCEIVERS WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 12471, OCTOBER 1976-REVISED FEBRUARY 1979 



Bi-directional Bus Transceiver in a 
High-Density 20-Pin Package 

3-State Outputs Drive Bus Lines Directly 

P-N-P Inputs Reduce D-C Loading on 
Bus Lines 

Hysteresis at Bus Inputs Improve Noise 
IVlargins 

Typical Propagation Delay Times, 
Port-to-Port . . . 8 ns 

Typical Enable/Disable Times . . . 17 ns 

•OL 'OH 

TYPE (SINK (SOURCE 

CURRENT) CURRENT) 

SN54LS245 12 mA -12 mA 

SN74LS245 24 mA -15 mA 



SN54LS245 ... J PACKAGE 

SN74LS245 ... J OR N PACKAGE 

(TOP VIEW) 



description 



""^ 'J PI P^ DJ at* tJD CD at uu 




i 



w^% 



K 



W 



% 



DIR Al A2 A3 A4 A5 A6 A7 A8 GND 



positive logic: see function table 



These octal bus transceivers are designed for asynclironous two-way communication between data buses. The control 
function implementation minimizes external timing requirements. 

The device allows data transmission from the A bus to the B bus or from the B bus to the A bus depending upon the 
logic level at the direction control (DIR) input. The enable input (G) can be used to disable the device so that the buses 
are effectively isolated. 

The SN54LS245 is characterized for operation over the full military temperature range of — 55°C to 125°C. The 
SN74LS245 is characterized for operation from 0°C to 70°C. 



schematics of inputs and outputs 



FUNCTION TABLE 



EQUIVALENT OF EACH INPUT 

vcc- 



9 1<n MOM 



INPUT- 



:J<- 



TYPICAL OF ALL OUTPUTS 

vcc 



50 n NOM 



DIRECTION 

^^^-^•■^ CONTROL 
G 

DIR 


OPERATION 


L L 
L H 
H X 


B data to A bus 

A data to B bus 

Isolation 



H = high level, L = low level, X = irrelevant 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) TV 

Input voltage 7 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54LS' —55 C to 125 C 

SN74LS' 0°Cto70°C 

Storage temperature range — 65°C to 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

Copyright © 1979 by Texas Instruments Incorporated 
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recommended operating conditions 



PARAMETER 


SN54LS245 


SN74LS245 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, (qh 


-12 


-15 


mA 


Low-level output current, Iql 


12 


24 


mA 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS245 


SN74LS245 


UNIT 


MIN TYPt 


MAX 


MIN 


TYP* 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


Hysteresis (Vt+ - Vj-^A or B input 


Vcc = MIN 


0.2 0.4 


0.2 


0.4 




V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V,H = 2V, 
V|L = V|L max 


'OH = -3 mA 


2.4 3.4 


2.4 


3.4 




V 


l0H = MAX 


2 


2 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|H = 2V, 
V|L = V||_ max 


Iql = 12 mA 


0.4 


0.4 


V 


Iql = 24 mA 




0.5 


'OZH 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, 
Gat2V 


Vo = 2.7V 


20 


20 


mA 


'OZL 


Off-state output current, 
low-level voltage applied 


Vo = 0.4 V 


-200 


-200 


Input current at 
l| 

maximum input voltage 


AorB 


Vcc = MAX, 


V| = 5.5V 


0.1 


0.1 


mA 


DIRorG 


V| = 7 V 


0.1 


0.1 


l|H 


High-level input current 


Vcc = MAX, 


V,H = 2.7V 


20 


20 


mA 


l|L 


Low-level input current 


Vcc = MAX, 


V|L = 0.4V 


-0.2 


-0.2 


mA 


IQS 


Short-circuit output currentll 


Vcc = MAX 


-40 


-225 


-40 




-225 


mA 


•cc 


Supply current 


Total, outputs high 


Vcc = MAX, 


Outputs open 


48 


70 




48 


70 


mA 


Total, outputs low 


62 


90 




62 


90 


Outputs at Hi-Z 


64 


95 




64 


95 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommencJed operating conditions. 

^All typical values are at V^c = 5 V, T/^ = 25°C. 

il Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

switching characteristics, V^c = 5 V, T/\ = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Propagation delay time, 
low-to-hlgh-level output 


CL = 45pF, 


RL = 667n, See Note 2 


8 


12 


ns 


tPHL 


Propagation delay time, 
high-to-low-level output 


8 


12 


ns 


tPZL 


Output enable time to low level 


27 


40 


ns 


tPZH 


Output enable time to high level 


25 


40 


ns 


tPLZ 


Output disable time from low level 


CL = 5pF, 


RL = 667n, See Note 2 


15 


25 


ns 


tPHZ 


Output disable time from high level 


15 


25 


ns 



NOTE 2: Load circuit and waveforms are shown on page 1-1 5. 
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TYPES SN54246 THRU SN54249. SN54LS247 THRU SN54LS249. 

SN74246 THRU SN74249, SN74LS247 THRU SN74LS249 

BCD-TO-SEVEN-SEGME NT DECODERS/D RIVERS 

BULLETIN NO. DL-S 7612078, MARCH 1974- REVISED OCTOBER 1976 



'246, '247, 'LS247 
feature 

Open-Collector Outputs 
Drive Indicators Directly 



'248, 'LS248 
feature 

Internal Pull-Ups Eliminate 
Need for External Resistors 



Lamp-Test Provision 
Leading/Trailing Zero 



Suppression 



Lamp-Test Provision 

Leading/Trailing Zero 

Suppression Suppression 

• All Circuit Types Feature Lamp Intensity Modulation Capability 



'249, 'LS249 
feature 

Open-Collector Outputs 
Lamp-Test Provision 
Leading/Trailing Zero 



TYPE 


DRIVER OUTPUTS 


TYPICAL 

POWER 

DISSIPATION 


PACKAGES 


ACTIVE 
LEVEL 


OUTPUT 
CONFIGURATION 


SINK 
CURRENT 


MAX 
VOLTAGE 


SN 54246 
SN 54247 
SN 54248 
SN 54249 


low 
low 
high 
high 


open-collector 
open-collector 
2-kn pull-up 
open-collector 


40 mA 
40 mA 
6.4 mA 
10 mA 


30 V 
15V 
5.5 V 
5.5 V 


320 mW 
320 mW 
265 mW 
265 mW 


J,W 
J,W 
J,W 
J,W 


SN54LS247 
SN54LS248 
SN54LS249 


low 
high 
high 


open-collector 
2-kn pull-up 
open-collector 


12 mA 
2 mA 
4 mA 


15V 
5.5 V 
5.5 V 


35 mW 
125 mW 
40 mW 


J,W 
J,W 


SN 74246 
SN74247 
SN74248 
SN74249 


low 
low 
high 
high 


open-collector 
open-collector 
2-kn pull-up 
open-collector 


40 mA 
40 mA 
6.4 mA 
10 mA 


30 V 
15V 
5.5 V 
5.5 V 


320 mW 
320 mW 
265 mW 
265 mW 


J, N 
J, N 
J,N 
J, N 


SN74LS247 
SN74LS248 
SN74LS249 


low 
high 
high 


open-collector 
2-kn pull-up 
open-collector 


24 mA 
6 mA 
8 mA 


15V 
5.5 V 
5.5 V 


35 mW 
125 mW 
40 mW 


J,N 
J, N 
J,N 



'246, '247, 'LS247 
(TOP VIEW) 



'248, '249, 'LS248, 'LS249 
(TOP VIEW) 



vcc ' 1 g ■ b c d . \ 


J, 1 1 1 I X /r-=' ' 




1 — \ — ' ' U I ' ' 



ijjijjiijiijiijiinjjiij 



j^u^gj^^u^^u^^Tja^^ 



^SS 



F?T^ 



iiTijJiinininircLnzr 



positive logic: see function tables 



description 

The '246 through '248 are electrically and functionally identical to the SN5446A/SIM7446A, SN5447A/SN7447A, and 
SN5448/SN7448, respectively, and have the same pin assignments as their equivalents. Also the 'LS247 and 'LS248 are 
electrically and functionally identical to the SN54LS47/SN74LS47 and SN54LS48/SN74LS48, respectively, and have 
the same pin assignments as their equivalents. They can be used interchangeably in present or future designs to offer 
designers a choice between two indicator fonts. The '249 and 'LS249 are 16-pin versions of the 14-pin SN5449 and 
SN54LS49/SN74LS49, respectively. Included in the '249 and 'LS249 circuits is the full functional capability for lamp 
test and ripple blanking, which is not available in the '49 and 'LS49 circuits. The '46A, '47A, '48, '49, 'LS47, 'LS48, 
and 'LS49 compose the b and the i=j without tails and the '246 through '249 and 'LS247, 'LS248, and 'LS249 
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TYPES SN54246 THRU SN54249, SN54LS247 THRU SN54LS249, 
SN74246 THRU SN74249, SN74LS247 THRU SN74LS249 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 

description (continued) 

compose the Ei and the r' with tails. Composition of all other characters, including display patterns for BCD inputs 
above nine, is identical. The '246, '247, and 'LS247 feature active-low outputs designed for driving indicators directly, 
and the '248, '249, 'LS248, and 'LS249 feature active-high outputs for driving lamp buffers. All of the circuits have full 
ripple-blanking input/output controls and a lamp test input. Segment identification and resultant displays are shown 
below. Display patterns for BCD input counts above 9 are unique symbols to authenticate input conditions. 

All of these circuits incorporate automatic leading and/or trailing-edge zero-blanking control (RBI and RBO). Lamp test 
(LT) of these types may be performed at any time when the BI/RBO node is at a high level. All types contain an 
overriding blanking input (Bl) which can be used to control the lamp intensity by pulsing or to inhibit the outputs. 
Inputs and outputs are entirely compatible for use with TTL or DTL logic outputs. 

Series 54 and Series 54LS devices are characterized for operation over the full military temperature range of — 55°C to 
125°C; Series 74 and Series 74LS devices are characterized for operation from 0°C to 70°C. 



i~i I m HI i_i i_ i~ in i~i ,_ _, I ^ in I 
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SEGMENT 
IDENTIFICATION 



2 3 4 5 6 7 8 9 10 11 12 13 

NUMERICAL DESIGNATIONS AND RESULTANT DISPLAYS 



'246, '247, 'LS247 
FUNCTION TABLE 



DECIMAL 

OR 
FUNCTION 


INPUTS 


BI/RBO^ 


OUTPUTS 


NOTE 


LT 


RBI 


D C 


B 


A 


a 


b 


c 


d 


e 


f 


g 





H 


H 


L L 


L 


L 


H 


ON 


ON 


ON 


ON 


ON 


ON 


OFF 




1 


H 


X 


L L 


L 


H 


H 


OFF 


ON 


ON 


OFF 


OFF 


OFF 


OFF 




2 


H 


X 


L L 


H 


L 


H 


ON 


ON 


OFF 


ON 


ON 


OFF 


ON 




3 


H 


X 


L L 


H 


H 


H 


ON 


ON 


ON 


ON 


OFF 


OFF 


ON 




4 


H 


X 


L H 


L 


L 


H 


OFF 


ON 


ON 


OFF 


OFF 


ON 


ON 


5 


H 


X 


L H 


L 


H 


H 


ON 


OFF 


ON 


ON 


OFF 


ON 


ON 




6 


H 


X 


L H 


H 


L 


H 


ON 


OFF 


ON 


ON 


ON 


ON 


ON 




7 


H 


X 


L H 


H 


H 


H 


ON 


ON 


ON 


OFF 


OFF 


OFF 


OFF 


1 


8 


H 


X 


H L 


L 


L 


H 


ON 


ON 


ON 


ON 


ON 


ON 


ON 


9 


H 


X 


H L 


L 


H 


H 


ON 


ON 


ON 


ON 


OFF 


ON 


ON 




10 


H 


X 


H L 


H 


L 


H 


OFF 


OFF 


OFF 


ON 


ON 


OFF 


ON 




11 


H 


X 


H L 


H 


H 


H 


OFF 


OFF 


ON 


ON 


OFF 


OFF 


ON 




12 


H 


X 


H H 


L 


L 


H 


OFF 


ON 


OFF 


OFF 


OFF 


ON 


ON 


13 


H 


X 


H H 


L 


H 


H 


ON 


OFF 


OFF 


ON 


OFF 


ON 


ON 




14 


H 


X 


H H 


H 


L 


H 


OFF 


OFF 


OFF 


ON 


ON 


ON 


ON 




15 


H 


X 


H H 


H 


H 


H 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 




Bl 


X 


X 


X X 


X 


X 


L 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


2 


RBI 


H 


L 


L L 


L 


L 


L 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


OFF 


3 


LT 


L 


X 


X X 


X 


X 


H 


ON 


ON 


ON 


ON 


ON 


ON 


ON 


4 



H = high level, L = low level, X = irrelevant 

NOTES; 1. The blanking input (Bl) must be open or held at a high logic level when output functions through 15 are desired. The 
ripple-blanking input (RBI) must be open or high if blanking of a decimal zero is not desired. 

2. When a low logic level is applied directly to the blanking input (Bl), all segment outputs are off regardless of the level of any other 
input. 

3. When ripple-blanking input (RBI) and inputs A, B, C, and D are at a low level with the lamp test input high, all segment outputs 
go off and the ripple-blanking output (RBO) goes to a low level (response condition). 

4. When the blanking input/ripple blanking output (BI/RBO) is open or held high and a low is applied to the lamp-test input, all 
segment outputs are on. 

^BI/RBO is wire-AND logic serving as blanking input (Bl) and/or ripple-blanking output (RBO). 



7-352 



Texas Instruments 

INCORPORATED 
POST OFFfCE BOX 5012 • DALLAS, TEXAS 75222 



TYPES SN54246 THRU SN5424g, SN54LS247 THRU SN54LS24g, 

SN74246 THRU SN74249, SN74LS247 THRU SN74LS249 

BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



'248, '249, 'LS248, 'LS249 
FUNCTION TABLE 



DECIMAL 

OR 
FUNCTION 


INPUTS 


BI/RBO^ 


OUTPUTS 


NOTE 


LT 


RBI 


D C 


B 


A 


a 


b 


c d e 


f 


q 





H 


H 


L L 


L 


L 


H 


H 


H 


H H H 


H 


L 


1 


1 


H 


X 


L L 


L 


H 


H 


L 


H 


H L L 


L 


L 


1 


2 


H 


X 


L L 


H 


L 


H 


H 


H 


L H H 


L 


H 




3 


H 


X 


L L 


H 


H 


H 


H 


H 


H H L 


L 


H 




4 


H 


X 


L H 


L 


L 


H 


L 


H 


H L L 


H 


H 


5 


H 


X 


L H 


L 


H 


H 


H 


L 


H H L 


H 


H 




6 


H 


X 


L H 


H 


L 


H 


H 


L 


H H H 


H 


H 




7 


H 


X 


L H 


H 


H 


H 


H 


H 


H L L 


L 


L 


1 


8 


H 


X 


H L 


L 


L 


H 


H 


H 


H H H 


H 


H 


9 


H 


X 


H L 


L 


H 


H 


H 


H 


H H L 


H 


H 




10 


H 


X 


H L 


H 


L 


H 


L 


L 


L H H 


L 


H 




11 


H 


X 


H L 


H 


H 


H 


L 


L 


H H L 


L 


H 




12 


H 


X 


H H 


L 


L 


H 


L 


H 


L L L 


H 


H 


13 


H 


X 


H H 


L 


H 


H 


H 


L 


L H L 


H 


H 




14 


H 


X 


H H 


H 


L 


H 


L 


L 


L H H 


H 


H 




15 


H 


X 


H H 


H 


H 


H 


L 


L 


L L L 


L 


L 




Bl 


X 


X 


X X 


X 


X 


L 


L 


L 


L L L 


L 


L 


2 


RBI 


H 


L 


L L 


L 


L 


L 


L 


L 


L L L 


L 


L 


3 


LT 


L 


X 


X X 


X 


X 


H 


H 


H 


H H H 


H 


H 


4 



H = high level, L = low level, X = irrelevant 

NOTES: 1. The blanking input (Bl) must be open or held at a high logic level when output functions through 15 are desired. The 
ripple-blanking input (RBI) must be open or high if blanking of a decimal zero is not desired. 

2. When a low logic level is applied directly to the blanking input (Bl), all segment outputs are low regardless of the level of any 
other input. 

3. When ripple-blanking input (RBI) and inputs A, B, C, and D are at a low level with the lamp test input high, all segment outputs 
go low and the ripple-blanking output (RBO) goes to a low level (response condition). 

4. When the blanking input/ripple-blanking output (BI/RBO) is open or held high and a low is applied to the lamp-test input, all 
segment outputs are high. 

^BI/RBO is wire-AND logic serving as blanking input (Bl) and/or ripple-blanking output (RBO). 



'246, '247, 'LS247 



'248, '249, 'LS248, 'LS249 
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BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



schematics of inputs and outputs 

'246, '247, '248, '249 



EQUIVALENT OF EACH INPUT 
EXCEPT BI/RBO 




'246, '247, '248, '249 



EQUIVALENT OF BI/RBO 

Vcc 



6 kn 
NOM 




TYPICAL OF OUTPUTS 
a THRU g 



*^K- 








'248 


TYPICAL OF OUTPUTS 
a THRU g 






_ ' «cc 


1 




f ^ 2 kn 


y 


\ 


t < NOM 
k. ^ — • OUTPUT 




^ 


X 



TYPICAL OF ALL OUTPUTS 
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schematics of inputs and outputs 

'LS247, ■LS248, 'LS249 



EQUIVALENT OF EACH INPUT 
EXCEPT BI/RBO 



-!4- 



LT and RBI: Rgq = 20 kO NOM 
A, B, C, andD: R^q = 25 kfl NOM 



'LS247, 'LS248, •LS249 



EQUIVALENT OF BI/RBO 




iH4~<y-- 



.10 kn 

• NOM 



TYPICAL OF OUTPUTS 
a THRU g 



^'S 




TYPICAL OF OUTPUTS 
a THRU g 




i 





' 


LS249 




TYPICAL OF OUTPUTS 




a THRU g 




1 


-vcc 


1 

-A 




\ 


-OUTPUT 


< 


K.. 




i 1 r 








\ 1 




m 
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TYPES SN54246, SN54247, SN74246, SN74247 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



REVISED MARCH 1974 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Current forced into any output in the off state 1 mA 

Operating free-air temperature range: SN54246, SN54247 -55°Cto125°C 

SN74246, SN74247 . 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN54246 


SN54247 


SN74246 


SN74247 


UNIT 




MIN NOM 


MAX 


MIN 


NOM 


MAX 


MIN NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 5 


5.5 


4.5 


5 


5.5 


4.75 5 


5.25 


4.75 


5 


5.25 


V 


Off-state output voltage, Vo(off ) 


a thru g 


30 


15 


30 


15 


V 


On-state output current, lo(on) 


a thru g 


40 


40 


40 


40 


mA 


High-level output current, Iqh 


BI/RBO 


-200 


-200 


-200 


-200 


mA 


Low-level output current, Iql 


BI/RBO 


8 


8 


8 


8 


mA 


Operating free-air temperature, T/\ 


-55 


125 


-55 




125 





70 







70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


MIN TYPt MAX 


UNIT 


ViH High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


1.5V 


V 


Vqh High-level output voltage 


BI/RBO 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, Ioh = -200mA 


2.4 3.7 


V 


Vol Low-level output voltage 


BI/RBO 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 8mA 


0.27 0.4 


V 


'O(off) Off-state output current 


a thru g 


Vcc=MAX, V|H = 2V, 
V|L = 0.8V, Vo(off) = MAX 


250 


HA 


VO(on) On-state output voltage 


a thru g 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, lo(on) = 40mA 


0.3 0.4 


V 


l| Input current at maximum Input voltage 


Any Input 
except BI/RBO 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 2.4 V 


40 


/jA 


l|L Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 0.4 V 


-1.6 


mA 


BI/RBO 


-4 


Iqs Short-circuit output current 


BI/RBO 


Vcc = MAX 


-4 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


64 103 


mA 



^■For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

I^AII typical values are at Vcc = 5 V, T;^ = 25°C. 

NOTE 2: Ice '' measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


toff Turn-off time from A input 


CL=15pF, RL=120n, 
See Note 3 


100 


ns 


ton Turn-on time from A input 


100 


*off Turn-off time from RBI input 


100 


ns 


ton Turn-on time from RBI input 


100 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10; tjjff corresponds to tpLH and top corresponds to tpuL- 
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TYPES SN54LS247. SN74LS247 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1 ) 7 V 

Input voltage 7V 

Peak output current (tw< 1 ms, duty cycle < 10%) 200 mA 

Current forced into any output in the off state .' 1mA 

Operating free-air temperature range: SN54LS247 -55°Cto125°C 

SN74LS247 0°C to 70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN54LS247 


SN74LS247 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


Off-state output voltage, Vo(off ) 


a thru g 


15 


15 


V 


On-state output current, lo(on) 


a thru g 


12 


24 


mA 


High-level output current, Iqh 


BI/RBO 


-50 


-50 


ma 


Low-level output current, Iql 


BI/RBO 


1.6 


3.2 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


"c 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 







TESTCONDITIONSt 


SN54LS247 


SN74LS247 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


VlK Input clamp voltage 


Vcc = MIN, li = -18mA 


-1.5 


-1.5 


V 


VqH High-level output voltage 


BI/RBO 


Vcc = MIN, V|H=2V, 
V|L = V|Lmax, loH"^— 50mA 


2.4 4.2 


2.4 4.2 


V 


Vol Low-level output voltage 


BI/RBO 


Vcc = MIN, 
V|H=2V, 
V|L = V|L max 


l0L= 1-6 mA 


0.25 0.4 


0.25 0.4 


V 


l0L= 3.2 mA 




0.35 0.5 


'O(off) Off-state output current 


a thru g 


Vcc = MAX, V|H = 2V, 
V|L = V,Lmax, Vo(off) = 15V 


250 


250 


mA 


Vo(on) On-state output voltage 


a thru g 


Vcc = MIN, 
V|H = 2V, 
V|L = V||_ max 


IO(on) = 12mA 


0.25 0.4 


0.25 0.4 


V 


IO(on) = 24mA 




0.35 0.5 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


l|H High-level input current 


Vcc=MAX, V|=2.7V 


20 


20 


mA 


l|L Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V|=0.4V 


-0.4 


-0.4 


mA 


BI/RBO 


-1.2 


-1.2 


Short-circuit 

'os 

output current 


BI/RBO 


Vcc = MAX 


-0.3 -2 


-0.3 -2 


mA 


• CC Supply current 


Vcc = MAX, See Note 2 


7 13 


7 13 


mA 



^For conditions shown as IVIIN or MAX, use the appropriate value specified under recommended operating conditions. 

i^All typical values are at Vcc = 5 V, T/x = 25°C. 

NOTE 2: Ice 's measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


toff Turn-off time from A input 


CL=15pF, Ru = 665n, 
See Note 4 


100 


ns 


ton Turn-on time from A input 


100 


toff Turn-off time from RBI input 


100 


ns 


ton Turn-on time from RBI input 


100 



NOTE 4: Load circuit and voltage waveforms are shown on page 3-11; toff corresponds to tpi_|-| and t^p corresponds to tpuL- 
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TYPES SN54248, SN74248 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



REVISED MARCH 1974 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54248 -55°Cto125°C 

SN74248 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 ; Voltage values are with respect to network ground terminals. 



recommended operating conditions 





SN54248 


SN74248 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


a thru g 


-400 


-400 


mA 


BI/RBO 


-200 


-200 


Low-level output current, Iql 


a thru g 


6.4 


6.4 


mA 


BI/RBO 


8 


8 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSl^ 


MIN TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 






2 


V 


V|L 


Low-level input voltage 






0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -12mA 


-1.5 


V 


Vqh 


High-level output voltage 


a thru g 


Vcc = MIN, 
V|L = 0.8V, 


V,H=2V, 
l0H = MAX 


2.4 4.2 


V 


BI/RBO 


2.4 3.7 


IQ 


Output current 


a thru g 


Vcc = MIN, 
Input conditi 


Vo = 0.85 V, 
Dns as for VqH 


-1.3 -2 


mA 


Vol 


Low-level output voltage 




Vcc = MIN, 
V|u = 0.8V, 


V|H = 2V, 
l0L = MAX 


0.27 


0.4 


V 


l| Input current at maximum input voltage 


Any input 
except BI/RBO 


Vcc = MAX, 


V| = 5.5 V 


1 


mA 


l|H 


High-level input current 


Any input 
except BI/RBO 


Vcc = MAX, 


V| = 2.4 V 


40 


mA 


1|L 


Low-level input current 


Any Input 
except BI/RBO 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


mA 


BI/RBO 


-4 


Iqs 


Short-circuit output current 


BI/RBO 


Vcc = MAX 


-4 


mA 


Ice 


Supply current 




Vcc = MAX, 


See Note 2 


53 


90 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions 

tAII typical values are at V^c = 5 V, T;^ = 25°C. 

NOTE 2: Ice '^ measured with all outputs open and all inputs at 4.5 V. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPHL Propagation delay time, high-to-low-level output from A input 


Cl= 15 pF, R|_= 1 kn, 
See Note 5 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from A input 


100 


*PHL Propagation delay time, high-to-low-level output from RBI input 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from RBI input 


100 



NOTE 5: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS248, SN74LS248 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS248 — 55°Cto125°C 

SN74LS248 0°C to 70°C 

Storage temperature range — 65°Cto150°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 







SN54LS248 


SN74LS248 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


a thru g 


-100 


-100 


mA 


BI/RBO 


-50 


-50 


Low-level output current, Iqu 


a thru g 


2 


6 


mA 


BI/RBO 


1.6 


3.2 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


SN54LS248 


SN74LS248 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


vqh 


High-level output voltage 


a thru gand 
BI/RBO 


Vcc=MIN, 
V|L = V|L max, 


V|H = 2V, 
l0H = MAX 


2.4 4.2 


2.4 


4.2 




V 


Id 


Output current 


a thru g 


Vcc = MIN, Vo = 0.85 V, 
Input conditions as for Vqh 


-1.3 -2 


-1.3 


-2 




mA 


Vol 


Low-level output voltage 


a thru g 


Vcc = MIN, 
V|H = 2V, 
VlL = V|Lmax 


IOL = 2mA 


0.25 


0.4 




0.25 


0.4 


V 


IOL"6mA 






0.35 


0.5 


BI/RBO 


Vcc = MIN, 
V,H = 2V, 
V|L = ViLmax 


l0L= 1-6 mA 


0.25 


0.4 




0.25 


0.4 


V 


l0L = 3.2 mA 






0.35 


0.5 


Input current at 
li 

maximum input voltage 


Any input 
except BI/BRO 


Vcc = MAX, 


V| = 7 V 


0.1 


0.1 


mA 


l|H 


High-level input current 


Any input 
except BI/RBO 


Vcc = MAX, 


V| = 2.7 V 


20 


20 


HA 


l|L 


Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, 


Vi = 0.4V 


-0.4 


-0.4 


mA 


Bl/RBO 


-1.2 


-1.2 


'OS 


Short-circuit 
output current 


BI/RBO 


Vcc = MAX 


-0.3 


-2 


-0.3 




-2 


mA 


Ice 


Supply current 




Vcc = MAX, 


See Note 2 


25 


38 




25 


38 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tAII typical values are at Vqc = 5 V, T^ 25°C. 

NOTE 2: Ice '^ measured with all outputs open and all inputs at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPHL Propagation delay time, high-to-low-level output from A input 


CL=15pF, RL = 4kn, 
See Note 6 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from A input 


100 


tPHL Propagation delay time, high-to-low-level output from RBI input 


CL=15pF, RL = 6l<n, 
See Note 6 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from RBI input 


100 


NOTE 6: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54249. SN74249 
BCD-TO-SEVEN-SEGMENT DECODERS/DRIVERS 



REVISED DECEMBER 1980 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Current forced into any output in the off state 1mA 

Operating free-air temperature range: SN54249 — 55°Cto125°C 

SN74249 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54249 


SN74249 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


High-level output current, Iqh 


BI/RBO 


-200 


-200 


mA 


Low-level output current, Iql 


a thru g 


10 


10 


mA 


BI/RBO 


8 


8 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Lowf-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


VoH High-level output voltage 


BI/RBO 


Vcc = MIN, ViH = 2V, 
Vm = 0.8V, Iqh = MAX 


2.4 3.7 


V 


'oh High-level output current 


a thru g 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, VoH = 5.5V 


250 


mA 


Vol Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loL = MAX 


0.27 0.4 


V 


l| Input current at maximum input voltage 


Any input 
except BI/RBO 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 2.4V 


40 


mA 


l|L Low-level Input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


BI/RBO 


-4 


'OS Short-circuit output current 


BI/RBO 


Vcc = MAX 


-4 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


53 90 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified i 

t All typical values are at V^c = 5 V, T/^ = 25°C. 

NOTE 2: Iqq is measured with all outputs open and all inp6ts at 4.5 V. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



inder recommended operating conditions. 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPHL Propagation delay time, high-to-low-level output from A input 


CL=15pF, RL = 667n, 
See Note 5 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from A Input 


100 


*PHL Propagation delay time, high-to-low-level output from RBI Input 


100 


ns 


*PLH Propagation delay time, low-to-high-level output from RBI input 


100 



NOTE 5: Load circuit and voltage waveforms are shown on page 3-10. 



7-360 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 225012 • DALLAS. TEXAS 75265 



TYPES SN54LS249, SN74LS249 
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REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 7 V 

Current forced into any output In the offstate 1 mA 

Operating free-air temperature range: SN54LS249 —55 C to 125 C 

SN74LS249 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS24g 


SN74LS249 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


a thru g 


5.5 


5.5 


V 


High-level output current, Iqh 


BI/RBO 


-50 


-50 


mA 


Low-level output current, Iql 


a thru g 


4 


8 


mA 


BI/RBO 


1.6 


3.2 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range 


(unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS249 


SN74LS249 


UNIT 


MIN TYPt MAX 


MIN 


TYP* 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


BI/RBO 


Vcc = MIN, V|H = 2V, 
V|L^V|Lmax, Iqh^- 50mA 


2.4 4.2 


2.4 


4.2 




V 


'oh 


High-level output current 


a thru g 


Vcc=MIN, V|H = 2V, 
V|L= ViLmax, Vqh = 5.5 V 


250 


250 


mA 


Vol 


Low-level output voltage 


BI/RBO 


V,H = 2V, 
V||_ = V|L max 


l0L= 1.6 mA 


0.25 


0.4 




0.25 


0.4 


V 


l0L = 3.2 mA 






0.35 


0.5 


a thru g 


V|H = 2V, 
V|L = VjL max 


Iql ~ 4 mA 


0.25 


0.4 




0.25 


0.4 


V 


Iql ^ 8 mA 






0.35 


0.5 


Input current at 
li 

maximum input voltage 


Any input 
except BI/RBO 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


'IH 


High-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 2.7 V 


20 


20 


I^A 


"IL 


Low-level input current 


Any input 
except BI/RBO 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


BI/RBO 


-1.2 


-1.2 


'os 


Short-circuit 
output current 


BI/RBO 


Vcc = MAX 


-0.3 


-2 


-0.3 




-2 


mA 


'cc 


Supply current 




Vcc = MAX, See Note 2 


8 


15 




8 


15 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions 

^All typical values are at Vqq = 5 V, Tj^ = 25°C. 

NOTE 2: Iqc is measured with all outputs open and inputs at 4.5 V. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPHL Propagation delay time, high-to-low-level output from A input 


CL=15pF, RL = 2kn, 
See Note 6 


100 


ns 


tPLH Propagation delay time, iow-to-high-level output from A input 


100 


tpHL Propagation delay time, high-to-low-level output from RBI input 


CL=15pF, RL = 6kn, 
See Note 6 


100 


ns 


tPLH Propagation delay time, low-to-high-level output from RBI input 


100 


NOTE 6: Load circuit and voltage waveforms are shown on page 3-1 1 . 
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TYPES SN54251. SN54LS251, SN54S251, 

SN74251. SN74LS251 (TIM9905), SN74S251 

DATA SELECTORS/MULTIPLEXERS WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 7611834, DECEMBER 1972-FIEVISED OCTOBER 1976 

SN54251,SN54LS251, SN54S251 ... J OR W PACKAGE 
SN74251 , SN74LS251 , SN54S251 ... J OR N PACKAGE 
(TOP VIEW) 



Three-State Versions of '151, 'LS151, 'S151 

Three-State Outputs Interface Directly with 
System Bus 

Perform Parallel-to-Serial Conversion 

Permit Multiplexing from l\l-lines to One Line 

Complementary Outputs Provide True and 
Inverted Data 

Fully Compatible with Most TTL and DTL 
Circuits 





MAX NO. 


TYPICAL AVG PROP 


TYPICAL 


TYPE 


OF COMMON 


DELAY TIME 


POWER 




OUTPUTS 


(DTOY) 


DISSIPATION 


SN 54251 


49 


17 ns 


250 mW 


SN74251 


129 


17 ns 


250 mW 


SN54LS251 


49 


17 ns 


35 mW 


SN74LS251 


129 


17 ns 


35 mW 


SN54S251 


39 


8 ns 


275 mW 


SN74S251 


129 


8 ns 


275 mW 



description 



These monolithic data selectors/multiplexers contain 
full on-chip binary decoding to select one-of-eight 
data sources and feature a strobe-controlled three- 
state output. The strobe must be at a low logic level 
to enable these devices. The three-state outputs per- 
mit a number of outputs to be connected to a com- 
mon bus. When the strobe input is high, both outputs 
are in a high-impedance state in which both the upper 
and lower transistors of each totem-pole output are 
off, and the output neither drives nor loads the bus 
significantly. When the strobe is low, the outputs are 
activated and operate as standard TTL totem-pole 
outputs. 

To minimize the possibility that two outputs will 
attempt to take a common bus to opposite logic 
levels, the output control circuitry is designed so that 
the 'average output disable time is shorter than the 
average output enable time. The SN54251 and 
SN74251 have output clamp diodes to attenuate 
reflections on the bus line. 



A A 



a 



ijjiij"ijji_LnjjiiJiinir 



.STROBE GND 



positive logic: see function table 



functional block diagram 




FUNCTION TABLE 



INPUTS 


OUTPUTS 


SELECT 


STROBE 
S 


Y W 


C B A 


XXX 


H 


Z Z 


L L L 




DO DO 


L L H 




D1 dT 


L H L 




D2 D2 


L H H 




D3 D3 


H L L 




D4 D4 


H L H 




D5 D5 


H H L 




D6 D6 


H H H 




D7 D7 



H = high logic level, L = low logic level 

X = irrelevant, Z = high impedance (off) 

DO, D1 . . . D7 = the level of the respective D input 
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TYPES SN54251, SN74251 
DATA SELECTORS/MULTIPLEXERS WITH 3-STATE OUTPUTS 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54251 — 55°Cto125°C 

SN74251 . 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54251 


SN74251 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqq 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-2 


-5.2 


mA 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSl^ 


MIN TYP* MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc=IVllN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


VcC = MIN, V|H = 2V, 
V|L = 0.8V, loH = MAX 


2.4 3.2 


V 


Vql Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loL^l^mA 


0.2 0.4 


V 


'OZ Off-state (high-impedance-state) output current 


Vcc = MAX, 
V|H = 2V 


Vq = 2.4 V 


40 


mA 


Vq = 0.4 V 


-40 


Vq Output clamp voltage 


Vcc = MAX, 
V|H = 4.5V 


IO = -12mA 


-1.5 


V 


l0= 12 mA 


Vcc+1.5 


1 1 Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.4V 


40 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


Iqs Short-circuit output currents 


Vcc = MAX 


-18 -55 


mA 


Ice Supply current 


Vcc = MAX, All inputs at 4.5 V, 
All outputs open 


38 62 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

t All typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time. 
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TYPES SN54251, SN74251 

DATA SELECTORS/MULTIPLEXERS WITH 3-STATE OUTPUTS 



switching characteristics, Vcc = 5 V, Ta 


= 25°C 








PARAMETER 1i 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


A, B, or C 
(4 levels) 


Y 


CL = 50pF, 
RL = 400n, 
See Note 2 


29 45 


ns 


tPHL 


28 45 


tPLH 


A, B, orC 
(3 levels) 


W 


20 33 


ns 


tPHL 


21 33 


tPLH 


Any D 


Y 


17 28 


ns 


tPHL 


18 28 


tPLH 


Any D 


W 


10 15 


ns 


tPHL 


9 15 


tZH 


Strobe 


Y 


17 27 


ns 


tZL 


26 40 


tZH 


Strobe 


W 


17 27 


ns 


tZL 


24 40 


tHZ 


Strobe 


Y 


CL = 5pF, 
RL = 400n, 
See Note 2 


5 8 


ns 


tLZ 


15 23 


tHZ 


Strobe 


W 


5 8 


ns 


tLZ 


15 23 



tpLH ^ Propagation delay time, low-to-high-level output 
tpHL ~ Propagation cJelay time, high-to-low-level output 
tZH — Output enable time to high level 
t2L — Output enable time to low level 
tHZ ~ Output disable time from high level 
tLZ — Output disable time from low level 
NOTE 2; See load circuits and waveforms on page 3-10. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




|Req 

/A 


A 


= i 


r 
r 


^ 


7 


Select: Rgq = 6 kn NOM 


Other inputs: Rgq = 4 kO NOM 






TYPICAL OF BOTH OUTPUTS 


100 n Noivi| 


' — "CC 






n^ 




■ J . 

i 


L 


\ 


,S 


J, 
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TYPES SN54LS251, SN74LS251 (TIM9905) 
DATA SELECTORS/MULTIPLEXERS WITH 3-STATE OUTPUTS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage 7 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54LS251 55°Cto125°C 

SN74LS251 0°C to 70"C 

Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS251 


SN74LS251 


UNIT 


MIN NOM MAX 


MIN 


NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 


5 5.25 


V 


High-level output current, Iqh 


-1 


-2.6 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/\ 


-55 125 





70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONS^ 


SN54LS251 


SN74LS251 


UNIT 


MIN TYPt MAX 


MIN 


TYPt MAX 


VlH High-level input voltage 




2 


2 


V 


V|L Loviz-level input voltage 




0.7 


0.8 


V 


V|K input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


VoH High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = MAX, loH = MAX 


2.4 3.4 


2.4 


3.1 


V 


Vol Low-level voltage 


Vcc = MIN, 
V|H = 2V, 
V|L = VIL max 


Iql = 4mA 


0.25 0.4 


0.25 0.4 


V 


IOL = 8mA 




0.35 0.5 


Off-state (high-impedance-state) 

'oz 

output current 


Vcc = MAX, 
V,H = 2V 


Vo = 2.7 V 


20 


20 


mA 


Vo = 0.4 V 


-20 


-20 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 7V 


0.1 


0.1 


mA 


l||^ High-level input current 


Vcc = MAX, V| = 2.7V 


20 


20 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output current! 


Vcc = MAX 


-30 -1 30 


-30 


-130 


mA 


Ice Supply current 


Vcc = MAX, 
See Note 3 


Condition A 


6.1 10 


6.1 10 


mA 


Condition B 


7.1 12 


7.1 12 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

^All typical values are at Vr-Q = 5 V, T/j, = 25°C. 

§ Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 3: Iqc '' measured with the outputs open and all data and select inputs at 4.5 V under the following conditions: 

A. Strobe grounded. 

B. Strobe at 4.5 V. 
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TYPES SN54LS251, SN74LS251(TIM9905) 

DATA SELECTORS/MULTIPLEXERS WITH 3-STATE OUTPUTS 



switching characteristics, Vcc = 5 V, Ta 


= 25''C 








PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


A, B, or C 
(4 levels) 


Y 


CL=15pF, 
RL = 2kn, 
See Note 4 


29 45 


ns 


tPHL 


28 45 


tPLH 


A, B, or C 
(3 levels) 


W 


20 33 


ns 


tPHL 


21 33 


tPLH 


Any D 


Y 


17 28 


ns 


tPHL 


18 28 


tPLH 


Any D 


W 


10 15 


ns 


tPHL 


9 15 


tZH 


Strobe 


Y 


30 45 


ns 


tZL 


26 40 


tZH 


Strobe 


W 


17 27 


ns 


tZL 


24 40 


tHZ 


Strobe 


Y 


CL = 5pF, 
RL = 2kn, 
See Note 4 


30 45 


ns 


tLZ 


15 25 


tHZ 


Strobe 


W 


37 55 


ns 


tLZ 


15 25 



"tpLH — Propagation delay time, low- to-high-level output 
tpH L = Propagation delay time, high-to-low-level output 
tzH — Output enable time to high level 
t^L — Output enable time to low level 
tHZ — Output disable time from high level 
tLZ ~ Output disable time from low level 

NOTE 4: See load circuits and waveforms on page 3-1 1. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



x«- 



A, B, C, S: 
DO thru D7: 



j = 20l<n NOM 
, = 17 kn NOM 



TYPICAL OF BOTH OUTPUTS 

» Vcc 

100 n NOMi 
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TYPES SN54S251, SN74S251 
DATA SELECTORS/MULTIPLEXERS WITH 3-STATE OUTPUTS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54S251 — 55°Cto125°C 

SN74S251 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54S251 


SN74S251 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vpc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqih 


-2 


-6.5 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


MIN TYPt MAX 


UNIT 


V||-| High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.2 


V 


VqH High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = MAX 


SN54S' 


2.4 3.4 


V 


SN74S' 


2.4 3.2 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Iql = 20 mA 


0.5 


V 


IqZ Off-state (high-impedance-state) output current 


Vcc = MAX, 
V|H = 2V 


Vo = 2.4 V 


50 


mA 


Vq = 0.5 V 


-50 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l||^ High-level input current 


Vcc = MAX, V| = 2.7V 


50 


HA 


l|L Low-level input current 


Vcc = MAX. V| = 0.5V 


-2 


mA . 


Iqs Short-circuit output current S 


Vcc = MAX 


-40 -100 


mA 


Ice Supply current 


Vcc = MAX, All inputs at 4.5 V, 
All outputs open 


55 85 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

I-AII typical values are at Vcn = 5 V, T^ = 25°C. 

§Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
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TYPES SN54S251, SN74S251 

DATA SELECTORS/MULTIPLEXERS WITH 3-STATE OUTPUTS 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETERU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


A, B, or C 
(4 levels) 


Y 


Cu=15pF, 
RL = 280n, 
See Note 2 


12 18 


ns 


tPHL 


13 19.5 


tPLH 


A, B, or C 
(3 levels) 


W 


10 15 


ns 


tPHL 


9 13.5 


tPLH 


Any D 


Y 


8 12 


ns 


tPHL 


8 12 


tPLH 


Any D 


W 


4.5 7 


ns 


tPHL 


4.5 7 


tZH 


Strobe 


Y 


CL = 50pF, 
RL = 280n, 
See Note 2 


13 19.5 


ns 


tZL 


14 21 


tZH 


Strobe 


W 


13 19.5 


ns 


tZL 


14 21 


tHZ 


Strobe 


Y 


Cl = 5pF, 
RL = 280n, 
See Note 2 


5.5 8.5 


ns 


tLZ 


9 14 


tHZ 


Strobe 


W 


5.5 8.5 


ns 


tLZ 


9 14 



tPLH — Propagation cJelay time, low-to-high-ievei output 
*PHL ~ Propagation delay time, high-to-low-level output 
tZH = Output enable time to high level 
t2L = Output enable time to low level 
tn2 — Output disable time from high level 
tL2 = Output disable time from low level 
NOTE 2: See load circuits and waveforms on page 3-10. 

schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




TYPICAL OF BOTH OUTPUTS 



---G 




7-368 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 
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TYPES SN54LS253, SN74LS253 
DUAL 4-UNE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 

WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 761 1790, SEPTEMBER 1972-REVISED OCTOBER 1976 



Three-State Version of SN54LS153/SN74LS153 

Schottky-Diode-Clamped Transistors 

Permits Multiplexing from N Lines to 1 Line 

Performs Parallel-to-Serial Conversion 

Typical Average Propagation Delay Times: 
Data Input to Output . . . 12 ns 
Control Input to Output . . . 16 ns 
Select Input to Output . . . 21 ns 

Fully Compatible w/ith Most TTL and DTL 
Circuits 

Low Power Dissipation ... 35 mW Typical 
(Enabled) 



SN54LS253 ... J OR W PACKAGE 
SN74LS253 ... J OR N PACKAGE 
(TOP VIEW) 



description 



OUTPUT 
CONTROL A 
VCC 2G S ELECT / 



DATA INPUTS 



T 



OUTPUT 
\ 2Y 



nri_4ir|_ju|jir|_jir|jT]_^^ 



fi 



2C1 2C0 

B e A 5 



U 



4 



OUTPUT B ^ 

CONTROL SELECT 



I I I 



B e A A 

ICO 1Y 



mmB 



logic: see function table 



Each of these Schottky-clamped data selectors/multiplexers contains inverters and drivers to supply fully 
complementary, on-chip, binary decoding data selection to the AND-OR gates. Separate output control inputs are 
provided for each of the two four-line sections. 

The three-state outputs can interface with and drive data lines of bus-organized systems. With all but one of the 
common outputs disabled (at a high-impedance state) the low-impedance of the single enabled output will drive the bus 
line to a high or low logic level. 



logic 



functional block 



FUNCTION TABLE 



SELECT 
INPUTS 




DATA 


INPUTS 




OUTPUT 
CONTROL 


OUTPUT 


B A 


CO 


CI 


C2 


C3 


G 


Y 


X X 


X 


X 


X 


X 


H 


Z 


L L 


L 


X 


X 


X 


L 


L 


L L 


H 


X 


X 


X 


L 


H 


L H 


X 


L 


X 


X 


L 


L 


L H 


X 


H 


X 


X 


L 


H 


H L 


X 


X 


L 


X 


L 


L 


H L 


X 


X 


H 


X 


L 


H 


H H 


X 


X 


X 


L 


L 


L 


H H 


X 


X 


X 


H 


L 


H 




Address inputs A and B are common to both sections. 

H = high level, L = low level, X = irrelevant, Z = high impedance (off) 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage TV 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54LS253 — 55°Cto125°C 

SN74LS253 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1: Voltage values are with respect to network ground terminal. 
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TYPES SN54LS253. SN74LS253 

DUAL 4-LINE-T0-1-LINE DATA SELECTORS/ 

MULTIPLEXERS WITH 3 -STATE OUTPUTS 



REVISED OCTOBER 1976 



recommended operating conditions 




SN54LS253 


SN74LS253 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-2.6 


mA 


1 Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, Ta 


-55 125 


70 


°C 


electrical characteristics over recommended operating free- 


air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONSt 


SN54LS253 


SN74LS253 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H High-levellnput voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, 


l| = -18mA 




-1.5 


-1.5 


V 


VoH High-level output voltage 


Vcc = MIN, 
V|L = ViL max 


V,H = 2V, 

, loH = MAX 




2.4 3.4 


2.4 3.1 


V 


Vol Low-level output voltage 


V|L = V|L max 


V,H = 2V, 


Iql ~ 4 TlA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.25 0.5 


Off-State (high-impedance 

'oz 

state) output current 


Vcc = MAX, 


yiH = 2V 


Vo ■= 2.7 V 


20 


20 


mA 


Vq = 0.4 V 


-20 


-20 


Input current at 
II 

maximum input voltage 


Vcc = MAX, 


V| = 7V 




0.1 


0.1 


mA 


l|H High-level input current 


Vcc = MAX, 


V| = 2.7 V 




20 


20 


mA 


l|L Low-level input current 


Vcc = MAX, 


V| = 0.4 V 




-0.4 


-0.4 


mA 


'OS Short-circuit output current § 


Vcc = MAX 


-30 -130 


-30 -130 


mA 


'CC Supply current 


Vcc = MAX, 


See Note 2 


Condition A 


7 12 


7 12 


mA 


Condition B 


8.5 14 


8.5 14 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at V^c = 5 V, T;^ = 25°C. 

SNot more than one output should be shorted at a time, and duration for the. short-circuit should exceed one second. 

NOTE 2: Iqc '^ measured with the outputs open under the following conditions: 

A. All inputs grounded. 

B. Output control at 4.5 V, all inputs grounded. 



switching characteristics, VcC = 5 V 


,Ta = 


= 25°C 








PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Data 


Y 


CL=15pF, RL = 2kn, 
See Note 3 


17 


25 


ns 


tPHL 


13 


20 


tPLH 


Select 


Y 


30 


45 


ns 


tPHL 


21 


32 


tZH 


Output 
Control 


Y 


15 


28 


ns 


tZL 


15 


23 


tHZ 


Output 
Control 


Y 


CL = 5pF, RL = 2kn, 
See Note 3 


27 


41 


ns 


tLZ 


18 


27 



''tp|_H = Propagation delay time, low-to-high-level output 

*PHL ~ Propagation delay time, high-to-low-level output 

tZH — Output enable time to high level 

t2L — Output enable time to low level 

tHZ — Output disable time from high level 

tL2 — Output disable time from low level 
NOTE 3: Load circuit and waveforms are shown on page 3-11, 
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TYPES SN54LS253, SN74LS253 

DUAL 4-LINE-T0-1-LINE DATA SELECTORS/ 

MULTIPLEXERS WITH 3-STATE OUTPUTS 



REVISED OCTOBER 1976 



schematic (each selector/multiplexer, and the common select section) 




V . . . Vccbus 
Resistor values shown are nominal and in ohms. 
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TYPES SN54LS257A, SN54LS258A, SN54S257, SN54S258, 

SN74LS257A, SN74LS258A, SN74S257, SN74S258 

QUADRUPLE 2-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 

BULLETIN NO. DL-S 7711734, OCTOBER 1976-REVISED AUGUST 1977 



Three-State Outputs Interface Directly 
with System Bus 

'LS257A and 'LS258A Offer Three 
Times the Sink-Current Capability 
of the Original 'LS257 and 'LS258 

Same Pin Assignments as SN54LS157, 
SIM74LS157, SN54S157, SN74S157, and 
SIM54LS158, SN74LS158, SN54S158, 
SN74S158 

Provides Bus Interface from Multiple 
Sources in High-Performance Systems 



AVERAGE PROPAGATION 


TYPICAL 




DELAY FROM 


POWER 




DATA INPUT 


DISSIPATION 


'LS257A 


12 ns 


60 mW 


'LS258A 


12ns 


60 mW 


'S257 


4.8 ns 


320 mW 


'S258 


4 ns 


280 mW 


*Off state (V 


vorst case) 




description 







These Schottky-clamped high-performance multi- 
plexers feature three-state outputs that can interface 
directly with and drive data lines of bus-organized 
systems. With all but one of the common outputs 
disabled (at a high-impedance state) the low impe- 
dance of the single enabled output will drive the bus 
line to a high or low logic level. To minimize the 
possibility that two outputs will attempt to take a 
common bus to opposite logic levels, the output- 
enable circuitry is designed such that the output 
disable times are shorter than the output enable 
times. 

This three-state output feature means that n-bit 
(paralleled) data selectors with up to 258 sources can 
be implemented for data buses. It also permits the use 
of standard TTL registers for data retention 
throughout the system. 

Series 54LS and 54S are characterized for operation 
over the full military temperature range of — 55°C to 
125°C; Series 74LS and 748 are characterized for 
operation from 0°C to 70°C. 



SN54LS257A, SN54S257 ... J OR W PACKAGE 

SN74LS257A, SN74S257 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS INPUTS 

OUTPUT ^__A__ OUTPUT^ JV_^ OUTPUT 

VCCCONTROL4A 4B 4Y 3A 3B 3Y 





16 . 


J<?. 


. 14 


. 13 . 


. 12 . 


. 11 


. 10 . 


. 9 






i 




















G 4A 4B 4Y 3A 3B 

S 3Y 

1A IB 1Y 2A 2B 2Y 




























2 


3 


i 




5 


■ 6 


7 " 


I 







SELECT JA IB, 1Y 

^^^'"—^ OUTPUT 
INPUTS 



2Y GND 
OUTPUT 



positive logic: see function table 



SN54LS258A, SN54S258 ... J OR W PACKAGE 

SN74LS258A, SN74S258 ... J OR N PACKAGE 

(TOP VIEW) 



INPUTS INPUTS 

OUTPUT ^_J\__^OUTPUTy J\_— ^ OUTPUT 

VccCONTROL4A 4B 4Y 3A 3B 3Y 





16 . 


15 


. 14 . 


. 13 


12 


11 


10 . 


I 








i_ 


















G 4A 4B 4Y 3A 3B 

S 3Y 

1A IB 1Y 2A 2B 2Y 


D- 








r 




f 








■ 


! 






1 


^ 


\ 


\1 


) 


■ ( 


i 




1 


t 







SELECT .1A 



2B 2Y GND 
OUTPUT 



positive logic: see function table 



FUNCTION TABLE 



INPUTS 


OUTPUT Y 1 


OUTPUT 
CONTROL 


SELECT 


A B 


•LS257A 
'S257 


'LS258A 
'S258 


H 

L 
L 
L 
L 


X 

L 
L 
H 
H 


X X 
L X 
H X 
X L 
X H 


Z 
L 
H 
L 
H 


Z 
H 

L 
H 

L 



H = high level, L = low level, X = Irrelevant, Z = high innpedance,(off) 
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TYPES SN54LS257A, SN54LS258A, SN54S257, SN54S258, 

SN74LS257A, SN74LS258A, SN74S257, SN74S258 

QUADRUPLE 2-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



functional block diagrams 

'LS257A, 'S257 



•LS258A, 'S258 



^.■^^H> 




SELECT JIi_j^>cUK{>J 

schematics of inputs and outputs 




SELECT iIi_j^>c>JHc[>J 



'LS257A, 'LS258A 




Select: Rgg = 9.5 kfi NOM 
All other inputs: Rea=19knNOM 



100 fi NOM 




i OUTPUT 





'S257, 


'S258 






EQUIVALENT OF EACH INPUT 


TYPICAL OF ALL OUTPUTS 


iRpn 


50 n NOM : 




INPUT — 

i 




"S 




> OUTPUT 


Sele 


ct: Rgq = 1.4 kfi NOM 
ts: Bgq = 2.8 kfl NOM 






' 


All other inpu 





absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage: 'LS257A, 'LS258A Circuits 7V 

'S257, 'S258 Circuits 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54LS', SN54S' Circuits -55°Cto125°C 

SN74LS', SN74S' Circuits 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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recommended operating conditions 





SN54LS' 


SN74LS' 


UNIT 


MIN MOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-2.6 


mA 


Low-level output current, Iql 


12 


24 


mA 


Operating free-air temperature, T^ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc= MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 




Vcc = MIN, 
V|L = V|L max. 


V|H = 2V, 
l0H = MAX 


2.4 3.4 


2.4 3.1 


V 


Vol 


Low-level output voltage 




Vcc=MIN, 
V|H = 2V, 
V|L = V|L max 


l0L=12 mA 


0.25 


0.4 


0.25 


0.4 


V 


10L=24mA 




0.35 


0.5 


'OZH 


Off-state output current, 
high-level voltage applied 




Vcc=MAX, 
Vq - 2.7 V 


V|H = 2V, 


20 


20 


mA 


Iqzl 


Off-state output current, 
low-level voltage appliecJ 




Vcc=MAX, 
Vo = 0.4 V 


V,H = 2V, 


-20 


-20 


HA 


Input current at 
l| 

maximum input voltage 


S input 


Vcc= MAX, 


V| = 7 V 


0.2 


0.2 


mA 


Any other 


0.1 


0.1 


l|H 


High-level 
input current 


S input 


Vcc=MAX, 


V| = 2.7V 


40 


40 


AiA 


Any other 


20 


20 


"IL 


Low-level 
input current 


S input 


Vcc = MAX, 


V| = 0.4V 


-0.8 


-0.8 


mA 


Any other 


-0.4 


-0.4 


'OS 


Short-circuit output current § 




Vcc=MAX 


-30 


-130 


-30 


-130 


mA 


'cc 


Supply current 


All outputs high 


Vcc = MAX, 
See Note 2 


'LS257A 


6.2 


10 


6.2 


10 


mA 


All outputs low 


10 


16 


10 


16 


All outputs off 


12 


19 


12 


19 


All outputs high 


■LS258A 


4. 


7 


4.5 


7 


All outputs low 


8.8 


14 


8.8 


14 


All outputs off 


12 


19 


12 


19 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

+ AII typical values are at Vqq = 5 V, T/^ = 25°C. 

SNot more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 

NOTE 2: l^c '' measured with all outputs open and all possible inputs grounded while achieving the stated output conditions. 

switching characteristics, Vcc = 5 V, Ta = 25° C, Rl = 667 n 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


'LS257A 


'LS258A 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tPLH 


Data 


Any 


CL = 45pF, 
See Note 3 


12 18 


12 18 


ns 


tPHL 


12 18 


12 18 


tPLH 


Select 


Any 


14 21 


14 21 


ns 


tPHL 


14 21 


14 21 


tpZH 


Output 
Control 


Any 


20 30 


20 30 


ns 


tPZL 


20 30 


20 30 


tpHZ 


Output 
Control 


Any 


Cl = 5pF, 
See Note 3 


18 30 


18 30 


ns 


tpLZ 


16 25 


16 25 



*PLH — propagation delay time, low-to-high-level output 
tpi-iL = propagation delay time, high-to-low-level output 
tp2H — output enable time to high level 
NOTE 3: Load circuit and waveforms are shown on page 3-1 1, 



tp2|_ = output enable time to low level 
tp(-|z = output disable time from high level 
tpLz — output disable time from low level 



DESIGN GOAL 
This page provides tentative information on a 
7-374 product in the developmental stage. Texas 

Instruments reserves the right to change or dis- 
continue this product without notice. 
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recommended operating conditions 





SN54S' 


SIM74S' 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-2 


-6.5 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 




125 







70 


°C 



electrical characteristics over recommended operating free-air 


temperature 


range 


(unless otherwise 


noted) 


PARAMETER 


TESTCONDITIONS+ 


'8257 


'8258 


UNIT 


MIN TYPt 


MAX 


MIN 


TYP* 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|| 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = IVllN, 


l| = -18mA 


-1.2 


-1.2 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 

Iqh = -i "iA 


SN74S' 


2.7 


2.7 


V 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Iqh = MAX 


SN54S' 


2.4 3.4 


2.4 


3.4 




SN74S' 


2.4 3.2 


2.4 


3.2 




Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L = 20 mA 


0.5 


0.5 


V 


'OZH 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, 
Vo = 2.4 V 


V|H = 2V, 


50 


50 


HA 


'OZL 


Off-state output current, 
low-level voltage applied 


Vcc = MAX, 
Vo = 0.5V 


V|H = 2V, 


-50 


-50 


HA 


Input current at maximum 
l| 

input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level 
input current 


S input 


Vcc = MAX, 


V| = 2.7V 


100 


100 


mA 


Any other 


50 


50 


l|L 


Low-level 
input current 


S input 


Vcc = MAX 


V| = 0.5V 


-4 


-4 


mA 


Any other 


-2 


-2 


los 


Short-circuit output currenti 


Vcc = MAX 


-40 


-100 


-40 




-100 


mA 


Ice 


Supply current 


All outputs high 


Vcc = MAX, 


See Note 2 


44 


68 




36 


56 


mA 


All outputs low 


60 


93 




52 


81 


All outputs off 






64 


99 




56 


87 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at Vqc = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time and duration of the short-circuit should not exceed one second, 
NOTE 2: Iqq is measured with all outputs open and all possible inputs grounded while achieving the stated output conditions, 

switching characteristics, Vcc = 5 V, Ta = 25°C, Rl = 280 J2 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


'8257 


'8258 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


tPLH 


Data 


Any 


Cl= 15 pF, 
See Note 4 


5 7.5 


4 6 


ns 


«PHL 


4.5 6.5 


4 6 


tPLH 


Select 


Any 


8.5 15 


8 12 


ns 


tPHL 


8.5 15 


7.5 12 


tpZH 


Output 
Control 


Any 


13 19.5 


13 19.5 


ns 


tPZL 


14 21 


14 21 


tPHZ 


Output 
Control 


Any 


CL=5pF, 
See Note 4 


5.5 8.5 


5.5 8.5 


ns 


tPLZ 


9 14 


9 14 



*PLH — propagation delay time, low-to-high-level output 
*PHL — propagation delay time, high-to-low-level output 
tp2H — output enable time to high level 
NOTE 4:, Load circuit and waveforms are shown on pages 3-10. 



tp2L = output enable time to low level 
^PHZ — output disable time from high level 
tpLZ — output disable time from low level 
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TYPES SN54259, SN54LS259, SN74259, SN74LS259(TiM9906) 

8-BIT ADDRESSABLE LATCHES 



BULLETIN NO. DL-S 7612347, OCTOBER 1976 



8-Bit Parallel-Out Storage Register 

Performs Serial-to-Parallel Conversion With 

Storage 

Asynchronous Parallel Clear 

Active High Decoder 

Enable/Disable Input Simplifies Expansion 

Direct Replacement for Fairchild 9334 

Expandable for N-Bit Applications 

Four Distinct Functional Modes 

Typical Propagation Delay Times: 



'259 

12 

12 

16 

16 



Enable-to-Output . 
Data-to-Output . . 
Address-to-Output 
Clear-to-Output . . 

Fan-Out 

■ OL (Sink Current) 

'259 16 mA 

SN54LS259 4 mA 

SIM74LS259 8 mA 

'OH (Source Current) 

'259 -0.8 mA 

'LS259 -0.4 mA 

Typical Icc 

'259 60 mA 

'LS259 22 mA 



'LS259 

17 

18 

20 

20 



description 



These 8-bit addressable latches are designed for 
general purpose storage applications in digital sys- 
tems. Specific uses include working registers, serial- 
holding registers, and active-high decoders or demul- 
tiplexers. They are multifunctional devices capable of 
storing single-line data in eight addressable latches, 
and being a 1-of-8 decoder or demultiplexer with 
active-high outputs. 

Four distinct modes of operation are selectable by 
controlling the clear and enable inputs as enumerated 
in the function table. In the addressable-latch mode, 
data at the data-in terminal is written into the 
addressed latch. The addressed latch will follow the 
data input with all unaddressed latches remaining in 
their previous states. In the memory mode, all latches 
remain in their previous states and are unaffected by 
the data or address inputs. To eliminate the possibil- 
ity of entering erroneous data in the latches, the 
enable should be held high (inactive) while the 
address lines are changing. In the 1-of-8 decoding or 
demultiplexing mode, the addressed output will 
follow the level of the D input with all other outputs 
low. In the clear mode, all outputs are low and 
unaffected by the address and data inputs. 



SN54259, SN54LS259 ... J OR W PACKAGE 

SN74259, SN74LS259 ... J OR N PACKAGE 

(TOP VIEW) 



EN- DATA 



OUTPUTS 





Vcc 


CLEAR 


ABLE 


IN 


07 




06 


05 


04 






16 


. 15 


14 


. 13 


. 12 




11 . 


10 


. 9 




^ 






1 


L- 










1 




A A 










. CLEAR 5 D 

— A 

— B 

r- C 

QO 01 Q2 Q3 Q4 05 06 07 










J 


1 1 ' 


' 








1 


n 1 










1 


" 2 


3 


" 4 


5 


" 


6 


7 


" 8 





logic: see function table 



FUNCTION TABLE 



INPUTS 


OUTPUT OF 

ADDRESSED 

LATCH 


EACH 
OTHER 
OUTPUT 


FUNCTION 


CLEAR 


G 


H 


L 


D 


Qio 


Addressable Latch 


H 


H 


Qio 


Qio 


Memory 


L 


L 


D 


L 


8-Line Demultiplexer 


L 


H 


L 


L 


Clear 



LATCH SELECTION TABLE 



SELECT INPUTS 


LATCH 
ADDRESSED 


C B A 


L L L 





L L H 


1 


L H L 


2 


L H H 


3 


H L L 


4 


H L H 


5 


H H L 


6 


H H H 


7 



H = high level, L = low level 
D = the level at the data input 

Q|0 = the level of Qj (i = 0, 1, . . . 7, as appropriate) before the indi- 
cated steady-state input conditions were established. 
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TYPES SN54259, SI\!54LS259, SN74259, SN74LS259 (TIMSSOG) 

8-BIT ADDRESSABLE LATCHES 



schematic of inputs and outputs 

'259 



EQUIVALENT OF EACH INPUT 



VCC 




Latch select, data in, or clear: Rgq = 4 kfl NOM 
Enable: Rgq = 2.2 kn NOM 



TYPICAL OF ALL OUTPUTS 



Vcc 

100 nNOM 



--^C] 




EQUIVALENT OF EACH INPUT 



Vcc 



Rpn = IV kn NOM 



INPUT »-^ 



TYPICAL OF ALL OUTPUTS 




•Vcc 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage (see Note 1) 7 V 

Input voltage: SN54259,SN74259 5.5 V 

SN54LS259, SN74LS259 7V 

Operating free-air temperature range: SN54259, SN54LS259 -55°Cto125°C 

SN74259, SN74LS259 0°C to 70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54259,SN74259 
8-BIT ADDRESSABLE LATCHES 



recommended operating conditions 







SN54259 


SN74259 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


HA 


Low-level output current, loL 


1G 


1G 


mA 


Width of clear or enable pulse, t^^ 


15 


15 


ns 


Setup time, tju 


Data 


15T 


15t 


ns 


Address 


5t 


5t 


Hold time, th 


Data 


ot 


Of 


ns 


Address 


20t 


20t 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



tThe arrow indicates that the rising edge of the enable pulse is used for reference. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^^ 


SN54259 


SN74259 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


VlK 


Input clamp voltage 


Vcc = MIN, 


l|= 12 mA 


-1.5 


-1.5 


V 


vqh 


High-level output voltage 


Vcc = MIN, 
V|L = 0.8 V, 


V,H = 2V, 
IOH = -800(uA 


2.4 3.4 


2.4 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
lOL = 16 mA 


0.2 


0.4 


0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5 V 


1 


1 


mA 


l|H 


High-level input 
current 


Enable 


Vcc = MAX, 


V| = 2.4 V 


80 


80 


/iA 


Other inputs 


40 


40 


l|L 


Low-level input 
current 


Enable 


Vcc = MAX, 


V| = 0.4 V 


-3.2 


-3.2 


mA 


Other inputs 


-1.6 


-1.6 


lOS 


Short-circuit output current§ 


Vcc = MAX 


-18 


-57 


-18 


-57 


mA 


Ice 


Supply current 


Vcc = MAX, 


See Note 2 


60 


90 


60 


90 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

1:aII typical values are at Vqq = 5 V, T^ = 25°C. 

§ Not more than one output should be shorted at a time. 

NOTE 2: Icc '^ measured with the inputs grounded and the outputs open. 



switching characteristics, VcC = 5 V, Ta = 25° C 



PARAMETER 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPHL 


Clear 


Any Q 


Cl= 15pF, 
RL = 400n, 
See Note 3 


16 


25 


ns 


tPLH 


Data 


Any Q 


14 


24 


ns 


tPHL 


11 


20 


tPLH 


Address 


Any Q 


15 


28 


ns 


tPHL 


17 


28 


tPLH 


Enable 


Any Q 


12 


20 


ns 


tPHL 


11 


20 



tpLi-i = propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-ievel output 
NOTE 3: Load circuit is shown on page 3-10. 
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recommended operating conditions 







SN54LS259 


SN74LS259 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


*iA 


Low-level output current, Iql 


4 


8 


mA 


Width of clear or enable pulse, t^ 


15 


15 


ns 


Setup time, t,u 


Data 


15T 


15t 


ns 


Address 


15t 


15t 


Hold time, th 


Data 


5t 


5t 


ns 


Address 


15t 


15t 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



tThe arrow indicates that the rising edge of the enable pulse is used for reference. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS259 


SN74LS259 


UNIT 


TEST CONDITIONS'!' 


MIN TYP* MAX 


MIN TYPt MAX 


V(n High level input voltage 




2 


2 


V 


V(L Low level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MlN, l|=-18mA 


-1.5 


-1.5 


V 


VqH High-level output voltage 


Vcc = IVllN, V|H = 2V 
V|L = V|Lmax, Iqh = -0.4 mA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max. 


Iql = 4 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Input current at maximum 
li 

input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


l|l^ High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


AiA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4V 


-0.4 


-0.4 


mA 


'OS Short-circuit output current § 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


22 36 


22 36 


mA 



^Fcr conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
TAII typical values are at \/c.c = 5 V, T/^ = 25°C. 

S Not more than one output should be shorted at a time, and duration short-circuit should not exceed one second, 
NOTE 2: l^c 's measured with the Inputs grounded and the outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPHL 


Clear 


Any Q 


Cl = 15pF. 
RL=2kn, 
See Note 3 


17 


27 


ns 


tPLH 


Data 


Any Q 


20 


32 


ns 


tPHL 


13 


21 


tPLH 


Address 


Any Q 


24 


38 


ns 


*PHL 


18 


29 


tPLH 


Enable 


Any Q 


22 


35 


ns 


tPHL 


15 


24 



tpLH = propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
NOTE 3: Load circuit is shown on page 3-11. 
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TYPES SN54LS261, SN74LS261 
2-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 
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Fast Multiplication . . . 5-Bit Product in 26 ns Typ 

Power Dissipation ... 110 mW Typical 

Latch Outputs for Synchronous Operation 

Expandable for m-Bit-by-n-Bit Applications 

Fully Compatible with Most TTL and Other 
Saturated Low-Level Logic Families 

Diode-Clamped Inputs Simplify System 



Design 

description 

These low-power Schottky circuits are designed to be 
used in parallel multiplication applications. They 
perform binary multiplication in two's-complement 
form, two bits at a time. 

The M inputs are for the multiplier bits and theB inputs 
are for the multiplicand. The Q outputs represent the 
partial product as a receded base-4 number. This 
receding effectively reduces the Wallace-tree 
hardware requirements by a factor of two. 

The outputs represent partial products in one's- 
complement form generated as a result of multiplica- 
tion. A simple rounding scheme using two additional 
gates is needed for each partial product to generate 
two's complement. 

The leading (most-significant) bit of the product is 
inverted for ease in extending the sign to square (left 
justify) the partial-product bits. 

The SN54LS261 is characterized for operation over 
the full military temperature range of — 55°C to 
125°C; the SN74LS261 for operation from 0°C to 
70° C. 

schematics of inputs and outputs 



SN54LS261 ... J OR W PACKAGE 

SN74LS261 ... J OR N PACKAGE 

(TOP VIEW) 



11 _ 10 _ 9 _, 



7 r 8 

GND 



positive logic: see description 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


LATCH 

CONTROL 

G 


MULTIPLIER 


Q4 Q3 Q2 Ql QO 


M2 Ml 


MO 


L 


X X 


X 


Q4o Q3o Q2o Qlo QOq 


H 


L L 


L 


H L L L L 


H 


L L 


H 


B4 B4 B3 B2 B1 


H 


L H 


L 


B4 B4 83 B2 B1 


H 


L H 


H 


84 83 82 81 80 


H 


H L 


L 


84 83 82 B1 BO 


H 


H L 


H 


84 B4 B3 82 B1 


H 


H H 


L 


84 B4 B3 B2 IB1 


H 


H H 


H 


H L L L L 



H = high level, L = low level, X = Irrelevant 

Q4o . . . QOq =" The logic level of the same output before the 

hlgh-to-low transition of G. 
84 ... BO = The logic level of the indicated multiplicand (B) input. 



EQUIVALENT OF EACH INPUT TYPICAL OF GO, Ql, Q2, Q3 OUTPUTS 



INPUT-t-JI 



G; Req = 17 kfl NOM 
B or M2: Req = 20 kll NOM 
MO or MI:Req = 10 l<n NOM 



J V 

120 a NOM ; 




TYPICAL OF Q4 OUTPUT 



vcc 




120S7 NOM 
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TYPES SN54LS261, SN74LS261 
2-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 



functional block diagram 
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TYPES SN54LS261. SN74LS261 

2-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 



REVISED DECEMBER 1980 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 1) 

Input voltage 

Operating free-air temperature range: SN54LS261 

SN74LS261 



.... 7V 
.... 7V 
-55°Cto 125°C 
. 0°C to 70°C 



Storage temperature range -65°C to 1 50°C 

NOTE 1 : Voltage values are with respect to network grouncJ terminal. 

recommended operating conditions 







SN54LS261 


SN74LS261 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


jjA 


Low-level output current, Iql 


4 


8 


mA 


Width of enable pulse, t,^, 


25 


25 


ns 


Setup time, tju 


Any M input 


171 


Mi 


ns 


Any B input 


15; 


15; 


HolcJ time, th 


Any M input 


Oi 


o; 


ns 


Any B input 


Oi 


o; 


Operating free-air temperature, T^ 


-55 125 


70 


"C 



IThe arrow Indicates that the falling edge of the enable pulse is used for reference. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSt 


SN54LS261 


SN74LS261 


UNIT 


MIN TYP* MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V(L Low-level input voltage 




0.7 


0.8 


V 


V|K input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L=V|Lmax, Iqh — 400nA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
\/|L = V|L nnax 


Iql = 4 rnA 


.0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




.0.35 0.5 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 7V 


MO or Ml 


0.2 


0.2 


mA 


All others 


0.1 


0.1 


l|H High-level input current 


Vcc = MAX, V| = 2.7V 


MO or Mi 


40 


40 


*iA 


All others 


20 


20 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


MO or Ml 


-0.8 


-0.8 


mA 


All others 


-0.4 


-0.4 


Iqs Short-circuit output current? 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


'CC Supply current 


Vcc = MAX, All inputs at OV, 
Outputs open. 


20 38 


20 40 


mA 



t All typical values are at V^c = 5 V, T/\ = 25''c. 

§Not more than one output should be shorted at a time and duration of the output short-circuit should not exceed one second. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Enable G 


Any Q 


CL=15pF, 
RL = 2l<n, 
See Note 2 


22 35 


ns 


tPHL 


20 30 


•ns 


tPLH 


Any M input 


Any Q 


25 40 


ns 


tPHL 


22 35 


ns 


tPLH 


Any B input 


Any a 


27 42 


ns 


tPHL 


24 37 


ns 



HtpLH — propagation delay time, low-to-high-level output; tpHL = propagation delay time, high-to-lowlevel output. 
NOTE 2: Load circuit and voltage waveforms are shown on page 3-1 1 . 
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TYPES SN54LS261, SN74LS261 
2-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 



TYPICAL APPLICATION DATA 



Multiplication of the numbers 26 (multiplicand) by 29 (multiplier) in decimal, binary, and 2-bit-at-a-time-binary is 
shown here: 



DECIMAL 



26 
29 

234 

52 

754 



BINARY 



Sign 
Bit 

011010 
011101 
011010 
000000 
011010 
011010 
011010 
000000 
01011110010 

Sign P''°d"ct 
Bit 



6 

Partial 

Products 



2-BIT-AT-A-TIME BINARY 

Sign 
Bit 

011010 
(+2)(-1)(+1) . 
00000011010 ^ 3 

111100110 !» Partial 

0110100 Jproducts 

01011110010, 

A> V ' 

* Product 
Sign 

Bit 



Two points should be noted in the two-bit-at-a-time-binary example above. First, in positioning the partial products 
beneath each other for final addition, each partial product is shifted two places to the left of the partial products above 
it instead of one place as is done in regular multiplication. Second, the msb of the partial product (the sign bit) is 
extended to the sign-bit column of the final answer. 



A substantial reduction of multiplication time, cost, and power is obtained by implementing a parallel 
partial-product-generation scheme using a 2-bit-at-a-time algorithm, followed by a Wallace Tree summation. 

Partial-product-generation rules of the algorithm are: 



1. Examine two bits of multiplier M plus the next lower bit. For the first partial product (PPl) the next lower bit is 
zero. 



}15 '}^4 q13 o12 2'!'' 2'"' 2^ 2^ 2^ 2^ 2^ 2^ 2^ 2^ 2* 2° 



tz: 



PP8 



PP7 



PP6 



PP5 



PP4 



PP3 PP2 



PPl 
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TYPES SN54LS261, SN74LS261 

2-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 



TYPICAL APPLICATION DATA 

2. Generate partial product (PPi) as shown in the following table: 



MULTIPLIER BITS FROM 
STEP 1 


OPERATOR 
SYMBOL 


TO OBTAIN PARTIAL PRODUCT 


221-1 


221-2 


221-3 














Replace multiplicand by zero 










1 


+1 B 


Copy multiplicand 







1 





+ 1 B 


Copy multiplicand 







1 


1 


+2B 


Shift multiplicand left one bit 




1 








-2B 


Shift two's complement of multiplicand left one 


bit 


1 





1 


-1 B 


Replace multiplicand by two's complement 




1 
1 


1 
1 



1 


-1 B 



Replace multiplicand by two's complement 
Replace multiplicand by zero 





3. Weight the partial products by indexing each two places left relative to the next-less-significant product. 

4. Extend the most-significant bit of the partial product to the sign-bit place value of the final product. 

EXAMPLE OF ALGORITHM 



M 



29 = 011101 



Oil 



jjoio 



Operator 
Symbol 

+1 B 
-IB 
+2B 



6 = 26 = 011010 

00000 011010 

111 100110 

0110100 



The summation of these partial products was shown in the 2-bit-at-a-time binary multiplication example above. 
The 'LS261 generates partial products according to this algorithm with two exceptions: 

1. The one's complement is generated for the cases requiring the two's complement. The two's complement can be 
obtained by adding one to the one's complement; this rounding can be done by using one NAND gate and one AND 
gate as shown in Figure B. 

2. The most-significant bit is complemented to reduce the hardware required to extend the sign bit. This extension can 



be accomplished by adding a hard-wired logic 1 in bit position 2 
position 2^^ of the first partial product (PPI). 



,21+15 



of each partial product and also in bit 
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2i7 2'* 2'«2'*2"2'^ 2' 



23 22 2' 20 2° 



20 INPUTS TO WALLACE TREE 

FIGURE A-FIRST PARTIAL PRODUCT, PP1 




19 INPUTS TO WALLACE TREE 



FIGURE B-OTHER PARTIAL PRODUCTS, PPI 



VTW 



[HE 



s 



1 



ii 



1^ 



i"! 



1 



\ ALU LSISI / 



FIGURE C-MANIPULATION OF PARTIAL PRODUCTS FOR ENTRY INTO WALLACE TREE 

In general, the 4 x 2 bit 'LS261 can be expanded for use in 4m x 2n bit multipliers. Partial-product generation uses 
mx n 'LS261s m x n -^ 16'LS00s, and m x n-^ 16'LS08s. Tiie size of the Wallace tree and ALU requirements vary 
depending on the size of the problem. The count for the 1 6 x 1 6 bit multiplier is: 

32 SN54LS261/SN74LS261 

2 SN54LS00/SN74LS00 

2 SN54LS08/SN74LS08 

56 SN54LS183/SN74LS183 

7 SN54LS181/SN74LS181 

2 SN54S182/SN74S182 
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TYPES SN54LS266, SN74LS266 

QUADRUPLE 2-INPUT EXCLUSIVE-NCR GATES 

WITH CPEN-COLLECTCR CUTPUTS 

BULLETIN NO. DL-S 7611843, DECEMBER 1972-REVISED OCTOBER 1976 



Can Be Used as a 4-Bit Digital Comparator 

Input Clamping Diodes Simplify System 
Design 

Fully Compatible with Most TTL and 
DTL Circuits 

FUNCTION TABLE 



INPUTS 


OUTPUT 
Y 


A B 


L L 


H 


L H 


L 


H L 


L 


H H 


H 



H = high level, L = low level 



description 



SN54LS266 ... J OR W PACKAGE 
SN74LS266 ... J OR N PACKAGE 
(TOP VIEW) 



vcc 


4B 




4A 




4Y 




3Y 




3B 




3A 







14 




13 




12 





11 




10 


_ 


9 


J 


8 







1 
1 


z> 




1 














^ 


_>i 




[^ 




^^ 


1 






2 




3 


— 


4 




5 


— 


6 


— 


7 


—J 



positive logic: Y = A©B = AB + AB 



The 'LS266 is comprised of four Independent 2-input exclusive-NOR gates with open-collector outputs. The open- 
collector outputs permit tying outputs together for multiple-bit comparisons. 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



12.5 kn NOM 



NPUT • J l A •— — 



y. 



TYPICAL OF ALL OUTPUTS 



Ci 
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TYPES SN54LS266, SN74LS266 

QUADRUPLE 2-INPUT EXCLUSIVE-NOR GATES 

WITH OPEN-COLLECTOR OUTPUTS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7V 

Operating free-air temperature range: SN54LS266 -55°Cto125°C 

SN74LS266 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 



. ■ ' ■, 


SN54LS266 


SN74LS266 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


4 


8 


mA 


Operating tree-air temperature, T^ 


-55 125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS266 


SN74LS266 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V||-| HIgh-levelinput voltage 




2 


2 


V 


V|L Low-level Input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


IqI-I High-level output current 


Vcc=MIN, V|H = 2V, 
V|L = V|L max, Vqh = 5.5 V 


100 


100 


mA 


Vol Low-level output voltage 


Vcc=MIN, 
V|H = 2V, 
V|L = V|L max 


IqL ^ '* "flA 


0.25 0.4 


0.25 0.4 


V 


iOL = 8mA 




0.35 0.5 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 7V 


0.2 


0.2 


mA 


llH High-level input current 


Vcc = MAX, V| = 2.7 V 


40 


40 


mA 


IjL Low-levelinput current 


Vcc = MAX, V| = 0.4 V 


-0.8 


-0.8 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


8 13 


8 13 


mA 



^ For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

tAll typical values are at Vcc = 5 V, T^ = 25"C. 

NOTE 2: Ice '^ measured with one input of each gate at 4.5 V, the other inputs grounded, and the outputs open. 

switching characteristics, VcC = 5 V, Ta - 25° C 



PARAMETER H 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


AorB 


Other input low 


CL = 15pF, 
Rl = 2 kn. 
See Note 3 


18 30 


ns 


tPHL 


18 30 


tPLH 


AorB 


Other input high 


18 30 


ns 


tPHL 


18 30 



HtpLH —propagation delay time, low-to-high-level output 
tp(_|L ^ propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-1 1. 
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TYPES SN54273, SN54LS273, SN74273, SN74LS273 
OCTAL D-TYPE FLIP-FLOP WITH CLEAR 



BULLETIN NO. DL-S 7612091, OCTOBER 1976 



• Contains Eight Flip-Flops with 
Single-Rail Outputs 

• Buffered Clock and Direct Clear Inputs 

• Individual Data Input to Each Flip-Flop 

• Applications Include: 

Buffer/Storage Registers 
Shift Registers 
Pattern Generators 

description 

These monolithic, positive-edge-triggered flip-flops 
utilize TTL circuitry to implement D-type flip-flop 
logic with a direct clear input. 

Information at the D inputs meeting the setup time 
requirements is transferred to the Q outputs on the 
positive-going edge of the clock pulse. Clock 
triggering occurs at a particular voltage level and is 
not directly related to the transition time of the 
positive-going pulse. When the clock input is at either 
the high or low level, the D input signal has no effect 
at the output. 

These flip-flops are guaranteed to respond to clock 
frequencies ranging from to 30 megahertz while 
maximum clock frequency is typically 40 megahertz. 
Typical power dissipation is 39 milliwatts per 
flip-flop for the '273 and 10 milliwatts for the 
'LS273. 

schematics of inputs and output 

•273 



EQUIVALENT OF EACH INPUT 

vcc- 




Clear: R^q = 3 kfl NOM 

Clock: rfeq = 6 kn NOM 

All other inputs: Rjq ■= 8 kn NOM 



TYPICAL OF ALL OUTPUTS 




functional block diagram' 



«^> 



■- D Q 
LC >CK 



'H>- 



a a 

LCbcK 



SN54273, SN54LS273 ... J PACKAGE 
SN74273, SN74LS273 ... J OR N PACKAGE 



VCC BO 8D 7D 7Q 6Q 6D 5D 50 CLOCK 



dI— ' Mo qH 4q dI— ' Md oV- ' 



Co D— I [— |D 0[ — I I— jQ D| — 1 f— |D Q[ — 1 



CLEAR 10 1D 2D 20 30 3D 4D 40 GND 



positive logic: see function table 



FUNCTION TABLE 
(EACH FLIP-FLOP) 



INPUTS 


OUTPUT 
Q 


CLEAR CLOCK D 


L XX 


L 


H t H 


H 


H t L 


L 


H L X 


Qo 



See explanation of function tables on page 3-8. 



EQUIVALENT OF EACH INPUT 



vcc- 



20 kn NOM 



TYPICAL OF ALL OUTPUTS 

Vcc 




D O 
LC >CK 



D 
l-Ct>CK 
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TYPES SN54273, SN74273 
OCTAL D-TYPE FLIP-FLOP WITH CLEAR 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54273 -55°Cto125°C 

SN74273 0°Cto70°C 

Storage temperature range -65°Cto150°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54273 


SN74273 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vqc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency, fdock 





30 





30 


MHz 


WicJth of clock or clear pulse, t^^, 


16.5 


16.5 


ns 


Set-up time, tju 


Data input 


20t 


20t 


ns 


Clear inactive state 


25t 


25t 


Data hold time, t^ 


5t 


5t 


ns 


Operating free-air temperature, T/^ 


-55 


125 





70 


°C 



tThe arrow indicates that the rising edge of the clock pulse is used for reference. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


MIN TYPt MAX 


UNIT 


VlH High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


VcC = MIN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -800M 


2.4 3.4 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = O.BV, loL= 16mA 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, Vi = 5.5V 


1 


mA 


l|l-l High-level input current 


Clear 


Vcc = MAX, V| = 2.4V 


80 


mA 


Clock or D 


40 


l|L Low-level input current 


Clear 


Vcc = MAX, V| =0.4V 


-3.2 


mA 


Clock or D 


-1.6 


'OS Short-circuit output current! 


Vcc = MAX 


-18 -57 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


62 94 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
$AII typical values are at Vqc = 5 V, T^ = 25°C. 
SNot more than one output should be shorted at a time. 

NOTE 2: With all outputs open and 4.5 V applied to all data and clear inputs. Ice 's measured after a momentary ground, then 4.5 V, is 
applied to clock. 

switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax Maximum clock frequency 


Cl= 15 pF, 
RL = 400n, 
See Note 3 


30 40 


MHz 


tpHL Propagation delay time, high-to-low-level output from clear 


18 27 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 


17 27 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 


18 27 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS273, SN74LS273 

OCTAL D-TYPE FLIP-FLOP WITH CLEAR 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range:SN54LS273 — 55°Cto125°C 

SN74LS273 0°C to 70°C 

Storage temperature range 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal 



recommended operating conditions 







SN54LS273 


SN74LS273 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


HA 


Low-level output current, Iql 


4 


8 


mA 


Clock frequency, fdock 


30 


30 


MHz 


Width of clock or clear pulse, t,^ 


20 


20 


ns 


Set-up time, tju 


Data input 


20t 


20t 


ns 


Clear inactive state 


25t 


25t 


Data hold time, th 


5t 


5t 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



tThe arrow indicates that the rising edge of the clock pulse is used for reference. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS273 


SN74LS273 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V||_ Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L ^ ^ILf^sx. loH^—^OOfiA 


2.5 3.4 


2.7 3.4 


V 


Vql. Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax 


Iql "^ mA 


0.25 0.4 


0.25 0.4 


V 


IOL = 8mA 




0.35 0.5 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


l|H High-level input current 


Vcc MAX, V| = 2.7 V 


20 


20 


mA 


l|L Lc3w-level input current 


Vcc = MAX, V| = -0.4V 


-0.4 


-0.4 


mA 


'OS Short-circuit output current 5 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


IqC Supply current 


Vcc = MAX, See Note 2 


17 27 


17 27 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
IaII typical values are at V^c = 5 V, T^ = 25°C. 

§ Not more than one output should be shorted at a time and (juration of short circuit should not exceed one second. 
NOTE 2: With all outputs open and 4.5 V applied to all data and clear inputs, Icc '^ measured after a momentary ground, then 
applied to clock. 



switching characteristics, Vcc = 5 V, Ta = 25° C 












PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


*max Maximum clock frequency 


Cl = 15pF, 
RL = 2kn, 
See Note 4 


30 


40 




MHz 


tpHL Propagation delay time, high-to-low-level output from clean 




18 


27 


ns 


tpLH Propagation delay time, low-to-high-level output from clock 




17 


27 


ns 


tpHL Propagation delay time, high-to-low-level output from clock 




18 


27 


ns 



NOTE 4; Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SI\I54LS275. SI\I54S274, SN54S275. 

SN74LS275, SN74S274. SI\I74S275 

4-BIT-BY-4-BIT BINARY MULTIPLIER WITH 3-STATE OUTPUTS 

7-BIT-SLICE WALLACE TREES WITH 3-STATE OUTPUTS 



BULLETIN NO. DL-S 7612121, OCTOBER 1976 



'S274 Provides 8-Bit Product in Typically 
45 ns 

• 'S274 Can Provide Sub-Multiple Products 
for n-Bit-by-n-Bit Binary Numbers 

• 'LS275 and 'S275 Accept 7 Bit-Slice Inputs 
and 2 Carry Inputs for Reduction to 4 Lines 
in Typically 45 ns 

o These High-Complexity Functions Can Reduce 
Package Count by Nearly 50% in Most 
Parallel Multiplier Designs 

• When SN74S274 is Combined With SN74H183 
(or SN74LS183) and Schottky Look-Ahead 
Adders, Multiplication Times are Typically: 

16-Bit Product in 75 ns (79 ns) 
32-Bit Product in 116 ns (132 ns) 



SN54S274 ... J PACKAGE 

SN74S274 ... J OR N PACKAGE 

(TOP VIEW) 



J^JOJ^^U^U^qji^lJ^^ 



r 



AB2"'' AB2"**AB2"' 



I" A2*"' A2"'' A2"*^ B2" 2" 2"'' 2"*' 2"*^ GWD 

V 'S/^' V ' 



positive logic: When either (or both) G input(s) is 
(are) high, all eight outputs are off. 



description 



These high-complexity Schottl<y-clamped TTL cir- 
cuits are designed specifically to reduce the delay 
time required to perform high-speed parallel binary 
multiplication and significantly reduce package 
count. The 'S274 is a basic 4-bit-by-4-bit parallel 
multiplier in a single package, and as such, no 
additional components are required to obtain an 8-bit 
product. For word lengths longer than 4 bits, a 
number of 'S274 multipliers can be combined to 
generate sub-multiple partial products. These partial 
products can then be combined in Wallace trees to 
obtain the final product. See Typical Application 
Data. 

The 'LS275 and 'S275 expandable bit-slice Wallace 
trees have been designed to accept up to seven 
bit-slice inputs and two carry inputs from previous 
slices for reduction to four lines. 



SN54LS275, SN54S275 ... J PACKAGE 

SN74LS275, SN74S275 ... J OR N PACKAGE 

(TOP VIEW) 



SLICE INPUTS 



SLICE AND CARRY OUTPUTS 






\ \ \ \ 



^ix\ix\ix\^r[ix\ir[2X\ir 



SLICE INPUTS 



C2" C2" 2" GND 

SLICE 
INPUT 



positive logic: When G is high, all four outputs are off. 
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TYPES SN54LS275,SN54S274,SN54S275,SN74LS275,SN74S274,SN74S275 
4-BIT-BY-4-BIT BINARY MULTIPLIER WITH 3-STATE OUTPUTS 
7-BIT-SLICE WALLACE TREES WITH 3-STATE OUTPUTS 



functional block diagram 



'LS275, 'S275 

BIT-SLICE INPUTS OF 2" 



2" 2" 2" 2" 

> (1) 1(2) 1(31 1(4) 

> (2) (3) (4) (7) 



2" 2" 2" 

(7) 1(14) 1(15) 
(1) 1(14) (15) 



ENABLE 

e 



IHl^ 




NOTE: When one of of the C2" carry inputs is not used, it must be 
grounded. If neither C2" carry input is used, both C2" 
inputs are grounded and the C2""''^ output is normally left 



schematics of inputs and outputs 

'LS275 



■S274, 'S275 



EQUIVALENT OF 
EACH INPUT 

vcc 1 



INPUT-»-JJ^ 



Enable G: Rgq = 18 k!2 NOM 
Others.- Rcq = 6 kn NOM 



TYPICAL OF ALL OUTPUTS 

Vcc 




EQUIVALENT OF EACH INPUT 

Vcc 



INPUT • Ji|— I ■ 






TYPICAL OF ALL OUTPUTS 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

input voltage: 'LS275 7 V 

'S274, 'S275 5.5 V 

Off-state output voltage: 'LS275 7 V 

'S274, 'S275 5.5 V 

Operating free-air temperature range: SN54LS,SN54S Circuits -55°Cto125°C 

SN74LS, SN74S Circuits 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 1: Voltage values are with respect to network ground terminal. 
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TYPES SN54LS275, SN74LS275 
7-BIT-SLICE WALLACE TREES WITH 3-STATE OUTPUTS 



REVISED AUGUST 1977 



recommended operating conditions 





SN54LS275 


SN74LS275 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-2.6 


mA 


Low-level output current, Iql 


12 


24 


mA 


Operating free-air temperature, Tfi^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


SN54LS275 


SN74LS275 


UNIT 


MIN TYPt 


MAX 


MIN TYP* 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


vqh 


High-level output voltage 




Vcc = MIN, 
V|L = V|Lmax 


V|H=2V, 
l0H = MAX 


2.4 3.2 


2.4 3.1 


V 


Vol 


Low-level output voltage 




Vcc = MIN, 
V|H = 2V, 
V|L = V|Lmax 


IOL= 12 mA 


0.25 


0.4 


0.25 


0.4 


V 


Iql = 24 mA 




0.35 


0.5 


iqzh 


Off-state output current, 
high-level voltage applied 




Vcc = MAX, 
Vo = 2.7 V 


V|H = 2V, 


20 


20 


mA 


IQZL 


Off-state output current, 
low-level voltage applied 




Vcc = MAX, 
Vo = 0.4 V 


V,H = 2V, 


-20 


-20 


ma 


Input current at 
l| 

maximum input voltage 


Enable G 


Vcc = MAX, 


V| = 7V 


0.1 


0.1 


mA 


All others 


0.3 


0.3 


l|H 


High-level 
input current 


Enable G 


Vcc = MAX, 


Vi = 2.7 V 


20 


20 


mA 


All others 


60 


60 


"IL 


Low-level 
input current 


Enable G 


Vcc = MAX, 


V| = 0.4V 


-0.4 


-0.4 


mA 


All others 


-1.2 


-1.2 


'OS 


Short-circuit output current§ 




Vcc = MAX 


-30 


-130 


-30 


-130 


mA 


Ice 


Supply current 




Vcc = MAX 


25 


40 


25 


40 


mA 



"*" For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at V^c = 5 V, T;\ = 25° C. 

SNot more than one output should be shorted at a time and duration of the short-circuit should not exceed one second, 

switching characteristics, Vcc = 5 V, Ta = 25°C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Any Slice or Carry 


Any 


Cl = 45pF, RL = 667n, 
See Note 2 


35 62 


ns 


tPHL 


42 66 


tPZH 


Enable G 


Any 


CL=45pF, R|_ = 667n, 
See Note 2 


8 23 


ns 


tpZL 


13 23 


tPHZ 


CL=5pF, RL=667n, 
See Note 2 


10 15 


ns 


tPLZ 


10 15 



H *PLH —Propagation delay time, low-to-high-level output 

tpHL — Propagation delay time, high-to-low-level output 

tpzH = Output enable time to high level 

tp2L — Output enable time to low level 

tpHZ — Output disable time from high level 

tp|_2 = Output disable time from low level 
NOTE 2: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54S274, SN54S275. SN74S274. SN74S275 
4-BIT-BY-4-BIT BINARY MULTIPLIER WITH 3-STATE OUTPUTS 
7-BIT-SLICE WALLACE TREES WITH 3-STATE OUTPUTS 

recommended operating conditions 





SN54S274 
SN54S275 


SN74S274 
SN74S275 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-2 


-6.5 


mA 


Low-level output current, (ql 


12 


12 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54S274 
SN54S275 


SN74S274 
SN74S275 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V(H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V 1 K 1 nput clamp voltage 


Vcc=MIN, l|=-18mA 


-1.2 


-1.2 


V 


Vqh High-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L=0.8V, Iqh = MAX 


2.4 3.4 


2.4 3.2 


V 


Vol Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, l0L=12mA 


0.5 


0.5 


V 


Off-state output current, 
high-level voltage applied 


Vcc=MAX, V|H = 2V, 
Vo = 2.4 V , 


50 


50 


/iA 


Off-state output current, 

'OZL 

low-level voltage appliecJ 


Vcc=MAX, V|H = 2V, 
Vo = 0.5V 


-50 


-50 


*iA 


l| Input current at maximum input voltage 


Vcc=IVIAX, V| = 5.5V 


1 


1 


mA 


■ iH High-level input current 


Vcc=MAX, V| = 2.7V 


25 


25 


/iA 


l|L Low-level input current 


Vcc=MAX, V| = 0.5V 


-0.25 


-0.25 


mA 


IqS Short-circuit output current § 


Vcc = MAX 


-30 -100 


-30 -100 


mA 


'CC Supply current 


Vcc = MAX 


105 155 


105 155 


mA 



switching characteristics over recommended ranges of T^ and ^qq (unless otherwise noted) 



PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


SN54S274 
SN54S275 


SN74S274 
SN74S275 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


tPHL 


Any A or B ("8274), or 
Any Slice or Carry {'S275) 


Any 


CL = 30pF, 
RL = 400n, 
See Note 3 


50 95 


50 70 


ns 


tPLH 


50 95 


50 70 


tPZH 


Any Enable 


Any 


CL = 5pF, 
RL=400n, 
See Note 3 


15 45 


15 30 


ns 
ns 


tPZL 


15 45 


15 30 


tPHZ 


10 40 


10 25 


tPLZ 


10 40 


10 25 



* For conditions shown as Ml N or MAX, use the appropriate value specified under recommended operating conditions, 
t All typical values are at Vcc = 5 V, Ta = 25° C. 

§ Not more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 
HtpLH s Propagation delay time, low-to-high-level output 

tpHL — Propagation delay time, high-to-low-level output 

tPZH — Output enable time to high level 

tp2L — Output enable time to low level 

tPHZ = Output disable time from high level 

tpL2 — Output disable time from low level 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS275,SN54S274,SN54S275,SN74LS275.SN74S274,SN74S275 

4-BIT-BY-4-BIT BINARY MULTIPLIER WITH 3-STATE OUTPUTS 

7-BIT-SLICE WALLACE TREES WITH 3-STATE OUTPUTS 



TYPICAL APPLICATION DATA 



2"*2 carry bit to the 2"*^ 
2"*^carry bit to the 2"*' 




< 7 inputi per bit-ilica 

90 nt typical propagation delay ti 

1 package per bjt-shce 



"♦■"X T carry bits 
'^X (Se« Note A) 



2" iut>-multipte partial product bit 

that contribute to the T*^ product 

(See Note A) 



2^2 carry bit to the 2"*' tree • 
2"*^ carry bit to the 2"*' 





-' 


- 




w 


H 


' ' 


- 


— 


2" 2" 2" 2" 2" 2" 2" 

'LS275/'S275 "^ 

C2" 
2"2 2"*' C2"*' 2^ 


-| 



< 7 input) per bit-tlice 




FIGURE 1-BASIC BIT-SLICE WALLACE TREE 



FIGURE 2-HIGH-SPEED BIT-SLICE WALLACE TREE 



< 7 inputs per bit-slice 

61 ns typical propagation delay time 

1 1/4 packages per bit-slice 

BIT SLICE 



WHif 




To final summing adder 



FIGURE 3-MODERATE-SPEED BIT-SLICE WALLACE TREE 



NOTE A; All unused inputs must be grounded. 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX S012 • DALLAS. TEXAS 75222 



7-395 



TYPES SN54LS275,SN54S274,SN54S275,SN74LS275,SN74S274>SN74S275 
4-BIT-BY-4-BIT BINARY MULTIPLIER WITH 3-STATE OUTPUTS 
7-BIT-SLICE WALLACE TREES WITH 3-STATE OUTPUTS 



TYPICAL 



See Note A 
'LS275/'S275 



To n+2 Tr»e -^" 
To n+1 Tree"^ 



APPLICATION DATA 



'LS275/'S275 



L._, 



< 15 inputs per bit'tliM 

101 ni tvpical propagation delay tirr 

3 1/2 packages 

135 ns typical propagation delay tirr 

3 packages 

(SaaNotsA) 



n 



-♦-Fromn-2Tre« 
-♦-From n-1 Tree 



J 



To Final Summing Adder 

NOTES: A. Ground unused inputs. 

B. These outputs from preceeding trees may go to any of the inputs of the 'LS275/'S275. 

C. The circuit within the dotted lines may be either the basic bit-slice Wallace tree or the high-speed Wallace tree. In the latter case 
both carry Inputs of the 'LS275/'S275 must be grounded. 

FIGURE 4-15-BIT-SLICE WALLACE TREE FOR 32-BIT X 32-BIT MULTIPLIER 



2"*' bit I 
2"*2 tree 
2"*'bit1 



ttttttt 

See Note A 
■LS275/ 

"^275"'" 
(19 Bits) j,2„ 

yt; y*' C2"*' 2" 

'TJl 

Ope 

2" bit from 
"2" -2 tree 
-2" bit Ire 



^■P^^-4- 



^ 



amii 



See Note A 
'LS275/ 

~S275~ 
(23 Bits) 



•LS275/'S275{11Bits) 



xim-' 



•~r'r- 



3d 



tww 



See Note A 
'LS275/ 

~"'S275~" 
(27 Bits) 



^■n=L 



iilitti 



See Note A 
'LS275/ 



'8275 
(31 Bits) 



'- ■n-- 1-- - 



'LS275/'S275(15Bits) 



•TT 



rr* 



BASIC BIT SLICE. HIGH SPEED BIT-SLICE, OR MODERATE-SPEED BIT SLICE WALLACE TREE 
17 BITSI 



2"*' bit to 2"»' ti 
2"" bit to 2"*' t 



ZJ 



- 2"*2 bit from 2""^ t 

- 2"*^ bit from 2"'^ t 



To final summing adder 

NOTES: A. Ground unused inputs. 

B. The number of bits in parentheses is the maximum number of bits this tree can combine if the remaining 'LS275/'S275 (all having 
a higher number in the parentheses) were not connected. 

FIGURE 5-7-TO-31-BIT-SLICE WALLACE TREE FOR UP TO 64-BIT X 64-BIT MULTIPLIERS 
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TYPES SN54LS275,SN54S274.SN54S275,SN74LS275.SN74S274.SN74S275 

4-BIT-BY-4-BIT BINARY MULTIPLIER WITH 3-STATE OUTPUTS 

7-BIT-SLICE WALLACE TREES WITH 3-STATE OUTPUTS 



TYPICAL APPLICATION DATA 



• 2"PPei' half o' n X 2'°"'^'^ •'^" °* " ■ 
1- 1- 1 , 

2upper half of n j^2"PP''' half of nl 2'°""' •''''• °* " V 2'°"^' *'^" °' " 
1 1 1 J 

• 2'Pwer half of n y 2Lipper half of n 

lOTE A: Tfie left-hand fialf of eachi rectangle is the portion of 
word one used to obtain the product shown within the 
rectangle. Similarly, the right-hand half of each rectangle 
is the portion of word two used. 

FIGURE 6-UNlVERSAL METHOD OF 

ADDING J -BIT PRODUCTS TO 

OBTAIN AN n-BIT PRODUCT 



EACH RECTANGLE 
REPRESENTS AN 



Lj2^ijo_2^1lX_12^to£^^ _[ 

FIGURE 7-METHOD OF ADDING 

32-BIT PRODUCTS TO OBTAIN A 

64-BIT PRODUCT 



1 1 8-BIT PRODUCT 












1 1 1 1 1 1 1 1 




,11111111, 




Mil 1 1 1 1 1 1 1 1 


1 1 1 1 1 1 ' 1 1 1 1 1 1 


MM 


U M M 1 1 M M M 1 


181 1 1 1 1 1 ^ ^ M M M"l 


IgM M M M M Mgl 

, CJ 1 , , 1 1 , , , , , , , , , 101 

Q.UJLUUJUj|uJUJlULUuJUJUJliJUJUJ^I 
CQ UJUJ LU UJ LUmUJ UJuJUJUJUJUiLU 

W|-l-l-l-h-l-HI-|-Ht-U-l-l-< 

1 .a.|a.|a.lo.|a.lQ.a.|a.|a.|a-Q-o-o-|o-lM 1 
\q \z\z\z\z\z\z\z\z\z\z\z\z\z\z\1i\ 


1 ^iC0|i0|r^i0iiT-ir0|m|ir>|C0i^|0i|r«-iif)iO|<^ ■ 

h\ I 1 1 rrrrrri 1 1 1 L-l 

-UlUJtlJlUlUlUllJllJiulUlUllJllJllJ- 
|rMl^l^l«*|t|^l>»ll-|T|-|.<f|>t|^|«lTtl»fltV]| 



r5 



FIGURE 8-FINAL PRODUCTS AND 

ARRAY SUBPRODUCT ADDITIONS FOR 

32-BIT X 32-BIT MULTIPLIER 







1 1 1 1 1 EACHKt(.IANl.Lt HtPHEbtNIb 


1 1 1 1 1 K '"""'■'"""" 




1 1 1 1 1 1 1 1 ■,-,■,■, 


1 1 1 1 1 1 1 1 1/' 




11111111,111 


1 1 1 1 1 1 1 1 1 ' 1 1 1 .,6.16 


1 1 II 1,1/ 


1 1 1 1 1 1 1 1 1 1 1 1 Jl "l /»• 


1 1 1 1 1 1 1 1 ._.J 1 1 Jl 1 , Jy / 


1 1 1 1 1 1 1 1 r 1 1 1 _jr 1 _!i _!/ 


1 1 1 1 1 1 i ( r 1 c 1 r r 1 




1 1 1 1 1 1 1 1 1 1 1 1 1 II 1 1 1 ' 


II 1 1 1 1 1 1 1 1 1 ' 1 1 1 1 ' 1 1 1 1 1 






1 1 1 1 1 1 1 J II 1 1 1 1 1 1 1 1 i 1 1 M 






1 II 1 II 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 






1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 1 






|S| 1 1 II 1 1 M II 1 1 nZ^i 1 1 1 1 1 1 1 M 1 II l|l 

li''i?i'liEV?iEiEV:iyifiyiEiE'i!i!i!iE^Ei?iEV:i?^^ 
i?:iiiiiiiiiii|iiiiiiiiiii|iiiii|iiiiiiiiiiiiiii|iiii^^ 



NOTE A: See Note B of Figure 6 for designing trees with any number of inputs up to 31. 
FIGURE 9-ARRAY ARRANGEMENT FOR VARIOUS MULTIPLIERS 
INCLUDING ARRAY SUBPRODUCT ADDITIONS FOR 64-BlT X 64-BIT 
MULTIPLIER 
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TYPICAL APPLICATION DATA 
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o X 

o z__ 

a. 2 

s H 




/. /, % I /. /= 1 1 i i \ \ { { \ ^ 



215 2'^ 2" 2''^ 



211 2'" 2^ 2^ 



2? 2^ 2^ 2^ 2^ 2^ 



2. 



1 



231 230 2^ 2^^ 2^' 2^® 2^^ 2^'' iP 2p iP 2^° 2^^ 2^^ 2^^ 2''^ 

FIGURE 10-16-BIT X 16-BIT MULTIPLIER (SHEET 2 OF 3-OUTPUT CONNECTIONS) 
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TYPES SN54LS275,SN54S274,SN54S275.SN74LS275,SN74S274,SN74S275 
4-BIT-BY-4-BIT BINARY MULTIPLIER WITH 3-STATE OUTPUTS 
7-BIT-SLICE WALLACE TREES WITH 3-STATE OUTPUTS 

TYPICAL APPLICATION DATA 



LLLLLLL ,1111111, ,11111, ,11111, . i M I i i i M i ill l_L 




.HI ■LS275/S275 h pT^TiST 



I I , _L 



I I I I I . . I I I I I . . I III I II . II I I I II. .1 I IN I I I I II III I I II II I .1 i II I I I 



I ?" 2" c?" 2" h I ;" ?^' C?'^ 7^ 



^ 



ra^QpapapapsjL 



1 1 T r 



I I I 



rxQ 



. 1„M . . j„lS.., , |,„!.,j„L | . M l |_^| I 1 f I,.. 



1/2'H183/'LS183 



1/2'H183/'LS18 



1/2'H183/'LS183 
7^ 7» 

-^ I 



*Each starred block may be either a basic bit-slice Wallace tree('LS275 or 'S275 only) or a high-speed bit-slice Wallace tree ('LS275 plus 1/2 
'LS183 or 'S275 plus 1/2 'H183). In either case the function of the terminal is the same as the similarly located terminal of the basic bit-slice 
(Figure 1) or high-speed bit-slice Wallace tree (Figure 2). Also for either tree, when only five inputs of the seven-input adder of the 
'LS275/'S275 are used, the remaining two inputs must be grounded. When the high-speed adder is used, the C2" inputs of the 'LS275/'S275 
must be grounded. 

I^For improved performance SN74LS181/SN74S181 ALUs with SN74S182 look-ahead generators can be substituted for the 
SN74283/SN74LS283/SN74S283 adders. Typrcaily, the multiplication time will be reduced by 18 to 32 nanoseconds. 

FIGURE 10-16-BIT X 16-BIT MULTIPLIER 
(SHEET 3 OF 3-SUMMING PARTIAL PRODUCTS) 
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TYPES SN54276, SN74276 
QUADRUPLE J-K FLIP-FLOPS 

BULLETIN NO. DL-S 7612460, OCTOBER 1976 



features 

• Four J-K Flip-Flops in a Single Package . . . 
Can Reduce FF Package Count by 50% 

• Separate Negative-Edge-Triggered Clocks with 
Hysteresis . . . Typically 200 mV 

• Typical Clock Input Frequency ... 50 MHz 

• Fully Buffered Outputs 

description 

These quadruple TTL J-K flip-flops incorporate a 
number of third-generation IC features that can 
simplify system design and reduce flip-flop package 
count by up to 50%. They feature hysteresis at each 
clock input, fully buffered outputs, and direct clear 
capability, and are presettable through a buffer that 
also features an input hysteresis loop. The negative- 
edge-triggering clocks are directly compatible with 
earlier Series 54/74 single and dual pulse-triggered 
flip-flops. These circuits can be used to emulate 
D- or T-type flip-flops by hard-wiring the inputs, or 
to implement asychronous sequential functions. 

The SN54276 is characterized for operation over the 
full military temperature range of — 55°C to 125°C; 
the SN74726 is characterized for operation from 0°C 
to 70°C. 

FUNCTION TABLE (EACH FLIP-FLOP) 



COMMON INPUTS 


INPUTS 


OUTPUT 


PRESET CLEAR 


CLOCK J 


K 


Q 


L H 


X X 


X 


H 


H L 


X X 


X 


L 


L L 


X X 


X 


H + 


H H 


I L 


H 


Qo 


H H 


; H 


H 


H 


H H 


; L 


L 


L 


H H 


; H 


L 


TOGGLE 


H H 


H X 


X 


Qo 



^This configuration is nonstable; that is, it may not 
persist when preset and clear return to their inactive 
(high) level. 

See explanation of function tables on page 3-8. 



SN54276... J PACKAGE 

SN74276 ... J OR N PACKAGE 

(TOP VIEW) 



VcC 4J 4CK 4K 4Q 3Q 3K 3CK 3J PRESET 



HX 



D 



CLR CK PR 



CLEAR 1J ICK IK IQ 2Q 2K 2CK 2J GND 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 

vcc 




Clear, J, i<: Rgq = 4 kO NOM 
Clock; Req = 10.2 kfl NOM 
Preset : Req = 11.6kn NOM 



TYPICAL OF ALL OUTPUTS 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) ^^ 

Input voltage 5.5 V 

Operating free-air temperature range: SN54276 —55 C to 125 C 

SN74276 0°Cto70°C 

Storage temperature range — 65°Cto150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54276, SN74276 
QUADRUPLE J-K FLIP-FLOPS 



recommended operating conditions 




SN54276 


SN74276 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-800 


-800 


ka 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency 







35 







35 


MHz 


Pulse width, t„v 


Clock high 


13.5 


13.5 


ns 


Clock low 


15 


15 


Preset or clear low 


12 


12 


Setup time, tju 


J, K inputs 


3; 


31 


ns 


Clear and preset inactive state 


id; 


lOi 


Input hold time, th 


lOi 


lOi 


ns 


Operating free-air temperature, Tj\ 


-55 




125 







70 


°C 



( The arrow indicates that the falling edge of the clock pulse is used for reference. 



electrical characteristics over recommended operating free-air temperature range 


(unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


MIN 


TYPt MAX 


UNIT 


V|H 


High-level input voltage 




2 


V 


V|L 


Low-level input voltage 




0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l|=-12mA 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, V|H=2V, 
V|L = 0.8V, l0H = -800 mA 


2.4 


3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 16mA 


0.2 0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5 V 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


mA 


l|L 


Low-level input current 


Vcc = MAX, V| = 0.4V 


-1.6 


mA 


'OS 


Short-circuit output current § 


Vcc = MAX 


-30 


-85 


mA 


Ice 


Supply current 


Vcc = MAX 


60 81 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions 

JAM typical values are at \fcc = 5 V, T/\ = 25°C. 

§Not more than one output should be shorted at a time. 



switching characteristics, Vcc = 5 V, T/\ = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


fmax 


Maximum clock frequency 


Cl= 15 pF, 
RL = 400fi, 
See Note 2 


35 


50 




MHz 


tPLH 


Propagation delay time, low-to-hlgh-level output from preset 




15 


25 


ns 


tPHL 


Propagation delay time, high-to-low-level output from clear 




18 


30 


ns 


tPLH 


Propagation delay time, low-to-high-level output from clock 




17 


30 


ns 


tPHL 


Propagation delay time, high-to-low-level output from clock 




20 


30 


ns 



NOTE 2: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54278, SN74278 
4-BIT CASCADABLE PRIORITY REGISTERS 

BULLETIN NO. DL-S 721 1729, MAY 1972-REVlSED DECEMBER 1972 



Latched Data Inputs Serve as Buffer Register 

and Can also: 

Synchronize Data Acquisition 
"Debounce" Mechanical Switch Input 

Cascading Input PO and Output P1 
Provides "Busy"Signal Inhibiting All 
Lower-Order Bits 

Full TTL Compatibility 

Use for: 

Priority Interrupt 

Synchronous Priority Line Selection 



SN54278 ... J OR W PACKAGE 
SN74278 ... J OR N PACKAGE 
(TOP VIEW) 



description 



The SN54278 and SN74278 each consist of four data 
latches, full priority output gating, and a cascading 
gate. The highest-order data applied at a D latch input 
is transferred to the appropriate Y output while the 
strobe input is high, and when the strobe goes low all 
data is latched. The cascading input PO is fully 
overriding and on the highest-order pacl<age this input 
must be held at a low logic level. The PI output is 
intended for connection to the PO input of the next 
lower-order package and will provide a "busy" 
(high-level) signal to inhibit all subsequent lower- 
order packages. 

After the overriding PO input, the order of priority is 
D1, D2, D3, and D4, respectively, within the package. 



functional block diagram 



JNPUTS 



OUTPUTS 



Vcc '02 D1^ NC '\^ Y2 13^ 



1 — 1 • 


■ h 






1- 




H 


H 


1 1 




1 


1 














D2 


Dl 




VI 


Y2 








G 








Y3 










D3 


D4 


PO 


PI 


Y4 


















I — [ 


l- 


. 1- 


H K 


h 


H r 1 


H 


H 


1 " 



^-UliMliJMiJtir 

\ STROBE D3 D4 PO / \ PI Y4 / GND 



positive logic: see function table 



NC— No internal connection 



FUNCTION TABLE 



INPUTS 


INTERNAL 
LATCH NODES 


OUTPUTS 


PO 


G 


Dl D2 D3 D4 


Q1 Q2 03 Q4 


Y1 Y2 Y3 Y4 


PI 


L 


H 


H X X X 


L X X X 


H L L L 


H 


L 


H 


L H X X 


H L X X 


L H L L 


H 


L 


H 


L L H X 


H H L X 


L L H L 


H 


L 


H 


L L L H 


H H H L 


L L L H 


H 


L 


H 


L L L L 


H H H H 


L L L L 


L 










Same function of Q 


L 


L 


X X X X 


Latched when 
G goes low 


nodes as on 1st 
5 lines 


H 


L 


X X X X 


L L L L 


H 






Internal Q leve 


Is are same 






H 


H 


function of D 
first 5 lines 


nputs as on 


L L L L 


H 



H = high level, L = low level, X = irrelevant 
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TYPES SN54278, SN74278 

4-BIT CASCADABLE PRIORITY REGISTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54278 Circuits — 55°Cto125°C 

SN74278 Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTES: 1. Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. Tills is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies between the strobe 
input and any of the four data inputs. 



recommended operating conditions 





SN54278 


SN74278 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Data setup time, tju (see Figure 1 ) 


20 


20 


ns 


Data hold time, th (see Figure 1) 


5 


5 


ns 


Strobe pulse width, t^ (see Figure 1) 


20 


20 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN 


TYP 


MAX 


UNIT 


V|H 


High-level input voltage 






2 


V 


V|L 


Low-level input voltage 






0.8 


V 


V|K 


Input clamp voltage 




Vcc = MAX, 


l| = -12mA 


-1.5 


V 


Vqh 


High-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Iqh = -800 mA 


2.4 


3.4 




V 


Vol 


Low-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L= 16 mA 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


mA 


l|H 


High-level input current 


Any D input 


Vcc = MAX, 


V| = 2.4 V 


80 


;uA 


PO input 


200 


G input 


320 


l|L 


Low-level input current 


Any D input 


Vcc = MAX, 


V| = 0.4 V 


-3.2 


mA 


PO input 


-8 


G Input 


-12.8 


'OS 


Short-circuit output current? 




Vcc = MAX 


SN 54278 


-18 




-55 


mA 


SN74278 


-18 




-57 


'cc 


Supply current 




Vcc = MAX, 


See Note 3 




55 


80 


mA 



^For conditions shown as MIN or IVIAX, use the appropriate value specified under recommended operating conditions for the applicable type. 

t All typical values are at Vqc = 5 V, T^ = 25° C. 

§Not more than one output should be shorted at a time. 

NOTE 3: \qq is measured with the PO input grounded, all other inputs at 4.5 V, and outputs open. 
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TYPES SN54278, SN74278 
4-BIT CASCADABLE PRIORITY REGISTERS 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


WAVEFORMS 


TEST 
CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Data 


Y 


AandC 
(with strobe high) 


Cl= 15pF, 
RL = 400n, 
See Figure 1 


30 


ns 


tPHL 


39 


tPLH 


Data 


Y 


A and D 
(with strobe high) 


38 


ns 


tPHL 


31 


tPLH 


Data 


PI 


AandE 
(with strobe high) 


46 


ns 


tPHL 


39 


tPLH 


Strobe 


AnyY 


BandC 
or B and D 


30 


ns 


tPHL 


31 


tPLH 


Strobe 


PI 


BandE 


38 


ns 


tPHL 


42 


tPLH 


PO 


PI 


F andG 


23 


ns 


tPHL 


30 



»tpLH = propagation delay time, low-to-high-level output 
*PHL ~ propagation delay time, highto-low-level output 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




Any D: Req = 2.5 kfi NOM 
PO: Req = 1 kfl NOM 
G: Rea = 0.6 kO. NOM 



TYPICAL OF ALL OUTPUTS 




Vcc 



PARAMETER MEASUREMENT INFORMATION 




C|_ includes probe and jig capacitance. 
All diodes are 1N3064. 

LOAD CIRCUIT 




VOLTAGE WAVEFORMS 

NOTE: Input pulses are supplied by a generator having the following 

characteristics: t^ < 7 ns, tf < 7 ns, PRR < 1 MHz, Zo^t "^ ^'^ ^■ 

FIGURE 1 -SWITCHING TIMES 
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TTL TYPES SN54LS280, SN54S280. SN74LS280, SN74S280 

MSI 9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 

BULLETIN NO. DL-S 7611829, DECEMBER 1972-REVlSED OCTOBER 1976 



Generates Either Odd or Even Parity 
for Nine Data Lines 

Cascadable for n-Bits 

Can Be Used to Upgrade Existing 
Systems using MSI Parity Circuits 

Typical Data-to-Output Delay of Only 14 ns 
for 'S280 and 33 ns for 'LS280 

Typical Power Dissipation: 
'LS280 . . . 80 mW 
'S280 ... 335 mW 



FUNCTION TABLE 



NUMBER OF INPUTS A 
THRU 1 THAT ARE HIGH 


OUTPUTS 


S EVEN 2 ODD 


0, 2, 4, 6, 8 
1,3,5,7,9 


H L 
L H 



H = high level, L = low level 



SN54LS280, SN54S280 ... J OR W PACKAGE 

SN74LS280, SN74S280 ... J OR N PACKAGE 

(TOP VIEW) 



j^u^^u^^iJiruiin_r7UTi_ 






!=r^ 


F E D C B 
- G A J 

r i; 

H 1 EVEN ODD 





logic: see function table 



NO— No internal connection 



description 



These universal, monolithic, nine-bit parity generators/checkers utilize Schottky-clamped TTL high-performance 
circuitry and feature odd/even outputs to facilitate operation of either odd or even parity application. The word-length 
capability is easily expanded by cascading as shown under typical application data. 

Series 54LS/74LS and Series 54S/74S parity generators/checkers offer the designer a trade-off between reduced power 
consumption and high performance. These devices can be used to upgrade the performance of most systems utilizing 
the '180 parity generator/checker. Although the 'LS280 and 'S280 are implemented without expander inputs, the 
corresponding function is provided by the availability of an input at pin 4 and the absence of any internal connection 
at pin 3. This permits the 'LS280 and 'S280 to be substituted for the '180 in existing designs to produce an identical 
function even if 'LS280's and 'S280's are mixed with existing '180's. 

These devices are fully compatible with most other TTL and DTL circuits. All 'LS280 and 'S280 inputs are buffered to 
lower the drive requirements to one Series 54LS/74LS or Series 54S/74S standard load, respectively. 



schematics of inputs and outputs 

'LS280 



EQUIVALENT OF INPUTS 



vcc- 



INPUT -^ 



20 kn NOM 



5? "■ 



TYPICAL OF OUTPUTS 



Vcc 




EQUIVALENT OF INPUTS 



Vcc 



INPUT 



2.8 kn NOM 



TYPICAL OF OUTPUTS 

-Vcc 
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TYPES SN54LS280, SN74LS280 
9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 

REVISED DECEMBER 1980 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage (see Note 1) 7V 

Input voltage '. '. . • 7 V 

Operating free-air temperature range: SN54LS280 -55°Cto125°C 

SN74LS280 0°C to 70°C 

Storage temperature range — 65°C to 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS280 


SN74LS280 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-0.4 


.4 


nriA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range 


(unless Otherwise noted) 


PARAMETER 


TEST CONDITIONS^ 


SN54LS280 


SN74LS280 


UNIT 


MIN 


TYPt MAX 


MIN TYPt MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc=MIN, V|H = 2V, 
ViL = MAX, l0H = -0.4 mA 


2.5 


3.4 




2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc=MlN, V|H = 2V, 
V|L = MAX 




0.25 


0.4 


0.25 0.4 


V 




0.35 0.5 


l| Input current at maximum input voltage 


Vcc=MAX, V| = 7V 


0.1 


0.1 


mA 


l|H 


High-level input current 


VcC = MAX, V| = 2.7V 


20 


20 


mA 


l|L 


Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


'OS 


Short-circuit output current^ 


VCC = MAX 


-20 




-100 


-20 -100 


mA 


Ice 


Supply current 


Vcc = MAX, See Note 2 




16 


27 


16 27 


mA 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
Jam typical values are at Vqc = 5 V. '^A " 25°C. 

SNot more than one output should be shorted at a time and duration of the short circuit should not exceed one second. 
NOTE 2: Icc '^ measured with all inputs grounded and all outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Data 


Z Even 


Cl = 15pF,RL = 2kn, 
Inputs not uncJer test at V, 
See Note 3 


33 50 


ns 


tPHL 


29 45 


tPLH 


Data 


SOcJd 


23 35 


ns 


tPHL 


31 50 



litpLH = propagation delay time, low-to-high-level output; tpuL = propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54S280, SN74S280 

9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 



REVISED DECEMBER 1980 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S280 -55°Cto125°C 

SN74S280 0°Cto70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54S280 


SN74S280 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYP* MAX 


UNIT 


VlH High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.2 


V 


VqH High-level output voltage 


Vcc = MIN, V|H=2V, 
V|L = 0.8V, loH = -1mA 


SN54S' 


2.5 3.4 


V 


SN74S' 


2.7 3.4 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 20mA 


0.5 


V 


l| Input current at maximum input voltage 


Vcc=MAX, V( = 5.5V 


1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.7 V 


50 


mA 


l|L Low-level input current 


Vcc = MAX, V| = 0.5V 


-2 


mA 


Iqs Short-circuit output current§ 


Vcc= MAX 


-40 -100 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


SN54S280 


67 99 


mA 


SN74S280 


67 105 


Vcc = MAX, Ta = 125°C, 
See Note 2 


SN54S280N 


94 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
tAII typical values are at V^c = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time and duration of the short circuit should not exceed one second. 
NOTE 2; Ice " measured with all inputs grounded and all outputs open. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Data 


2 Even 


CL=15pF, RL=280n, 
See Note 4 


14 


21 


ns 


tPHL 


11.5 


18 


tPLH 


Data 


SOdd 


14 


21 


ns 


tPHL 


11.5 


18 



*PLH ^ propagation delay time, low-to-high-Ievel output; tpHL ~ propagation delay time, high-to-h 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS280. SN54S280, SN74LS280, SN74S280 
9-BIT ODD/EVEN PARITY GENERATORS/CHECKERS 



functional block diagram 



^Ih 




(6) j; 
ODD 



TYPICAL APPLICATION DATA 



25-LINE PARITY /GENERATOR CHECKER 

Three 'LS280's or 'S280's can be 
used to implement a 25-line parity 
generator/checker. This arrangement 
will provide parity in typically 75 or 
25 nanoseconds respectively. 




A 




B 




C 


X 


D 


EVEN 


E 




F 


2; 


fi 


ODD 


H 


'LS280/ 


1 


'S280 













A 
B 
C 
D 

E 








EVEN 










F 
G 
H 


'LS280/ 
'S280 





As an alternative, the outputs of two 
or three parity generators/checkers 
can be decoded with a 2-input ('S86 
or 'LS86) or 3-input ('S135) 
exclusive-OR gate for 18- or 27-line 
parity applications. 



81-LINE PARITY/GENERATOR CHECKER 

Longer word lengths can be imple- 
mented by cascading 'LS280's or 
'S2B0's. As shown here, parity can be 
generated for word lengths up to 81 
bits in typically 75 or 25 nano- 
seconds respectively. 



A 




B 




C 
D 


2: 

EVEN 


E 




F 




G 
H 
1 


■LS280/ 
'S280 
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TYPES SN54S281, SN74S281 
4-BIT PARALLEL BINARY ACCUMULATORS 

BULLETIN NO. DL-S 7612065, FEBRUARY 1974 - REVISED OCTOBER 1976 



• Full 4-Bit Binary Accumulator in 
a Single Package 

• 15 Arithmetic/Logic-Type Operations: 

-Add 

Subtract {B-A or A-B) 
—Complement 
—Increment 

Transfer 

Pius 10 Other Functions 

• Full Shifting Capabilities: 

?^ P^C Logic Shift (Left or Right) 
^Arithmetic Shift (Left or Right) 
for Sign Bit Protection 
Hold 
Parallel Load 

• Expandable to Handle n-Bit Words 
with Full Carry Look-Ahead 

• Logic Mode Operation Provides Seven 
Boolean Functions of th6 Two Variables 



^/~ 






SN54S281 ... J OR W PACKAGE 
SN74S281 ... J OR N PACKAGE 
(TOP VIEW) 



C ^--AO^ CLOCK LOL 



j^^usuiiuioMJiuirijnj^njn-rirLm^ 




^t^ 'OT 




logic: see description and function tables 



description 



These Schottky-clamped four-bit accumulators integrate high-performance versions of an arithmetic logic unit/function 
generator and a shift/storage matrix on a single monolithic circuit bar. The arithmetic logic unit (ALU) portion, similar 
to the SN54S181/SN74S181 circuit, incorporates the capability to perform 16 arithmetic/logic-type operations as 
detailed in Table 1. The accumulator includes an exchange of subtract operands by which either A— B or B— Acan be 
accomplished directly. The ALU is controlled by three function-select inputs (ASO, AS1, AS2) and a mode-control 
input (M). When the mode-control input is high, the ALU is placed in a logic mode that performs any of seven logic 
functions on two binary variables as detailed in Table 2. Full carry look-ahead is provided for fast, simultaneous carry 
generation for the full four binary bits. The c jrry input (Cp) and propagate and generate outputs (P, G) are 
implemented for direct use with the SN54S182/SN74S182 look-ahead carry generators. This permits systems to be 
Implemented with the added advantage of full look-ahead across any word length to minimize the accumulator delay 
times. Once data is loaded into the accumulator, the typical add time with full look-ahead is 29 nanoseconds for 16-bit 
words. 

The shift/storage matrix is analogous in its capabilities to the SN54S194/SN74S194 universal bidirectional shift register 
with the added advantages of multiplexed input/output (I/O) cascading lines that cbmprehend arithmetic shift 
functions having a sign bit, such as 2's complements. The matrix can be used to perform either logic or arithmetic shifts 
in either direction (left or right), parallel load, or hold. Control of the register is accomplished with three inputs: 
register control (RC) and register selection (RSO, RSI). The cascading input/output lines incorporate three-state 
outputs multiplexed with an input. The least-significant cascading bit is combined with the AO, FO circuitry to provide 
the shift-right input and the shift-left output (RI/LO), and the most significant bit is coupled with the A3, F3 circuitry 
to provide the shift-left input and the shift-right output (LI/RO). 



Series 54S circuits are characterized for operation over the full military temperature range of 
74S circuits are characterized for operation from 0°C to 70° C. 



-55 etc 125 C; Series 
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TYPES SN54S281, SN74S281 
4-BIT PARALLEL BINARY ACCUMULATORS 



FUNCTION TABLES 



TABLE 1-ARiTHMETIC FUNCTIONS 
Mode Control (M) = Low 



ALU 
SELECTION 


ACTIVE-HIGH DATA | 


(with carry) 


Cn = L 
(no carry) 


AS2 AS1 


ASO 


L L 


L 


Fo=L,Fi = F2=F3=H 


Fn = H 


L L 


H 


F = BMINUSA 


F = BMINUSA MINUS 1 


L H 


L 


F = AMINUSB 


F = AMINUSB MINUS 1 


L H 


H 


F = APLUSBPLUS 1 


:;f = A PLys.B3 *-^ "X 


H L 


L 


F = B PLUS 1 


Fn = Bn 


H L 


. H 


F = B PLUS 1 


Fn = Bn 


H H 


L ' 


F = APLUS1>'^'1 


Fn ~ ^n 


H H 


H 


F = A PLUS 1 


:Fn = An' C\ ^ 



TABLE 2-LOGIC FUNCTIONS 

Mode Control (M) = High 
Carry Input {C„) = X (Irrelevant) 



ALU 
SELECTION 


ACTIVE-HIGH 
DATA FUNCTION 


AS2 AS1 


ASO 


L L 


L 




CFn^ii <2^^ 


L X 


H 


Fp = An © Bn 


L H 


L 


Fn = An © B^ 


H L 


L 


CFn = An"Bn'":.> 


H L 


H 


Fn = An + Bn 


H H 


L 


Fn = AnBn 


H H 


H 


Fn = An + Bn 



-Av 



TABLE 3 - SHIFT-MODE FUNCTIONS 
Cn = M = ASO = AS1 = L, and AS2 = H (Fp = Bp) 



FUNCTION 


INPUTS BEFORE t 


CLOCK 
INPUT 


OUTPUTS AFTER t | 


REGISTER 

SELECTION 

RSO RSI 


REGISTER 

CONTROL 

INPUT 


INPUT/ 

OUTPUT 

RI/LO 


SHIFT-MATRIX 

INPUTS 
FO F1 F2 F3 


INPUT/ 

OUTPUT 

LI/RO 


INPUT/ 

OUTPUT 

RI/LO 


SHIFT-MATRIX 

OUTPUTS 
(ALU B INPUTS) 

Qa Qb . Qc Qd 


INPUT/ 

OUTPUT 

LI/RO 


/ LOAD 


L L 


X 


Z 


fO f1 f2 


f3 


Z 




Z 


fO f1 f2 f3 


Z 


^-LSL-' 


L H 
L H 


L 
H 


Qa 
Qa 


Qa Qb Qc 
Qa Qb Qc 


Qd 
Qd 


11 
li 




QBn 
QBn 


QBn QCn QOn li 
QBn QCn li QdO 


li 
11 


RSL 
'^RSA' 


H L 
H L 


L 
H 


ri 
ri 


Qa Qb Qc 
Qa Qb Qc 


Qd 
Qd 


Qd 
Qc 




ri 
ri 


ri Gap QBn QCn 
ri QAn QBn QOO 


QCn 
QBn 


HOLD 


H H 
X X 


X 
X 


X 
X 


Qa Qb Qc 
Qa Qb Qq 


Qd 
Qd 


X 
X 




Z 
RI/LO 


Qao Qbo Qco Qqo 
Qao Qbo Qco Qdo 


Z 
LI/RO 



H = high level (steady state) 

L = low level (steady state) 

X = irrelevant (any Input, including transitions) 

Z = high impedance (output off) 

t = transition from low to high level 

fO, f1, f2, f3, ri, li = the level of steady-state conditions at FO, F1, F2, F3, RI/LO, or LI/RO respectively 

^AO' ^BO' ^CO' ^DO ~ ^^® level of Qa» QB' ^C* '^^ ^D* respectively, before the indicated steady-state input conditions were established 

'^An- ^Bn- *^Cn' '^Dn ~ ^^^ level of Q/\. Qb- '^C- °' '^D- respectively, before the most recent transition of the clock 

See explanation of function tables on page 3-8. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S281 (see Note 2) -55°Cto125°C 

SN74S281 0°Cto70°C 

Storage temperature range — 65°C to 1 50°C 

NOTES: 1 . Voltage values are with respect to network ground terminal. 

2. An SN54S281 in the W package operating at free-air temperatures above 110°C requires a heat sink that provides thermal 
resistance from case to free-air, RgcA' °f "°* more than 20°C/W. 
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TYPES SN54S281, SN74S281 

4-BIT PARALLEL BINARY ACCUMULATORS 



recommended operating conditions 




SN54S281 


SN74S281 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqih 


Any output except LI/RO and RI/LO 


-1 


-1 


mA 


Li/ROand RI/LO 


-2 


-2 


Low-level output current, Iql 


Any output except LI/RO and RI/LO 


20 


20 


mA 


LI/RO and RI/LO 


10 


10 


Clock frequency, fdock (for shifting) 





50 





50 


MHz 


Width of clock pulse, t„,,{(;|ock) 


8 


8 


ns 


Data setup time with respect to clock, tju 


Ot 


Ot 


ns 


Data hold time with respect to clock, th 


18t 


18t 


ns 


Operating free-air temperature, T/^ (see Note 2) 


-55 


125 





70 


°C 



^ThG arrow indicates that the rising edge of the clock pulse is used for reference. 

NOTE 2: An SN54S281 in the W package operating at free-air temperatures above 1 10°C requires a heat sink that provides thermal resistance 
from case to free-air, RgcA- °^ "Ot more than 20°C/W. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 





.„ 






SN54S281 


SN74S281 


UNIT 






MIN TYPt MAX 


MIN TYPt MAX 


V||-| High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.8 


0.8 


V 


V|K Input clamp voltage 


Any input except 
LI/RO and RI/LO 


Vcc = MIN, l| = -18mA 


-1.2 


-1.2 


V 


High-level 
Vqu 

output voltage 


Any output except 
LI/RO and RI/LO 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = MAX 


2.5 3.4 


2.7 3.4 


V 


2.4 3.4 


2.4 3.4 


LI/RO, RI/LO 


Vql Low-level output voltage 


Vcc = MIN, ViH = 2V, 
V|L = 0.8V, Iql = MAX 


0.5 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


High-level 

l|H 

input current 


RSO, RSI 


Vcc = MAX, V| = 2.7 V, 
See Note 3 


50 


50 


mA 


M, Clock 


150 


150 


LI/RO, RI/LO 


200 


200 


AS2 


300 


300 


All others 


250 


250 


Low-level 

"IL . 

input current 


RSO, RSI, LI/RO 


Vcc = MAX, V|=0.5V 
See Note 3 


-2 


-2 


mA 


RI/LO 


-3 


-3 


M, Clock 


-4 


-4 


ASO.ASI 


-6 


-6 


All others 


-8 


-8 


'OS Short-circuit output current? 


Vcc = MAX 


-40 -110 


-40 -110 


mA 


\qq Supply current 


Vcc = MAX, 
Ta= 125°C 


W package 
only 


190 




mA 






Vcc = MAX 


All packages 


144 230 


144 230 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recomi 
+ AII typical values are at Vqq = 5 V, T/^ = 25°C. 

8 Not more than one output should be shorted at a time and duration of the short-circuit 
NOTE 3. When testing input current at the RI/LO or LI/RO terminals, the output under 



ended operating conditions. 



should not exceed one second. 

test must be in the high-impedance (off) state. 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterI 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Cn 


Cn+4 


Cl= 15 pF, 

I/O outputs: R L = 560 n. 
Other outputs: Rl = 280 n. 
See Figure 1 


10 


20 


ns 


tpHL 


10 


20 


tPLH 


Any A 


Cn+4 


18 


30 


ns 


tPHL 


18 


30 


tPLH 


Cn 


Any F 


10 


20 


ns 


tPHL 


10 


20 


tPLH 


Any A 


G 


14 


24 


ns 


tPHL 


14 


24 


tPLH 


Any A 


"P 


12 


20 


ns 


tpHL 


12 


20 


tPLH 


Aj 


F| 


20 


35 


ns ~ 


tPHL 


20 


35 


tPLH 


AO 


RI/LO 


30 


45 


ns 


tPHL 


30 


45 


tPLH 


A3 


LI/RO 


30 


45 


ns 


tPHL 


30 


45 


tPLH 


FO 


RI/LO 


7 


11 


ns 


tPHL 


7 


11 


tPLH 


F3 


LI/RO 


7 


11 


ns 


tPHL 


7 


11 


tPLH 


Any AS 


Any F or 
Cn+4 


28 


45 


ns 


tPHL 


28 


45 


tPLH 


Any AS 


■porG 


20 


33 


ns 


tpHL 


20 


33 


tPLH 


Clock 


Any F 


30 


45 


ns 


tPHL 


30 


45 


tPLH 


Clock 


RI/LO or 
LI/RO 


35 


55 


ns 


tpHL 


35 


55 



iltp|_|_| = Propagation delay time, low-to-high-level output 
tp|_|L — Propagation delay time, high-to-low-level output 



PARAMETER MEASUREMENT INFORMATION 



TEST 

POINT Vcc 



FROM OUTPUT 
UNDER TEST 



Cl 
(See Note A) 



-I4- 



V. 



Rl 

(See Note B) 



LOAD CIRCUIT 




OUT-OFPHASE 
OUTPUT 



VOLTAGE WAVEFORMS 



NOTES: A. Input pulse is supplied by a generator having the following characteristics: t^ < 2.5 ns, tf < 2.5 ns, PRR < 1 MHz, Zo^t '^ 50 H. 

B. Cl inlcudes probe and jig capacitance. 

C. All diodes are 1N916 or 1N3064. 

FIGURE 1 
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TYPES SN54S281, SN74S281 

4-BIT PARALLEL BINARY ACCUMULATORS 









TYPICAL APPLICATION DATA 








RIGHT 


RI/LO LI/RO 

Cn Cn+4 
'S281 




RI/LO Ll/RO 

Cn Cn+4 
•S281 




RI/LO Ll/RO 

Cn Cn+4 
'S281 




RI/LO Ll/RO 

Cn Cn+4 
'S281 


LEFT 


DATA IN 
CARRY 








DATA IN 
, CARRY 


INPUT 








OUTPUT 



RIGHT 

DATA IN 

CARRY 

INPUT 



RIGHT 

DATA IN" 

CARRY. 

INPUT 



ENTER AND STORE TIME: 38 ns typical 

EACH SUCCESSIVE ADDITION TO STORED DATA: 44 ns typical 



FIGURE A-16-BIT BINARY ACCUMULATOR USING FOUR SN54S281/SN74S281 CIRCUITS 
IN RIPPLE-CARRY MODE 



RI/LO Ll/RO 

Cn 'S281 



G P 



Q a 



RI/LO Ll/RO 

Cn 'S281 



G P 
f} 7 



a Q 



RI/LO Ll/RO 

Cn 'S281 



G P 
^? 7 



RI/LO Ll/RO 

Cn 'S281 ''n+4 



LEFT 
DATA IN 
CARRY 
OUT 



■'n+y 



ENTER AND STORE TIME: 37 ns typical 

EACH SUCCESSIVE ADDITION TO STORED DATA: 29 ns typical 

FIGURE B-16-BIT BINARY ACCUMULATOR USING FOUR SN54S281/SN74S281 CIRCUITS 
AND ONE SN54S182/SN74S182 IN FULL LOOK-AHEAD CARRY MODE 



RI/LO 



Ll/RO 



'S281S 



rmrn 



■SI 82 
G P" 



RI/LO 



Ll/RO 



mm 



'SI 82 
G T 



RI/LO 
Cn 



4 
•8281 s 



Ll/RO 



nnmi 



•SI 82 
G "P 



RI/LO 
Cn 



A Ll/RO 
4 

'S281s Cn+4 



Mm 



LEFT 
"DATA IN 
-CARRY 

OUT 



'SI 82 
G T 



■'n+y 



Cn 



ENTER AND STORE TIME: 42 ns typical 

EACH SUCCESSIVE ADDITION TO STORED DATA: 34 ns typical 

FIGURE C-64-BIT BINARY ACCUMULATOR USING 16 SN54S281/SN74S281 CIRCUITS AND 
FIVE SN54S182/SN74S182 CIRCUITS FOR FULL CARRY LOOK-AHEAD 



A inputs and F outputs of 'S281 are not shown. 
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SN74283, SN74LS283, SN74S283 

4-BIT BINARY FULL ADDERS WITH FAST CARRY 



BULLETIN NO. DL-S 7611832, OCTOBER 1976 



Full-Carry Look-Ahead Across the Four 
Bits 

Systems Achieve Partial Look-Ahead 
Performance with the Economy of Ripple 
Carry 

Supply Voltage and Ground on Corner 
Pins to Simplify P-C Board Layout 

TYPICAL ADD TIMES 





TWO 


TWO 


TYPICAL POWER 




8-BIT 


16-BIT 


DISSIPATION 


TYPE 


WORDS 


WORDS 


PER ADDER 


'283 


23ns 


43ns 


310 mW 


'LS283 


25ns 


45ns 


95 mW 


'S283 


15ns 


30ns 


510 mW 


description 









SN54283, SN54LS283 ... J OR W PACKAGE 

SN54S283 ... J PACKAGE 

SN74283, SN74LS283, SN74S283 ... J OR N PACKAGE 

(TOP VIEW) 



VCC B3 A3 £3 A4 B4 14 C4 



B3 A3 £3 A4 B4 14 



B2 A2 £1 A1 B1 /co 



njjijj~iijiAniji±ri^^ 

£2 B2 A2 £1 A1 B^ CO GNO 



positive logic: see function table 



^> 



I V.'v, 



Vf^ 



The '283 and 'LS283 adders are electrically and 
functionally identical to the '83A and 'LS283 , 
respectively; only the arrangement of the terminals 
has been changed. The 'S283 high performance 
versions are also functionally identical. 

These improved full adders perform the addition of 
two 4-bit binary words. The sum (2) outputs are 
provided for each bit and the resultant carry (C4) is 
obtained from the fourth bit. These adders feature 
full internal look-ahead across all four bits generating 
the carry term in ten nanoseconds, typically, for the 
'283 and 'LS283, and 7.5 nanoseconds for the 'S283. 
This capability provides the system designer with 
partial look-ahead performance at the economy and 
reduced package count of a ripple-carry 
implementation. 

The adder logic, including the carry, is implemented 
in its true form. End around carry can be accomplish- 
ed without the need for logic or level inversion. 

Series 54, Series 54LS, and Series 54S circuits are 
characterized for operation over the full temperature 
range of -55°C to 125°C. Series 74, Series 74LS, and 
Series 74S circuits are characterized for 0°C to 70°C 
operation. 



FUNCTION TABLE 











OUTPUT 1 




WHEN ^^ 


WHEN ^^ 




INPUT 




CO-L^^ 

y^ ca-L 


CO- Hy/'^y.:':: 


A1 / 


B1 / 


A2/' 


BZ/ 


x,\/ 


2; 2/ 


C2/ 


j;i/ 


22 y/ 


02^ 


/a3 


/as 


/a* 


/B4 


/t:3 


/e-* 


XC4 


/zi 


/z* 


/c« 


L 


L 


L 




L 


L 


L 


H 


L 


L 


H 


L 


L 




H 


L 


L 




H 


L 


L 


H 


L 




H 


L 


L 




H 


L 


H 


H 


L 




L 


H 


L 




H 


L 


L 


L 


H 




L 


H 


L 




H 


L 


H 


L 


H 




H 


H 


L 




L 


H 


L 


H 


H 




H 


H 


L 




L 


H 


H 


H 


H 




L 


L 


H 




L 


H 


L 


L 


L 


H 


L 


H 


L 




H 


L 


H 


L 


L 


H 


H 


H 


L 




L 


H 


L 


H 


L 


H 


H 


H 


L 




L 


H 


H 


H 


L 


H 


L 


L 


H 




L 


H 


L 


L 


H 


H 


L 


L 


H 




L 


H 


H 


L 


H 


H 


H 


L 


H 




H 


H 


L 


H 


H 


H 


H 


L 


H 




H 


H 


H ' 


H 


H 


H 


L 


H 


H 


H 


H 


H 



D 



H = high level, L = low level 

NOTE: Input conditions at A1, 81, A2, B2, and CO are used to 
determine outputs ^1 and £2 and the value of the internal 
carry C2. The values at C2, A3, B3, A4, and B4 are then 
used to determine outputs ^3, 2^4, and C4. 
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TYPES SN54283, SN54LS283, SN54S283, 

SN74283, SN74LS283, SN74S283 

4-BIT BINARY FULL ADDERS WITH FAST CARRY 



functional block diagram and schematics of inputs and outputs 




'283 



EQUIVALENT OF 
EACH INPUT 




CO input: Rgq = 4 kn NOM 
Any A or B: Rgq = 3.5 kn NOM 



TYPICAL OF ALL 
OUTPUTS 




-VCC 



•OUTPUT 



04 output: R = 100 n NOM 
Any 2: R = 120 n NOM 



•LS283 



EQUIVALENT OF 
EACH INPUT 

Vcc 1 



INPUT -^J4 



CO input: Rgq = 17 kn NOM 
Any A or B: Req = 8.5 kfi NOM 



TYPICAL OF ALL OUTPUTS 




-Vcc 



-OUTPUT 



EQUIVALENT OF 
EACH INPUT 



Vcc 




TYPICAL OF ALL OUTPUTS 

-Vcc 

50 n NOM ' 




-OUTPUT 



absolute maximum ratings over operating fl-ee-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note D ^^ 

Input voltage: '283, 'S283 5.5V 

'LS283 7V 

I nteremltter voltage (see Note 2) 5.5V 

Operating free-air temperature range; SN54283, SN54LS283, SN54S283 -55°Cto125°C 

SN74283, SN74LS283, SN74S283 0°Cto70°C 

Storage temperature range —65 C to 150 C 

NOTES: 1. Voltage values, except interemitter voltage,.are with respect to network ground terminal. 

2. This is the voltage between two emitters of a multiple-emitter transistor. This rating applies for the '283 and 'S283 only between 
the following pairs: A1 and B1, A2 and B2, A3 and B3, A4 and 84. 
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recommended operating conditions 





SN54283 


SIM74283 


UNIT 


MIN NOM MAX 


MIN NOM 


MAX 


Supply Voltage, Vqc 


4.5 5 5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


Any output except C4 


-800 


-800 


mA 


Output C4 


-400 


-400 


Low-level output current, Iql 


Any output except C4 


16 


16 


mA 


Output C4 


8 


8 


Operating free-air temperature, T/^ 


-55 125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS+ 


SN 54283 


SN74283 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = IVllN, 


l| =-12mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, 
ViL = 0.8V, 


V|H = 2V, 
l0H = MAX 


2.4 3.6 


2.4 3.6 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
Iql = MAX 


0.2 


0.4 


0.2 


0.4 


V 


Input current at maximum 
li 

input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.4V 


40 


40 


mA 


l|L 


Low-level Input current 


Vcc = MAX, 


V| = 0.4 V 


-1.6 


-1.6 


mA 


lOS 


Short-circuit 
output currenti 


Any output except C4 


Vcc = MAX 


-20 


-55 


-18 


-55 


mA 


Output C4 


-20 


-70 


-18 


-70 


Ice 




Vcc = MAX, 
Outputs open 


All B low, other 
inputs at 4.5 V 


56 


56 


mA 






All inputs at 
4.5 V 


66 


99 


66 


110 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
^AM typical values are at V^q = 5 V, T^ = 25''c. 
§Only one output should be shorted at a time. 



switching characteristics, VcC = 5 V, Ta 


= 25°C 










PARAMETER^ 


FROM (INPUT) 


TO (OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


*PLH 


CO 


Any S 


CL=15pF, RL = 400n, 
See Note 3 


14 


21 


ns 


«PHL 


12 


21 


tPLH 


Aj or B| 


Si 


16 


24 


ns 


tPHL 


16 


24 


tPLH 


CO 


C4 


Cl=15pF, RL = 780n, 
See Note 3 


9 


14 


ns 


tPHL 


11 


16 


tPLH 


Aj or Bj 


C4 


9 


14 


ns 


tPHL 


11 


16 



tp|_(_| = Propagation delay time, low-to-high-level output 
tpj-iL — Propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS283, SN74LS283 

4-BIT BINARY FULL ADDERS WITH FAST CARRY 



recommended operating conditions 





SN54LS283 


SIM74LS283 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


/iA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS283 


SN74LS283 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -18mA 




-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
'oh = — 400mA 


V|H = 2V, 


ViL = V|L max. 


2.5 3.4 


2.7 


3.4 




V 


Vol 


Low-level output voltage 


Vcc=MIN, 
V|L = V|L max 


V|H = 2V, 


Iql ~ ^ fnA 


0.25 


0.4 




0.25 


0.4 


V 


Iql = 8 mA 






0.35 


0.5 


Input current 

l| at maximum 

input voltage 


Any A or B 


Vcc=MAX, 


V| = 7V 




0.2 


0.2 


mA 


CO 


0.1 


0.1 


<IH 


High-level 
input current 


Any A or B 


Vcc=IVIAX, 


V|=2.7V 




40 


40 


HA 


CO 


20 


20 


"IL 


Low-level 
input current 


Any A or B 


Vcc = MAX, 


V| = 0.4 V 




-0.8 


-0.8 


mA 


CO 


-0.4 


-0.4 


lOS 


Short-circuit output current! 


Vcc='^AX 


-20 


-100 


-20 




-100 


mA 


'cc 


Supply current 


Vcc=IVIAX, 
Outputs open 


All inputs 
grounded 


22 


39 




22 


39 


mA 


All B low, other 
inputs at 4.5 V 


19 


34 




19 


34 






All inputs at 
4.5 V 


19 


34 




19 


34 



1^ For conditions shown as M I N or MAX, use the appropriate value specified under recommended operating conditions. 

I^All typical values are at Vqq = 5 V, T/^ = 25°C. 

SOnly one output should be shorted at a time and duration of the short-circuit should not exceed one second. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM (INPUT) 


TO (OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


CO 


Any L 


Ol=15pF, Ru = 2kn, 
See Note 4 


16 


24 


ns 


tPHL 


15 


24 


tPLH 


A| or Bj 


Si 


15 


24 


ns 


tPHL 


15 


24 


tPLH 


CO 


04 


11 


17 


ns 


«PHL 


11 


22 


tPLH 


Aj or Bj 


04 


11 


17 


ns 


tPHL 


12 


17 



HtpLH —Propagation delay time, low-to-high-level output 
tpi^L = Propagation delay time, high-to-low-level output 
NOTE 4: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54S283, SN74S283 
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REVISED DECEMBER 1980 



recommended operating conditions 







SN54S283 


SN74S283 


UNIT 




MIN 


NOM MAX 


MIN 


NOM MAX 


Supply voltage, Vqc 


4.5 


5 5.5 


4.75 


5 5.25 


V 


High-level output current, Iqh 


Any output except C4 


-1 


-1 


mA 
mA 


Output C4 


-500 


-500 


Low-level output current, Iql 


Any output except C4 


20 


20 


mA 


Output C4 


10 


10 


Operating free-air temperature, T/^ 


-55 


125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN 


TYPf 


MAX 


UNIT 


V|H 


High-level input voltage 






2 


V 


V|L 


Low-level input voltage 






0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| =-18mA 


-1.2 


V 


VOH 


High-level output voltage 


SN54S283 


Vcc = MIN, 


ViH = 2V, 


2.5 


3.4 




V 


SN74S283 


V|L = 0.8V, 


Iqh = MAX 


2.7 


3.4 




Vol 


Low-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V|H = 2V, 
l0L = MAX 


0.5 


V 


Input current at maximum 
l| 

input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


mA 


"IH 


High-level input current 




Vcc = MAX, 


V| = 2.7V 


50 


kA 


"IL 


Low-level input current 




Vcc = MAX, 


V) = 0.5 V 


-2 


mA 


'OS 


Short-circuit 
output current § 


Any output 


except C4 


Vcc = MAX 


-40 




-100 


mA 


Output C4 


-20 




-100 


Ice 






Vcc = MAX, 
Outputs open 


All B low, other 
inputs at 4.5 V 


80 


mA 






All inputs at 
4.5 V 




95 


160 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable device 

type. 
TaII typical values are at Vqc = 5 V, T^ = 25°C. 
SOnly one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 



switching characteristics, Vqq = 5 V, T^ = 25° C 



parameterU 


FROM (INPUT) 


TO (OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


CO 


Any 2 


Cl = 15 pF, Rl = 280 n. 
See Note 3 


11 


18 


ns 


tPHL 


12 


18 


tPLH 


A| or Bj 


Si 


12 


18 


ns 


tPHL 


11.5 


18 


tPLH 


CO 


04 


Cl = 15 pF, Ru = 560 a. 
See Note 3 


6 


11 


ns 


tPHL 


7.5 


11 


tPLH 


Aj or Bj 


C4 


7.5 


12 


ns 


tPHL 


8.5 


12 



HtpLH = Propagation delay time, low- to-high-level output 
tp|^L~ Propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10, 
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TYPES SN54284, SN54285, SN74284, SN74285 
4-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 

BULLETIN NO. DL-S 7211741, MAY 1972-REVISED DECEMBER 1972 



Fast Multiplication of Two Binary Numbers 
8-Bit Product in 40 ns Typical 

Expandable for N-Bit-by-n-Bit Applications: 
16-Bit Product in 70 ns Typical 
32-Bit Product in 103 ns Typical 

Fully Compatible with Most DTL and 
TTL Circuits 

Diode-Clamped Inputs Simplify System 
Design 



description 

These high-speed TTL circuits are designed to be used 
in high-performance parallel multiplication applica- 
tions. When connected as shown in Figure A, these 
circuits perform the positive-logic multiplication of 
two 4-bit binary words. The eight-bit binary product 
is generated with typically only 40 nanoseconds 
delay. 

This basic four-by-four multiplier can be utilized as a 
fundamental building block for implementing larger 
multipliers. For example, the four-by-four building 
blocks can be connected as shown in Figure B to 
generate submultiple partial products. These results 
can then be summed in a Wallace tree, and, as 
illustrated, will produce a 16-bit product for the two 
eight-bit words typically in 70 nanoseconds. 
SN54H183/SN74H183 carry-save adders and 
SN54S181/SN74S181 arithmetic logic units with the 
SN54S182/SN74S182 look-ahead generator are used 
to achieve this high performance. The scheme is 
expandable for implementing N X M bit multipliers. 

schematics of inputs and outputs 



EQUIVALENT OF 
EACH INPUT 




TYPICAL OF 
ALL OUTPUTS 




SN54284 ... J OR W PACKAGE 

SN74284 ... J OR N PACKAGE 

(TOP VIEW) 



WORD ENABLE 
INPUT A 

Vcc 2D ^GA GB^ 



OUTPUTS 



YTN 



5? 



k-/ 



nr[jirijvrijir|ji^^ 



ENABLE Y4 Y5 Y6 



2B 2A ID 1A IB 10 



un 



V 

WORD INPUTS 



J\l 



1A IB 

V 

WORD INPUTS 



/ GND 



positive logic: see description 



SN54285 ... J OR W PACKAGE 

SN74285 . . . J OR N PACKAGE 

(TOP VIEW) 











WORD 


ENABLE OUTPUTS 

A A 








Vcc 2D 


'gA GB "yO Y1 Y2 Y3^ 


1 






16 


. 15 . 


14 


. 13 


12 


11 


10 


. 9 










^ 
















\ 


y 










r- 


2D ENABLE YO Y1 Y2 

2C Y3 

2B 2A ID 1A IB 1C 


— 




III II 


1 


~ 


1 


" 2 


■ 3 


' 4 


5 


■ 6 


■ 7 


" 8 








2C 2B 2A^ 


^ ID 1A IB 1C , 


GND 


1 


V 
WORD INPUTS 


V 
WORD INPUTS 




positive logic: see description 



The SI\I54284 and SN54285 are characterized for 
operation over the full military temperature range of 
-55°C to 125°C; the SN74284 and SN74285 are 
characterized for operation from 0°C to 70°C. 
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TYPES SN54284, SN542S5, SN74284, SN74285 
4-BIT-BY-4-BIT PARALLEL BINARY MULTIPLIERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54' Circuits -55°Cto125°C 

SN74' Circuits 0°C to 70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54284 
SN 54285 


SN74284 
SN74285 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, VoH 


5.5 


5.5 


V 


Low-level output current, Iql 


16 


16 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


"C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSl" 


MIN TYPt MAX 


UNIT 


\/||-| High-level input voltage 




2 


V 


VjL Low-level input voltage 




0.8 


V 


V| Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


IqH High-level output current 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, VoH = 5.5V 


40 


HA 


Vol Low-level output voltage 


Vcc = MIN, 
V,H = 2V, 
V|L = 0.8V 


l0L= 12 mA 


0.4 


V 


'0L= 16 mA 


0.45 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|H High-level input current 


Vcc = MAX, V| = 2.4V 


40 


mA 


1 1 L Low-level input current 


Vcc = MAX, V| = 0.4V 


-1 


mA 


Ice Supply current 


Vcc = MAX, 
Ta= 125°C, 
See Note 2 


SN 54284, SN 54285 
N package only 


99 


mA 


Vcc = MAX, 
See Note 2 


SN 54284, SN 54285 


92 110 


SN74284,SN74285 


92 130 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions for the applicable device 

type. 
Jam typical values are at ^/qc = 5 V, T^ = 25°C. 

NOTE 2: With outputs open and both enable inputs grounded, \qq is measured first by selecting an output product which contains three or 
more high-level bits, then by selecting an output product which contains four low-level bits. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tpLH Propagation delay time, low-to-high-level output from enable 


CL = 30pFtoGND, 

Rli = 300 n to Vcc. 

RL2 = 600ntoGND, 
See Note 3 


20 30 


ns 


tpHL Propagation delay time, high-to-low-level output from enable 


20 30 


tpLj-j Propagation delay time, low-to-high-level output from word inputs 


40 60 


ns 


tpHL Propagation delay time, high-to-low-level output from word inputs 


40 60 



NOTE 3: Load < 



: described above; waveforms are shown on page 3-1 0. 
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SN74290, SN74293. SN74LS290. SN74LS293 

DECADE AND 4-BIT BINARY COUNTERS 

BULLETIN NO. DL-S 761 1833, MARCH 1974-REVISED OCTOBER 1976 



'290, 'LS290 . . . DECADE COUNTERS 
'293, 'LS293 . . . 4-BIT BINARY COUNTERS 

GND and Vgc on Corner Pins 
(Pins? and 14 Respectively) 



description 



The SN54290/SN74290, SN54LS290/SN74LS290, 
SN54293/SN74293, and SN54LS293/SN74LS293 
counters are electrically and functionally identical to 
the SN5490A/SN7490A, SN54LS90/SN74LS90, 
SN5493A/SN7493A, and SN54LS93/SN74LS93, 
respectively. Only the arrangement of the terminals 
has been changed for the '290, 'LS290, '293, and 
'LS293. 

Each of these monolithic counters contains four 
master-slave flip-flops and additional gating to pro- 
vide a divide-by-two counter and a three-stage binary 
counter for which the count cycle length is divide- 
by-five for the '290 and 'LS290 and divide-by-eight 
forthe'293and'LS293. 

All of these counters have a gated zero reset and the 
'290 and 'LS290 also have gated set-to-nine inputs for 
use in BCD nine's complement applications. 

To use the maximum count length (decade or four-bit 
binary) of these counters, the B input is connected to 
the Qa output. The input count pulses are applied to 
input A and the outputs are as described in the 
appropriate function table. A symmetrical divide-by- 
ten count can be obtained from the '290 and 'LS290 
counters by connecting the Q.Q output to the A input 
and applying the input count, to the B input which 
gives a divide-by-ten square wave at output Q/^. 



SN54290, SN54LS290 ... J OR W PACKAGE 

SN74290, SN74LS290 ... J OR N PACKAGE 

(TOP VIEW) 



OUTPUTS 



J^rUlIU¥U17U¥UTU7U 



R0(2) Rodl 



^ 0- 



QA 



R9(l) QD 
R9(2) Qc Qb 



R9(l) NC R9(2l > Qc Qb , NC GND 



positive logic: see function tables 



SN54293, SN54LS293 ... J OR W PACKAGE 
SN74293, SN74LS293 ... J OR N PACKAGE 
(TOP VIEW) 



J^TJ^lJ^TJOi^^U^U^ 



n 



TDTLnzTTinininir 

NO NC NC > Qc Qb / NC GND 



positive logic: see function tables 



NC— No internal connection 
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TYPES SN54290, SN54293, SN54LS290, SN54LS293, 
SN74290, SN74293, SN74LS290, SN74LS293 
DECADE AND 4-BIT BINARY COUNTERS 



'290, 'LS290 

BCD COUNT SEQUENCE 

(See Note A) 



COUNT 


OUTPUT 


Qq Qc Qb Oa 





L L L L 


1 


L L L H 


2 


L L H L 


3 


L L H H 


4 


L H L L 


5 


L H L H 


6 


L H H L 


7 


L H H H 


8 


HULL 


9 


H L L H 



'290,'LS290 

BIQUINARY (5-2) 

(See Note B) 



CGUNT 


OUTPUT 


Qa Qd Oc Qb 





L L L L 


1 


L L L H 


2 


L L H L 


3 


L L H H 


4 


L H L L 


5 


HULL 


6 


H L L H 


7 


H L H L 


8 


H L H H 


9 


H H L L 



'290, 'LS290 
RESET/COUNT FUNCTION TABLE 



RESET 


NPUTS 




OUTPUT 


"0(11 "0(21 


"9111 


"9(2) 


Qd Qc Qb Qa 


H H 


L 


X 


L L L L 


H H 


X 


L 


L L L L 


X X 


H 


H 


H L L H 


X L 


X 


L 


COUNT 


L X 


L 


X 


COUNT 


L X 


X 


L 


COUNT 


X L 


L 


X 


COUNT 



'293, 'LS293 
RESET/COUNT FUNCTION TABLE 



NOTES: A. Output Q^ is connected to input B for BCD count. 

B. Output Qq is connected to input A for bi-quina 
count. 

C. Output Q^ is connected to input B. 

D. H = high level, L = low level, X = irrelevant 



RESET 


NPUTS 


OUTPUT 


"0(11 


"0(2I 


Qd Qc Qb Qa 


H 


H 


L L L L 


L 


X 


COUNT 


X 


L 


COUNT 



'293, 'LS293 

COUNT SEQUENCE 

(See Note C) 



COUNT 


OUTPUT 


Qd 


Qc Qb 


Qa 





L 


L L 


L 


1 


L 


L L 


H 


2 


L 


L H 


L 


3 


L 


L H 


H 


4 


L 


H L 


L 


5 


L 


H L 


H 


6 


L 


H H 


L 


7 


L 


H H 


H 


8 


H 


L L 


L 


9 


H 


L L 


H 


10 


H 


L H 


L 


11 


H 


L H 


H 


12 


H 


H L 


L 


13 


H 


H L 


H 


14 


H 


H H 


L 


15 


H 


H H 


H 



functional block diagrams 

'290, 'LS290 



R9(1) 
R9(2) 



(1) 



'293, 'LS293 



Rod) 

R0(2) 



m r- 




J Q- 


(9) 


(10) 








K 






"^ 








J Q-« 


(5) 


(11) 




>CK 
K 

A 










' 


II 1 














J Q 1 


.-I^ 






K 






•- r 






^ 


S Q H 


(8) 






R 5- 


- 


'^V^^ 




? 




(131 J^ 









■ Qa 



Qb 



(10) 



(11) 



Qc 



J Q 
-o>CK 
K 



.J 



Qd 



Ro(i)-iJ^^ — I — V Y 

D (13) p-* ' 

Ro(2)-^ — ' — I — / 



J Q 
-o>CK 
K 



J Q 
K 



J 



J Q 
'<>t>CK 
K 



(9) 



(5) 



Qa 



Qb 



(4) 



Qc 



(8) 



Qd 



The J and K inputs shown without connection are for reference only and are functionally at a high level. 



7-424 



Texas Instruments 

INCORPORATED 
POST OFFICE BOX 5012 • DALLAS. TEXAS 75222 



TYPES SN54290, SN54293, SN74290, SN74293 
DECADE AND 4-BIT BINARY COUNTERS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 

vcc- 




B ('290) 
B ('293) 



ih 
Req NOM 
2.5 kJi 
1.25 kn 
2.5 kn 
6 kU 



TYPICAL OF ALL OUTPUTS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 5.5 V 

I nteremitter voltage (see Note 2) '. 5.5 V 

Operating free-air temperature range: SN54' Circuits — 55°Cto125°C 

SN74' Circuits • 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTES: 1 . Voltage values, except interemitter voltage, are with respect to network ground terminal, 

2. This is the voltage between two emitters of a multiple-emitter transistor. For these circuits, this rating applies between the two 
Rq inputs, and for the '290 circuit, it also applies between the two Rg inputs. 



recommended operating conditions 





SN54' 


SN74' 


UNIT 


MIN 


NOM MAX 


MIN 


NOM 


MAX 


Supply voltage, Vf;c 


4.5 


5 5.5 


4.75 


5 


5.25 


V 


High-level output current, (qH 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Count frequency, (count 


A input 





32 







32 


MHz 


B input 





16 







16 


Pulse width, t^ 


A input 


15 


15 


ns 


B input 


30 


30 


Reset inputs 


15 


15 


Reset inactive-state setup time, tj^ 


25 


25 


ns 


Operating free-air temperature, T/\ 


-55 


125 







70 


°C 
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DECADE AND 4-BIT BINARY COUNTERS 



REVISED AUGUST 1977 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


•290 


'293 


UNIT 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


Higii-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.8 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Ioh = -800aiA 


2.4 


3.4 




2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 16mAll 




0.2 


0.4 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Any reset 


Vcc = MAX, V| = 2.4V 


40 


40 


/lA 


A input 


80 


80 


B input 


120 


80 


l|L 


Low-level input current 


Any reset 


Vcc = MAX, V| = 0.4V 


-1.6 


-1.6 


mA 


A input 


-3.2 


-3.2 


B input 


-4.8 


-3.2 


Iqs 


Short-circuit output current § 


Vcc = MAX 


SN54' 


-20 




-57 


-20 




-57 


mA 


SN74' 


-18 




-57 


-18 




-57 


Ice 


Supply current 


Vcc = MAX, See Note 3 




29 


42 




26 


39 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

tM\ typical values are at Vqq = 5 V, T/^ = 25°C. 

SNot more than one output should be shorted at a time. 

Ho^ outputs are tested at Iql = 16 mA plus the limit value of I|l for the B input. This permits driving the B input while maintaining full 

fan-out capability. 
NOTE 3: \(^q is measured with all outputs open, both Rg inputs grounded following momentary connection to 4.5 V, and all other inputs 
grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parametero 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


•290 


•293 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


fmax 


A 


Qa 


CL=15pF, 
RL = 400n, 
See Note 4 


32 42 


32 42 


MHz 


B 


Qb 


16 


16 


tPLH 


A 


Qa 


10 


16 


10 


16 


ns 


tPHL 


12 


18 


12 


18 


tPLH 


A 


Qd 


32 


48 


46 


70 


ns 


tPHL 


34 


50 


46 


70 


tPLH 


B 


Qb 


10 


16 


10 


16 


ns 


tPHL 


14 


21 


14 


21 


tPLH 


B 


Qc 


21 


32 


21 


32 


ns 


tPHL 


23 


35 


23 


35 


tPLH 


B 


Qd 


21 


32 


34 


51 


ns 


tPHL 


23 


35 


34 


51 


tpHL 


Set-to-0 


Any 


26 


40 


26 


40 


ns 


tPLH 


Set-to-9 


Qa.Qd 


20 


30 




ns 


tPHL 


Qb.Qq 


26 


40 





*max — maximum count frequency 

tpLH = propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
NOTE 4: Load circuit and voltage waveforms are the same as those shown for the '90A and '93A, page 3-10. 
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TYPES SN54LS290, SN54LS293, SN74LS290, SN74LS293 
DECADE AND 4-BIT BINARY COUNTERS 



REVISED OCTOBER 1976 



schematics of inputs and outputs 



EQUIVALENT OF EACH RESET INPUT EQUIVALENT OF A AND B INPUTS TYPICAL OF ALL OUTPUTS 



'CO 



20 kn NOM 
INPUT . J H i m 



5? V: 




NOMINAL VALUES 
INPUT Ri R2 R3 

A 10 kn 10 kn 10 kn 

B ('LS290) 6.7 kn 6.7 kn 5 kU 
iB (■LS293) 15 kn 15 kn 10 kn 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 5) 7 V 

Input voltage: R inputs 7 V 

A and B inputs 5.5 V 

Operating free-air temperature range: SN54LS290, SN54LS293 -55°Cto125°C 

SN74LS290, SN74LS293 0°C to 70°C 

Storage temperature range —65 C to 150 C 

NOTE 5: Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS' 


SN74LS' 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vqc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-400 


-400 


HA 


Low-level output current, Iql 


4 


8 


mA 


Count frequency, fcount 


A input 





32 





32 


MHz 


B input 





16 





16 


Pulse width, t^ 


A input 


15 


15 


ns 


B input 


30 


30 


Reset inputs 


15 


15 


Reset inactive-state setup time, tsu 


25 


25 


ns 


Operating free-air temperature, T/\ 


-55 


125 





70 


°C 
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TYPES SN54LS290, SN54LS293, SN74LS290, SN74LS293 
DECADE AND 4-BIT BINARY COUNTERS 



REVISED OCTOBER 1976 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TE 






SN54LS' 


SN74LS' 


UNIT 


ST CONDITIONS' 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level Input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc=MIN, 
ViL = ViL max. 


V|H = 2V, 
'oh =-400mA 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = ViL max 


V,H = 2V, 


IOL = 4mAt 


0.25 


0.4 


0.25 


0.4 


V 


l0L= SmAll 




0.35 


0.5 


Input current 

l| at maximum 

input voltage 


Any reset 


Vcc = MAX, 


V| = 7V 


0.1 


0.1 


mA 


A input 


Vcc = MAX, 


V| = 5.5V 


0.2 


0.2 


Bof 'LS290 


0.4 


0.4 


B of ■LS293 


0.2 


0.2 


l|H 


High-level 
input current 


Any reset 


Vcc = MAX, 


V| = 2.7 V 


20 


20 


ma 


A input 


40 


40 


B of ^5290 


80 


80 


B of 'LS293 


40 


40 


'IL 


Low- level 
input current 


Any reset 


Vcc = MAX, 


Vi^ 0.4 V 


-0.4 


-0.4 


mA 


A Input 


-2.4 


-2.4 


B of 'LS290 


-3.2 


-3.2 


B of 'LS293 


-1.6 


-1.6 


'OS 


Short-circuit output current § 


Vcc = MAX 


-20 


-100 


-20 


-100 


mA 


'cc 




Vcc = MAX, 


See Note 3 


•LS290 


9 


15 


9 


15 


mA 






'LS293 


9 


15 


9 


15 



tpor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

TAII tvpical values are at Vqq = 5 V, T/x = 25°C. 

8 Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

Hq^ outputs are tested at specified Iql P^^^ ^^^ limit value of Ijl for the B input. This permits driving the B input while maintaining full 

fan-out capability. 
NOTE 3: \qq is measured with all outputs open, both Rq inputs grounded following momentary connection to 4.5 V, and all other inputs 
grounded. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER*^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'LS290 


'LS293 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


'max 


A 


Qa 


C|_= 15 pF, 

Rl = 2 kn. 

See Note 6 


32 42 


32 42 


MHz 


B 


Qb 


16 


16 


*PLH 


A 


Qa 


10 16 


10 16 


ns 


'phl 


12 18 


12 18 


'plh 


A 


Qd 


32 48 


46 70 


ns 


'PHL 


34 50 


46 70 


«PLH 


B 


Qb 


10 16 


10 16 


ns 


'PHL 


14 21 


14 21 


'PLH 


B 


Qc 


21 32 


21 32 


ns 


'PHL 


23 35 


23 35 


'PLH 


B 


Qd 


21 32 


34 51 


ns 


'PHL 


23 35 


34 51 


'PHL 


Set-to-0 


Any 


26 40 


26 40 


ns 


'PLH 


Set-to-9 


Qa.Qd 


20 30 




ns 


'PHL 


Qb.Qc 


26 40 





*max — maximum count frequency 

tpLi^^ propagation delay time, low to-high level output 
tpni_= propagation delay time, high-to-low-level output 
NOTE 6: Load circuit and voltage waveforms are the same as those shown for the 'LS90 and 'LS93, pages 7-80. 
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TYPES SN54LS295B, SN74LS295B 

4-BIT RIGHT-SHIFT LEFT-SHIFT REGISTERS 

WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 771 1780, OCTOBER 1976-REVISED AUGUST 1977 



'LS295B Offers Three Times the 
Sink-Current Capability of 'LS295A 

Schottky-Diode-Ciamped Transistors 

Low Power Dissipation ... 80 mW Typical 
(Enabled) 

Applications: 
N-Bit Serial-To-Parallel Converter 
N-BIt Parallel-To-Serial Converter 
N-Bit Storage Register 



SN54LS295B ... J OR W PACKAGE 
SN74LS2g5B ... J OR N PACKAGE 
(TOP VIEW) 



op CLOCK CONTROL 



rJ^^U^^TJ^UI^l-J^^JTUTI 



Qa Oa Qc Qd 



SERIAL INPUT 



njJljJljJliJliJliriir 



logic: see function table 



description 

These 4-bit registers feature parallel inputs, parallel 
outputs, and clock, serial, mode, and output control 
inputs. The registers have three modes of operation: 

Parallel (broadside) load 

Shift right (the direction Qa toward Qq) 

Shift left (the direction Qq toward Qa) 
Parallel loading is accomplished by applying the four bits of data and taking the mode control input high. The data is 
loaded into the associated flip-flops and appears at the outputs after the high-to-low transition of the clock input. 
During parallel loading, the entry of serial data is inhibited. 

Shift right is accomplished when the mode control is low; shift left is accomplished when the mode control is high by 
connecting the output of each flip-flop to the parallel input of the previous flip-flop (Qq to input C.etc.) and serial data 
is entered at input D. 

When the output control is high, the normal logic levels of the four outputs are available for driving the loads or bus 
lines. The outputs are disabled independently from the level of the clock by a low logic level at the output control 
input. The outputs then present a high impedance and neither load nor drive the bus line; however, sequential operation 
of the registers fs not affected. 



The SN54LS295B is characterized for operation over the full military temperature range of 
SN74LS295B is characterized for operation from 0°C to 70°C. 

FUNCTION TABLE 



-55 C to 125 C; the 



INPUTS 


OUTPUTS 


MODE 
CONTROL 


CLOCK 


SERIAL 


PARALLEL 


Qa Qb Qc Qp 


A B C D 


H 
H 
H 

L 
L 
L 


H 

4- 

; 

H 

i 
1 


X 
X 
X 
X 

H 

L 


X X X X 
abed 
QQt Qct Got d 
X X X X 
X X X X 
X X X X 


Qao Qbo Qco Qdo 

abed 
QBn QCn QOn d 

Qao Qbo Qco Qdo 

H QAn QBn QCn 
L QAn QBn QCn 


When the output control is low, the outputs are disabled to the high-impedance state; 
however, sequential operation of the registers is not affected. 



fShifting left requires external connection of Qg to A, Q^ to B, and Qq to C. Serial data is 
entered at input D. 

H = high level (steady state), L = low level (steady state), X = irrelevant (any input, including transitions) 

4 = transition from high to low level. 

a, b, c, d = the level of steady-state input at inputs A, B, C, or D, respectively. 

*^A0' ^BO- '^CO' '-'do ~ ^*^® level of Q^, Qg, Qc, or Qq, respectively, before the indicated steady-state input conditions were established. 

'-'An- *^Bn' QCn, "^Dn ~ *^^ \eve\ of Q^, Qg, Qc. or Qq, respectively, before the most-recent i transition of the clock. 

See explanation of function tables on page 3-8. 
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TYPES SN54LS295B, SN74LS295B 

4-BIT RIGHT-SHIFT LEFT-SHIFT REGISTERS 

WITH 3-STATE OUTPUTS 



REVISED DECEMBER 1980 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS295B -BS^C to 125°C 

SN74LS295B 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS295B 


SN74LS295B 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-1 


-2.6 


mA 


Lov\^level output current, Iql 


12 


24 


mA 


Clock frequency, fdock 


30 


30 


MHz 


Width of clock pulse, tvv(clock) 


16 


16 


ns 


Setup time, high-level or low-level data, tju 


20 


20 


ns 


Hold time, high-level or low-level data, th 


20 


20 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS2g5B 


SN74LS295B 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lnnax, Iqh ~ MAX 


2.4 3.4 


2.4 3.1 


V 


Vql Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max 


Iql = 12 mA 


0.25 0.4 


0.25 0.4 


V 


IOL = 24mA 




0.35 0.5 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, ViL = V|Lmax, 
Vq = 2.7 V, 


20 


20 


mA 


Off-state outpu:t current, 

'OZL 

low-level voltage applied 


Vcc = MAX, V|H = 2V, 
Vo = 0.4V 


-20 


-r20 


mA 


Input current at 
l| 

maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


l|(-l High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


/uA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output current § 


Vcc = MAX 


-30 -130 


-30 -130 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


Condition A 


20 29 


20 29 


mA 


Condition B 


22 33 


22 33 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
JaII typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time,and duration of the short-circuit should not exceed one second. 

NOTE 2: \qq is measured with the outputs open, the serial input and mode control at 4.5 V, and the data inputs grounded under the following 
conditions: 

A. Output control at 4.5 V and a momentary 3 V, then ground, applied to clock input. 

B. Output control and clock input grounded. 
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TYPES SN54LS295B SN74LS295B 

4-BIT RIGHT-SHIFT LEFT-SHIFT REGISTERS 

WITH 3-STATE OUTPUTS 



REVISED AUGUST 1977 



switching characteristics, Vqq = 5 V, Ty^ = 25 C, Rl = 667 fi 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


^max Maximum clock frequency 


Cl = 45pF, 
See Note 3 


30 45 


MHz 


tpLH Propagation delay time, low-to-high-level output 


14 20 


ns 


tpHL Propagation delay time, high-to-low-level output 


19 30 


ns 


tPZH Output enable time to high level 


18 26 


ns 


tpZL Output enable time to low level 


20 30 


ns 


tPHZ Output disable time from high level 


Cl=5pF, 
See Note 3 


13 20 


ns 


tPLZ Output disable time from low level 


13 20 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-1 1. 



functional block diagram 



MODE (61 r 
CONTROL ■ 
SERIAL (II 
INPUT 



OUTPUT (8) f^ 
CONTROL [^ 




s Q-i-[>-|''^ — s Q-*{>-|^^ — s Q-^>- 



Qc 



(10) 

_QDy 



schematics of inputs and outputs 



EQUIVALENT OF SERIAL 
AND DATA INPUTS 



^«- 






Serial: Rgq = 30 kfl NOM 
A, B,C, D: Req = 20knNOM 



EQUIVALENT OF CLOCK, 

MODE CONTROL, AND 
OUTPUT CONTROL INPUTS 



T«- 



TYPICAL OF ALL OUTPUTS 
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TTL TYPES SN54298, SN54LS298, SN74298, SN74LS298 

MSI QUADRUPLE 2-INPUT MULTIPLEXERS WITH STORAGE 

BULLETIN NO. DL-S 7611747, MARCH 1974-REVISED OCTOBER 1976 



Selects One of Two 4-Bit Data Sources 
and Stores Data Synchronously with 
System Clock 

Applications: 
Dual Source for Operands and Constants 
in Arithmetic Processor; Can Release 
Processor Register Files for Acquiring New 
Data 

Implement Separate Registers Capable of 
Parallel Exchange of Contents Yet Retain 
External Load Capability 

Universal Type Register for Implementing 
Various Shift Patterns; Even Has Compound 
Left-Right Capabilities 



description 



These monolithic quadruple two-input multiplexers 
with storage provide essentially the equivalent 
functional capabilities of two separate MSI functions 
(SN54157/SN74157 or SN54LS157/SN74LS157and 
SN54175/SN74175 or SN54LS175/SN74LS175) in a 
single 16-pin package. 

When the word-select input is low, word 1 (A1, B1, 
CI, D1) is applies to the flip-flops. A high input to 
word select will cause the selection of word 2 (A2, 
B2, C2, D2). The selected word is clocked to the 
output terminals ori the negative-going edge of the 
clock pulse. 

Typical power dissipation is 195 milliwatts for the 
'298 and 65 milliwatts for the 'LS298. SN54298 
and SN54LS298 are characterized for operation over 
the full military temperature range of -55°C to 
125°C; SN74298 and SN74LS298 are characterized 
for operation from 0°C to 70°C. 

FUNCTION TABLE 



INPUTS 


OUTPUTS 


WORD 

CLOCK 
.SELECT 


Qa Ob °c °d 


L i 
H ; 
X H 


a1 b1 c1 d1 
a2 b2 c2 d2 

Qao Qbo Qco Qdo 



H = high level (steady state) 

L = low level (steady state) 

X = irrelevant (any input, including transitions) 

I = transition from high to low level 

a1, a2, etc. = the level of steady-state input at A1, A2, etc. 

QaO> ^BO' ^*'^- ~ ^*^^ \e\ie\ of Q/^, QB' ^^^- entered on the 

most-recent i transition of the clock input. 



SN542g8, SN54LS298 ... J OR W PACKAGE 

SN74298, SN74LS298 ... J OR N PACKAGE 

(TOP VIEW) 



OUTPUTS 
A 



DATA 
WORD INPUT 



vcc Qa Qb oc Qd clockselect ci 





16 


15 . 


14 . 


. 13 . 


12 


11 


10 . 


. 


i 


— 1 
























r- 


Qa Qb Qc Qd ^^ vvs 

B2 CI 
A2 A1 B1 C2 D2 D1 


- 






















1 




_ 


I ■ 


3 


■ 4 




5 


■ 6 


7 


" 


J 





82 A2 A1 B1 02 D2 D1 , GND 



V 

DATA INPUTS 



logic: see function table 



functional block diagram 




— <i> . . . Dynamic input activated by a transition from a high level 
to a low level 
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TYPES SN54298, SN54LS298, SN74298, SN74LS298 
QUADRUPLE 2-INPUT MULTIPLEXERS WITH STORAGE 



REVISED OCTOBER 1976 



schematics of inputs and outputs 







298 






EQUIVALENT OF EACH INPUT 




T 






;• R 


eq 


INPUT — a 


1 ' 


^ \ 


k.„ i 


►— 


A 


I 




! 
3 


r 
I 






/3 


7 


Clock 


Req 


= 4 kn NOM 


All other inputs 


f'eq 


= 6 kn NOM 



TYPICAL OF ALL OUTPUTS 




'LS29B 



EQUIVALENT OF DATA INPUTS 



INPUT ♦ J i • ♦— 



3[ 
V. 



EQUIVALENT OF OTHER INPUTS 



vcc- 



PUT f j^ i f- 



y. 



TYPICAL OF ALL OUTPUTS 

'cc 
120 n NOM '' 
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TYPES SN54298, SN74298 

QUADRUPLE 2-INPUT MULTIPLEXERS WITH STORAGE 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54298 -55°Cto125°C 

SN74298 0°Cto70°C 

Storage temperature —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54298 


SIM74298 


UNIT 


MIN NOM 


MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


-800 


-800 


f^A 


Low-level output current, Iql 


16 


16 


mA 


Width of clock pulse, high or low level, t,^ 


20 


20 


ns 


Setup time, tsu 


Data 


15 


15 


ns 


Word select 


25 


25 


Hoici time, th 


Data 


5 


5 


ns 


Word select 








Operating free-air temperature, T/^ 


-55 


125 


70 


°C 



electrical characteristics over recommended operating free-air temperatu 


re range (unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


MIN TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 




2 


V 


V|L 


Low-level input voltage 




0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -12mA 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, Ioh = -800mA 


2.4 3.2 


V 


Vol 


Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loL = 16mA 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5 V 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


HA 


l|L 


Low-level input current 


Vcc = MAX, V| =0.4 V 


-1.6 


mA 


Iqs 


Short-circuit output current? 


Vcc = MAX 


SN 54298 


-20 


-57 


mA 


SN 74298 


-18 


-57 


Ice 


Supply current 


Vcc = MAX, See Note 2 


39 


65 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
I^AII typical values are at V^c = 5 V, T^ = 25°C. 
SNot more than one output should be shorted at a time. 
NOTE 2: With all outputs open and all inputs except clock 
the clock input. 



'CC '^ measured after applying a momentary 4.5 V, followed by ground, to 



switching characteristics, Vcc = 5 V, Ta = 25'' C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tpLH Propagation delay time, low-to-high-level output 


CL=15pF, RL = 400n, 
See Note 3 


18 27 


ns 


tpHL Propagation delay time, high-to-low-level output 


21 32 



NOTE 3: Load circuit and waveforms are shown on page 3-10. 
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TYPES SN54LS298, SN74LS298 
QUADRUPLE 2-INPUT MULTIPLEXERS WITH STORAGE 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 1 ) 

Input voltage 

Operating free-air temperature range: SN54LS298 

SN74LS298 



. . . . 7V 

. . . . 7V 

-55°Cto125°C 

0°C to 70°C 



Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 







SN54LS298 


SN74LS298 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


WicJth of clock pulse, high or low level, t^^ 


20 


20 


ns 


Setup time, tju 


Data 


15 


15 


ns 


Word select 


25 


25 


Hold time, th 


Data 


5 


5 


ns 


Word select 








Operating free-air temperature, T/\ 


-55 125 


70 


°C 



electrical characteristics over 



recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TE£ 






SN54LS298 


SN74LS298 


UNIT 




MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


VlL 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc='VIIN, 


l|=-18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = IV"N, 
\/|L= V|L rnax. 


V|H = 2V, 
IOH = -400mA 


2.5 3.4 


2.7 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = IVIIN, 
V|L = V|L max 


V|H = 2V, 


IqL"^ 4 mA 


0.25 


0.4 




0.25 


0.4 


V 


Iql = 8 mA 






0.35 


0.5 


Input current at 
li 

maximum input voltage 


Vcc = IVIAX, 


V| = 7 V 


0.1 


0.1 


mA 


l|H 


High-level input current 


Vcc = '^AX, 


V| = 2.7 V 


20 


20 


ma 


l|L 


Low-level input current 


Vcc = 'VlAX, 


V| = 0.4 V 


-0.4 


-0.4 


mA 


'OS 


Short-circuit output current § 


Vcc = MAX 


-20 


-100 


-20 




-100 


mA 


'cc 


Supply current 


Vcc='VlAX, 


See Note 2 


13 


21 




13 


21 


mA 



'''For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at Vq^ = 5 V, T^ = 25°C. 

§ Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: With all outputs open and all inputs except clock low, Iqq is measured after applying a momentary 4.5 V, followed by ground, to 

the clock input. 



switching characteristics, Vcc = 5 V, Ta = 25° C 












PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


tpLH Propagation delay time, low-to-high-level output 


CL=15pF, RL = 2kn, 
See Note 4 




18 


27 


ns 


tpHL Propagation delay time, high-to-low-level output 




21 


32 



NOTE 4: Load circuit and waveforms are shown on page 3-1 1. 
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TYPES SN54298, SN54LS298, SN74298, SN74LS298 
QUADRUPLE 2-INPUT MULTIPLEXERS WITH STORAGE 



TYPICAL APPLICATION DATA 

This versatile multiplexer/register can be connected to operate as a shift register that can shift N-places in a single 
clock pulse. 

The following figure illustrates a BCD shift register that will shift an entire 4-bit BCD digit in one clock pulse. 

r 



CLOCK 



PARALLEL LOAD 

A 



A1 WS 

A2 

81 '298 

R2 "^ 
^^ 'LS298 

CI REG 

C2 ■■ Qc^- 

D1 

D2 Ck' °D 



t 



Qa 



A1 WS 
A2 

81 '298 

or Qb 
B2 'LS298 
CI REG 

2 Or 1—1 



D2 CK °d[i 



DIGIT 1 



DIGIT 2 



"■ A1 WS 



Qa 



A2 




R1 


'298 




or Qb 




LS298 


CI 


REG 


C2 


3 Qc 


D1 





02_CK 



Qd 



WORD SELECT 



DIGIT 3 



When the word-select input is high and the registers are clocked, the contents of register 1 is transferred (shifted) to 
register 2 and etc. In effect, the'BCD digits are shifted one position. In addition, this application retains a parallel-load 
capability which means that new BCD data can be entered in the entire register with one clock pulse. This arrangement 
can be modified to perform the shifting of binary data for any number of bit locations. 

Another function that can be implemented with the '298 or 'LS298 is a register that can be designed specifically for 
supporting multiplier or division operations. The example below is a one pi ace/ two-place shift register. 



'181,'LS181,or 'S181 

(ALU) 

FO F1 F2 F3 



CLOCK 



A1 A2 81 82 CI C2 D1 D2 
rCJ>CK '298or'LS29B WS 

Qa Qb Qc Qd 



'181,'LS181,or 'S181 

(ALU) 

FO F1 F2 F3 




A1 A2 81 82 CI C2 D1 D2 
>CK '298or'LS298 WS 

Qa Qb Qc Qp 



WORD 
'SELECT 



When word select is low and the register is clocked, the outputs of the arithmetic/logic units (ALU's) are shifted one 
place. When word select is high and the registers are clocked, the data is shifted two places. 
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HL TYPES SN54LS299. SN54S299, SN74LS299, SI\I74S299 

LSI 8-BIT UNIVERSAL SHIFT/STORAGE REGISTERS 

BULLETIN NO. DL-S 12115, MARCH 1974-REVISED DECEMBER 1980 



Multiplexed Inputs/Outputs Provide 
Improved Bit Density 

Four Modes of Operation: 
Hold (Store) Shift Left 
Shift Right Load Data 

Operates with Outputs Enabled or at High Z 

3-State Outputs Drive Bus Lines Directly 

Can Be Cascaded for N-Bit Word Lengths 

SIM54LS323 and SN74LS323 Are Similar 
But Have Synchronous Clear 

Applications: 

Stacked or Push-Down Registers 
Buffer Storage, and 
Accumulator Registers 



SN54LS299, SN54S299 ... J PACKAGE 

SN74LS299, SN74S299 ... J OR N PACKAGE 

(TOP VIEW) 





GUARANTEED 


TYPICAL 


TYPE 


SHIFT (CLOCK) 


POWER 




FREQUENCY 


DISSIPATION 


LS299 


25 MHz 


175 mW 


S299 


50 MHz 


700 mW 



SHIFT , SHIFT 

LEFT 1 RIGHT 

vcc SI SL Qh' h/Qh f/of d/Qd b/qb clock SR 



J^^U^IJJTU^lJsUiru^^ 




SO 61 62 g/qq e/Qe c/Oc a/Qa Qa' clear gnd 



logic: see description and function table 



description 

These Schottky'l' TTL eight-bit universal registers feature multiplexed inputs/outputs to achieve full eight-bit data 
handling in a single 20-pin package. Two function-select inputs and two output-control inputs can be used to choose 
the modes of operation listed in the function table. 

Synchronous parallel loading is accomplished by taking both function-select lines, SO and SI, high. This places the 
three-state outputs in a high-impedance state, which permits data that is applied on the input/output lines to be clocked 
into the register. Reading out of the register can be accomplished while the outputs are enabled in any mode. A direct 
overriding input is provided to clear the register whether the outputs are enabled or off. 

FUNCTION TABLE 



MODE 


INPUTS 


INPUTS/OUTPUTS 


OUTPUTS 


CLEAR 


FUNCTION 
SELECT 


OUTPUT 
CONTROL 


CLOCK 


SERIAL 
SL SR 


A/Qa B/Qb C/Qc D/Qd E/Qe 


F/Qp G/Qq H/Qh 


Qa- Qh- 


81 SO 


Git G2t 


Clear 


L 
L 
L 


X L 

L X 
H H 


L L 
L L 
X X 


t 
t 
t 


X X 
X X 
X X 


L 
L 
X 


L 
L 
X 


L L L 
L L L 
XXX 


L 
L 
X 


L 
L 
X 


L 
L 
X 


L L 
L L 
L L 


Hold 


H 
H 


L L 
X X 


L L 
L L 


X 

L 


X X 
X X 


Qao 
Qao 


Qbo 
Qbo 


Qco Qdo Qeo 
Qco Qdo Qeo 


Qfo 
Qpo 


Qgo 
Qgo 


Qho 
Qho 


Qao Qho 
Qao Qho 


Shift Right 


H 
H 


L H 
L H 


L L 
L L 


t 
t 


X H 
X L 


H 

L 


QAn 
QAn 


QBn Qcn QDn 
QBn QCn QDn 


QEn 
QEn 


Qpn 
Qpn 


QGn 
QGn 


H QGn 
L QGn 


Shift Left 


H 
H 


H L 
H L 


L L 
L L 


t 
t 


H X 
L X 


QSn 
QBn 


QCn 
QCn 


QDn QEh QPn 
QDn QEn Qpn 


QGn 
QGn 


QHn 
QHn 


h 

L 


QBn H 
QBn L 


Load 


H 


H H 


X X 


1 


X X 


a 


b 


c d e 


f 


g 


h 


a h 


^When on 
sequentia 


e or bot 
1 operatic 


h output cor 
>n or clearing 


trols are hig 
of the registe 


h the eig 
r is not a 


ht Input/o 
fected. 


utput 


erminals are disabled to the 


high-i 


mpedance state; however. 



a . . . h = the level of the steady-state input at inputs A through H, respectively. These data are loaded into the flip-flops while the flip-flop 
outputs are isolated from the input/output terminals. See explanation of function tables on page 3-8. 



Copyright © 1980 by Texas Instruments Incorporated 



< 
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TYPES SN54LS299, SN54S299, SN74LS299, SN74S2g9 
8-BIT UNIVERSAL SHIFT/STORAGE REGISTERS 

functional block diagram 



^-^- j-O-^ 










&-i 



ttt:^ 



A 



t^~^r^i 



z-r-" 



4i:-t" 



:-^" 



:^: 



4^:^" 



^[-r: 



i'^i 
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TYPES SN54LS299, SN74LS299 
8-BIT UNIVERSAL SHIFT/STORAGE REGISTERS 



REVISED DECEMBER 1980 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



vcc 



INPUT_H»-4 — r- 



Rp 



SO, SI: Rgq= 9 kn NOM 
All other inputs: Rgq^ ^^ ^^ ^'-'^ 



typical of outputs 
Qa thru Oh 



100 n NOM 




TYPICAL OF OUTPUTS 
Qa' thru Qh' 

1 Vcc 

120 n nom' 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Off-state output voltage 5.5 v 

Operating free-air temperature range: SN54LS299 -55°Cto125°C 

SN74LS299 0°C to 70°C 

Storage temperature — 65°Cto150°C 

note 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 







SN54LS2g9 


SN74LS299 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


Qa thru Qh 


-1 


-2.6 


mA 


Qa' or Qh- 


-0.4 


-0.4 


Low-level output current, Iql 


Qa thru Qh 


12 


24 


mA 


Qa' or Qh' 


4 


8 


Clock frequency, fdock 


25 


25 


MHz 


Width of clock pulse, tw(clock) 


Clock high 


30 


30 


ns 


Clock low 


10 


10 


Width of clear pulse, t^{c\ear) 


Clear low 


20 


20 


ns 


Setup time, tj^ 


Select 


35t 


35t 


ns 


High-level dataO 


20t 


20t 


Low-level data<> 


20t 


20t 


Clear inactive-state 


20 1 


20t 


Hold tinne, tf, 


Select 


lot 


lot 


ns 


DataO 


Ot 


Ot 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



-^Data includes the two serial Inputs and the eight input/output data lines. 
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TYPES SN54LS299, SN74LS299 

8-BIT UNIVERSAL SHIFT/STORAGE REGISTERS 



REVISED DECEMBER 1980 



electrical characteristics over recommended operating free- 


air temperature range 


(unless Otherwise noted) 


PARAMETER 


TESTCONDITIOIMS^ 


SN54LS299 


SN74LS299 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Qa thru Qh 


Vcc = MIN, 
V|L = V||_max, 


V,H=2V, 
Iqh = MAX 


2.4 3.2 


2.4 


3.1 




V 


Qa' or Oh' 


2.5 3.4 


2.7 


3.4 




Vol 


Low-level output voltage 


Qa thru Qh 


Vcc = MIN, 
V,H = 2V, 
V|L = V|Lmax 


l0L = 12 mA 


0.25 


0.4 




0.25 


0.4 


V 


'0L = 24 mA 






0.35 


0.5 


Qa' or Qh' 


iql ~ ^ "^^ 


0.25 


0.4 




0.25 


0.4 


IOL = 8mA 






0.35 


0.5 


Iqzh 


Off -state output current, 
high-level voltage applied 


Qa thru Qh 


Vcc = MAX, 
Vq = 2.7 V 


V|H = 2V, 


40 


40 


HA 


'OZL 


Off-state output current, 
low-level voltage applied 


Qa thru Qh 


Vcc = MAX, 
Vq = 0.4 V 


V,H=2V, 


-400 


-400 


HA 


Input current at maximunn 
l| 

Input voltage 


SO, 31 


V^^ = MAX 


V| = 7 V 


200 


200 


mA 


A thru H 


V| = 5.5V 


100 


100 


Any other 


V|=7V 


100 


100 


l|H 


High-level input current 


A thru H,S0,S1 


Vcc = MAX, 


V| = 2.7 V 


40 


40 


HA 


Any other 


20 


20 


l|L 


Low-level input current 


SO, SI 


Vcc = MAX, 


V| = 0.4 V 


-0.8 


-0.8 


mA 


Any other 


-0.4 


-0.4 


"OS 


Short-circuit output current § 


Qa thru Qh 


Vcc = MAX 


-30 


-130 


-30 




-130 


mA 


Qa' or Qh- 


-20 


-100 


-20 




-100 


Ice 


Supply current 




Vcc = MAX 


33 


53 




33 


53 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at V^c = 5 V, Ta = 25° C. 

SNot more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 

switching characteristics, Vcc = 5 V, Ta = 25°C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax 






See Note 2 


25 35 


MHz 


tPLH 


Clocl< 


Qa' or Qh' 


Cl = 15pF, RL = 2 1<n, 
See Note 2 


22 33 


ns 
ns 


tPHL 


26 39 


tPHL 


Clear 


Qa' or Qh' 


27 40 


tPLH 


Clock 


Qa thru Qh 


Cl = 45pF, RL = 665n, 
See Note 2 


17 25 


ns 


tPHL 


26 39 


tPHL 


Clear 


Qa thru Qh 


26 40 


ns 


tPZH 


G1,G2 


Qa thru Qh 


13 21 


ns 


tPZL 


19 30 


tPHZ 


G1,G2 


Qa thru Qh 


Cl = 5pF, RL = 665n, 
See Note 2 


10 15 


ns 


tPLZ 


10 15 



" *max = maximum clock frequency 

tPLH ^ propagation delay time, low-to-high-level output. 

tpHL — propagation delay time, high-to-low-level output 

tp2H —output enable time to high level 

tp2i_ — output enable time to low level 

tpHZ — output disable time from high level 

tpL2 = output disable time from low level 
NOTE 2: For testing fmax> ^" outputs are loaded simultaneously, each with C\_ and R|_ as specified for the propagation times. See load 
circuits and waveforms on page 3-1 1. 
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TYPES SN54S299, SN74S299 
8-BIT UNIVERSAL SHIFT/STORAGE REGISTERS 



schematics of inputs and outputs 



EQUIVALENT OF CLOCK AND 
CLEAR INPUTS 




Clock: Req = 2.8 kfi NOM 
Clear: Re_ = 3.5 kfJ NOM 



EQUIVALENT OF G1 
AND G2 INPUTS 




EQUIVALENT OF A THRU H^, SO, SI, 
SHIFT RIGHT, AND SHIFT LEFT INPUTS 




^When 3-state outputs are disabled. 



TYPICAL OF OUTPUTS 
QaTHRUQh 




TYPICAL OF OUTPUTS 
Qa' and Qh' 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54S299 (see Note 2) -55°Cto125°C 

SN74S299 0°C to 70°C 

Storage temperature -65°Cto150°C 

NOTES 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





SN54S2g9 


SN74S299 


UNIT 


MIN NOM 


MAX 


MIN NOM 


MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


Qa thru Qh 


-2 


-6.5 


mA 


Qa' or Qh' 


-0.5 


-0.5 


Low-level output current, Iql 


Qa thru Qh 


20 


20 


mA 


Qa' or Qh- 


6 


6 


Clock frequency, fdock 





50 





50 


MHz 


Width of clock pulse, tw(clock) 


Clock high 


10 


10 


ns 


ClOQk low 


10 


10 


Width of clear pulse, t,^(clear) 


Clear low 


10 


10 


ns 


Setup time, tju 


Select 


15t 


15t 


ns 


High-level dataO 


7t 


7t 


Low-level data^ 


5t 


5t 


Clear inactive-state 


lot 


lot 


Hold time, th 


Select 


5t 


5t 


ns 


Data^ 


5t 


5t 


Operating free-air temperature, T/\ 


-55 


125 





70 


°C 



-^Data includes the two serial inputs and the eight input/output data lines. 
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TYPES SN54S299, SN74S299 

8-BIT UNIVERSAL SHIFT/STORAGE REGISTERS 



REVISED DECEMBER 1980 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clannp voltage 


Vcc = MIN, l| = -18mA 


-1.2 


V 


Vqh High-level output voltage 


Qa thru Qh 


Vcc = MIN, V|H=2V, 
V(L = 0.8V, l0H=MAX 


2.4 3.2 


V 


Qa' or Qh' 


2.7 3.4 


Vol Low-level output voltage 


Vcc = MIN, V|H=2V, 
Vm = 0.8V, l0L = MAX 


0.5 


V 


Off-state output current, 
high-level voltage applied 


Qa thru Qh 


Vcc = MAX, V|H = 2V, 
Vo = 2.4 V 


100 


HA 


Off-state output current, 

IqzL 

low-level voltage applied 


Qa thru Qh 


Vcc = MAX, V|H=2V, 
Vq = 0.5 V 


-250 


*iA 


1 1 Input current at maximum Input voltage 


Vcc = MAX, V| = 5.5 V 


1 


mA 


llH High-level input current 


A thru H, SO, SI 


Vcc = MAX, V| = 2.7 V 


100 


/iA 


Any other 


50 


l|L Low-level input current 


Clock or clear 


Vcc = MAX, V| = 0.5 V 


-2 


mA 


SO, SI 


-400 


HA 


Any other 


-250 


uA 


IqS Short-circuit output current§ 


Qa thru Qh 


Vcc = MAX 


-40 -100 


mA 


Qa- or Qh' 


-20 -100 


'CC Supply current 


Vcc = MAX 


140 225 


mA 



For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
+ AII typical values are at Vqq = 5 V, T^ = 25°C. 
S Not more than one output should bo shorted at a time and duration of the short-circuit should not exceed one second. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


^max 






See Note 2 


50 70 


MHz 


tPLH 


Clock 


Qa' or Qh' 


Cl = 15pF, RL=1kn, 
See Note 2 


12 20 


ns 


tPHL 


13 20 


tPHL 


Clear 


Qa' or Qh- 


14 21 


ns 


tPLH 


Clock 


Qa thru Qh 


CL = 45pF, RL = 280n, 
See Note 2 


15 21 


ns 


tPHL 


15 21 


tPHL 


Clear 


Qa thru Qh 


16 24 


ns 


tPZH 


G1,G2 


Qa thru Qh 


10 18 


ns 


tPZL 


12 18 


tPHZ 


G1,G2 


Qa thru Qh 


Cl = 5pF, RL = i280n, 
See Note 3 


7 12 


ns 


tPLZ 


7 12 



fmax ^ maximum clock frequency 

tpLH —propagation delay time, low-to-high-level output. 
tpHL = propagation delay time, high-to-low-level output 
tp2H — output enable time to high level 
tp2L — output enable time to low level 
tpHZ = output disable time from high level 
tp|_2 — output disable time from low level 
NOTE 3: For testing fmax- 8" outputs are loaded simultaneously, each with Cl and Rl as specified for the propagation times. See load 
circuits and waveforms on page 3-10. 
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TYPES SN54LS323, SN74LS323 
8-BIT UNIVERSAL SHIFT/STORAGE REGISTERS 

BULLETIN NO. DL-S 12462, OCTOBER 1976 - REVISED DECEMBER 1980 



Multiplexed Inputs/Outputs Provide 
Improved Bit Density 

Four Modes of Operation: 
Hold (Store) Shift Left 

Shift Right Load Data 

Operates with Outputs Enabled or at High Z 

3-State Outputs Drive Bus Lines Directly 

Can Be Cascaded for N-Bit Word Lengths 

Typical Power Dissipation ... 175 mW 

Guaranteed Shift (Clock) Frequency ... 25 MHz 

Applications: 
Stacked or Push-Down Registers, 
Buffer Storage, and 
Accumulator Registers 

SIM54LS29g and SN74LS2gg Are Similar 
But Have Direct Overriding Clear 



SN54LS323 ... J PACKAGE 

SN74LS323 ... J OR N PACKAGE 

(TOP VIEW) 



description 



SHIFT 
LEFT 
Vcc SI SL Oh' H/Qh F/Of D/Qd 



SHIFT 
RIGHT 
CLOCK SR 



J^i^J^^U^inJ^lJ^^^ 



SI SL Qh' H/Qh F/Qf D/Od 



g/qq e/qe c/Qc a/qa Oa' clear 



2 



so 5i E2 g/qg e/qe c/Oc a/qa Qa' clear gnd 



logic: see description and function table 



These Low-Power Schottkyt eight-bit universal registers feature multiplexed inputs/outputs to achieve full eight-bit data 
handling in a single 20-pin package. Two function-select inputs and two output-control inputs can be used to choose 
the modes of operation listed in the function table. Synchronous parallel loading is accomplished by taking both 
function-select lines, SO and S1 , high. This places the three-state outputs in a high-impedance state, which permits data 
that is applied on the input/output lines to be clocked into the register. Reading out of the register can be accomplished 
while the outputs are enabled in any mode. The clear function is synchronous, and a low level at the clear input clears 
the register on the next low-to-high transition of the clock. 

FUNCTION TABLE 



MODE 


INPUTS 


INPUTS/OUTPUTS 


OUTPUTS 1 


CLEAR 


FUNCTION 
SELECT 


OUTPUT 
CONTROL 


CLOCK 


SERIAL 
SL SR 


A/Qa B/Qb 


C/Qc D/Qd E/Qe 


F/Qp G/Qg H/Qh 


Qa- 


Qh- 


SI SO 


Git G2t 


Clear 


L 
L 
L 


X L 
L X 

H H 


L L 
L L 
X X 


t 

t 
t 


X X 
X X 
X X 


L L 
L L 
X X 


L L L 
L L L 
XXX 


L 
L 
X 


L 
L 
X 


L 

L 
X 


L 
L 
L 


L 
L 
L 


Hold 


H 
H 


L L 
X X 


L L 
L L 


X 

L 


X X 
X X 


Qao Qbo 
Qao Qbo 


Qco Qdo Qeo 
Qco Qdo Qeo 


Qfo 
Qfo 


Qgo 
Qgo 


Qho 
Qho 


Qao 
Qao 


Qho 
Qho 


Shift Right 


H 

H 


L H 
L H 


L L 
L L 


t 
t 


X H 
X L 


H QAn 
L QAn 


QBn QCn QOn 
QBn QCn QOn 


QEn 
QEn 


Qpn 
Qpn 


QGn 
QGn 


H 

L 


QGn 
QGn 


Shift Left 


H 
H 


H L 
H L 


L L 
L L 


t 
t 


H X 
L X 


QBn QCn 
QBn QCn 


QOn QEn Qpn 
QDn QEn Qpn 


QGn 
QGn 


QHn 
QHh 


H 

L 


QBn 
QBn 


H 

L 


Load 


H 


H H 


X X 


t 


X X 


a b 


c d e 


f 


g 


h 


a 


h 


^When on 
sequentia 


e or bot 
1 operatic 


h output cor 
)n or clearing 


trols are hig 
of the registe 


h the eig 
r is not a 


ht input/o 
fected. 


utput terminals are disabled to the 


high-i 


mpedance state; however. 



a . . . h = the level of the steady-state input at inputs A through H, respectively. These data are loaded into the flip-flops while the flip-flop 
outputs are isolated from the input/output terminals. See explanation of function tables on page 3-8., 

schematics of inputs and outputs, absolute maximum ratings, recommended operating conditions, and 
electrical characteristics 



Same as SN54LS299 and SN74LS299, see page 7-439. 
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TYPES SN54LS323, SN74LS323 

8-BIT UNIVERSAL SHIFT/STORAGE REGISTERS 



REVISED DECEMBER 1980 



functional block diagram 



OUTPUT 
CONTROLS 1 G2- 




SHIFT 

(18)_ LEFT 

SERIAL 

INPUT 



switching characteristics, Vcc = 5 V, Ta = 25° C 



INPUTS/OUTPUTS NOT SHOWN: 
161 C/Oc (5) E/Qg 

(MID/Oq (15) F/Qp 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


fmax 






See Note 1 


25 35 


MHz 


tPLH 


Clock 


Qa' or Qh' 


Cl = 15pF, RL = 2kf2, 
See Note 1 


22 33 


ns 


tPHL 


26 39 


tPLH 


Clock 


Q/\ thru Qh 


Cl = 45pF, RL = 665f2, 
See Note 1 


17 25 


ns 


tPHL 


25 39 


tPZH 


G1,G2 


Q/\ thru Qh 


14 21 


ns 


tPZL 


20 30 


tPHZ 


G1,G2 


Qa thru Qh 


CL = 5pF, RL = 665n, 
See Note 1 


10 15 


ns 


tPLZ 


10 15 



"'max — maximum clock frequency 

tpLH = propagation delay time, low-to-high-level output 

tpHL = propagation delay time, high-to-low-level output 

tp2H — output enable time to high level 

tp2L — output enable time to low level 

tpHZ — output disable time from high level 

tpLZ — output disable time from low level 
NOTE 1: For testing fmax' ^" outputs are loaded simultaneously, each with C[_ and Rl as specified for the propagation times. See load 
circuits and waveforms on page 1 — 15, 
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OCTAL BUFFERS AND LINE DRIVERS WITH 3-STATE OUTPUTS 


1 






BULLETIN NO. DL-S 12710 


JUNE 1979 - 


REVISED AUGUST 1979 




lOL 


'oh 










Typical 


Typical 


Typical 


Typical 


Typical 




(Sink 


(Source 


Propagation 


Enable 


Disable 




Current) 


Current) 


Delay Times 


Tim"es 


Times 


'S340 


64 mA 


15mA 


8 ns 


17 ns 


11 ns 


'S341 


64 mA 


15mA 


9 ns 


14 ns 


16 ns 


•S344 


64 mA 


15 mA 


9 ns 


14 ns 


14 ns 



• Pin-for-Pin Compatible With SiM74S240 Series 

• 3-State Outputs Drive Bus Lines or Buffer 
Memory Address Registers 

• Typical Input and Output Capacitances, 
<10pF 

• 300 mV Guaranteed Hysteresis at Inputs 
Improves Noise Margins 

description 

These octal buffers and line drivers are designed 
specifically to improve both the performance and 
density of three-state memory address drivers, clock 
drivers, and bus-oriented receivers and transmitters. 
The designer has a choice of selected combinations of 
inverting and noninverting outputs, symmetrical G 
(active-low output control) inputs, and comple- 
mentary G and G inputs. These devices feature high 
fan-out, improved fan-in, 700-mV typical noise 
margin, and the capability of driving lines with ter- 
minations as low as 133 ohms. 

SN74S340 FUNCTION TABLE 



1G 


2G 


1Y OUTPUTS 


2Y OUTPUTS 


H 


H 


Z 


Z 


H 


L 


z 


Enabled 
(Inverting) 


L 


H 


Enabled 
(Inverting) 


Z 


L 


L 


Enabled 
(Inverting) 


Enabled 
(Inverting) 



SN74S340 ... J OR N PACKAGE 
(TOP VIEW) 



''CC 20 1Y1 2A4 1Y2 2A3 1Y3 2A2 1Y4 2A1 




ninininimmmnira^ 



1G 1A1 2Y4 1A2 2Y3 



2Y2 1A4 2Y1 GND 



SN74S341 ... J OR N PACKAGE 
(TOP VIEW) 



2A4 1Y2 2A3 1Y3 2A2 1Y4 2A1 



j^^u^^u^u^iJaMJ^aj^^^ 




1G lAl 2V4 1A2 2V3 1A3 2Y2 1A4 2Y1 GN 





SN74S341 FUNCTION TABLE 


1G 


2G 


1Y OUTPUTS 


2Y OUTPUTS 


H 


H 


Z 


Enabled 


H 


L 


Z 


Z 


L 


H 


Enabled 


Enabled 


L 


L 


Enabled 


Z 





SN74S344 FUNCTION TABLE 


IG" 


2G 


1Y OUTPUTS 


2Y OUTPUTS 


H 


H 


Z 


Z 


H 


L 


z 


Enabled 


L 


H 


Enabled 


Z 


L 


L 


Enabled 


Enabled 



Z = high Impedance (output off) 



SN74S344 ... J OR N PACKAGE 
(TOP VIEW) 



VCC 2G IV 



2A4 tY2 



»yj?y«u3J3J3=R=^^ 




1G 1A1 2Y4 1A2 2Y3 1A3 2Y2 tA4 2Y1 GND 



Copyright © 1979 by Texas Instruments Incorporated 
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TYPES SN74S340, SN74S341, SN74S344 

OCTAL BUFFERS AND LINE DRIVERS WITH 3-STATE OUTPUTS 



schematics of inputs and outputs 



EQUIVALENT OF 
EACH INPUT 



vcc- 




TYPICAL OF ALL 
OUTPUTS 




■Vcc 



rh 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range 0°C to 70°C 

Storage temperature range — 65°C to 150°C 

recommended operating conditions 



PARAMETER 


MIN NOM 


MAX 


UNIT 


Supply voltage, V^c (see Note 1) 


4.75 5 


5.25 


V 


High-level output current, Iqh 


-15 


mA 


Low-level output current, Iql 


64 


mA 


Operating free-air temperature, T^ 





70 


°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 



7446 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 225012 • DALLAS, TEXAS 75265 



TYPES SN74S340, SN74S341; SN74S344 
OCTAL BUFFERS AND LINE DRIVERS WITH 3-STATE OUTPUTS 



electrical characteristics over recommended operating conditions (unless otherwise noted) 







TESTCONDITIONSt 


SN74S340 


SN74S341,SN74S344 


UNIT 




MIN TYP* MAX 


MIN TYP* MAX 


Vj+ Positive-going thresholcJ voltage 




1.3 1.5 1.9 


1.3 1.5 1.9 


V 


Vj— Negative-going threshold voltage 




0.6 0.85 1.05 


0.6 0.85 1.05 


V 


Hysteresis (V j+ - Vx_) 




0.3 0.65 


0.3 0.65 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.2 


-1.2 


V 


Vqh High-level output voltage 


Vcc = MlN, V|H = 2V, 
V|L = 0.5V, loH = -1f"A 


2.4 


2.4 


V 


Vcc = IV"N. V|H = 2V, 
V|L = 0.5V, loH = -3mA 


2.4 3.4 


2.4 3.4 


Vcc = MIN, V|H = 2V, 
V|L = 0.5V, 10H = IVIAX 


2 


2 


Vql Low-level output voltage 


Vcc = MlN, ViH = 2V, 
V|L = 0.5V, loL = IVlAX 


0.55 


0.55 


V 


Off-state output current, 
high-level voltage applieci 


Vcc = MAX, 
V,H = 2V, 
V|L = OV 


Vo = 2.4 V 


50 


50 


MA 


Off-state output current, 
low-level voltage applied 


Vo = 0.5V 


-50 


-50 


Input current at maximum 
input voltage 


Vcc = MAX, V|=5.5V 


1 


1 


mA 


l|l^ High-level input current, any input 


Vcc = MAX, V|=2.7V 


50 


50 


HA 


1|L Low-level input current 


Any A 


Vcc = MAX, V|=0.5V 


-250 


-250 


mA 


AnyGorG 


-250 


-250 


MA 


IqS Short-circuit output current* 


Vcc = MAX 


-50 -225 


-50 -225 


mA 


Ice Supply current 


Vcc = MAX, 
Outputs open 


Outputs high 


75 


135 


mA 


Outputs low 


170 


180 






Outputs disabled 


110 


145 



^For conditions shown as MIN or MAX, use the j 
*A1I typical values are at V^c = 5 V. T^ = 25°C. 
*Not more than one output should be shorted at 



ippropriate value specified under recommended operating conditions, 
a time, and duration of the short-circuit should not exceed one second. 



switching characteristics, Vcc = 5 V, Ta = 25° C 










PARAMETER 


TEST CONDITIONS 


SN74S340 


SN74S341 


SN74S344 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


MIN TYP MAX 


tPLH 


CL=50pF, RL = 90n, 
See Note 2 


7 11 


10 15 


10 15 


ns 


tPHL 


8 12 


8 12 


8 12 


ns 


tpZL 


17 25 


14 21 


14 21 


ns 


tpZH 


11 16 


11 17 


11 17 


ns 


tPLZ 


CL = 5pF, RL = 90n, 
See Note 2 


11 17 


16 25 


14 23 


ns 


tPHZ 


5 9 


8 13 


5 9 


ns 



NOTE 2: Load circuit and voltage waveforms are shown on page 3-10. 

tpLH —Propagation delay time, low-to-high-level input 

tpHL = Propagation delay time, high-to-low-level input 

tp2|_ — Output enable time to low level 

tpz'H — Output enable time to high level 

tpL2 = Output disable time from low level 

tpHZ — Output disable time from high level 
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TYPES SN54LS348, SN74LS348 (TIM9908) 

8-LINE-T0-3-LINE PRIORITY ENCODERS 

WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 7712469. OCTOBER 1976-REVlSED AUGUST 1977 



3-State Outputs Drive Bus Lines Directly 

Encodes 8 Data Lines to 3-Line Binary (Octal) 

Applications Include: 
N-Bit Encoding 
Code Converters and Generators 

Typical Data Delay . . . 15 ns 

Typical Power Dissipation ... 60 mW 



description 



These TTL encoders feature priority decoding of the 
inputs to ensure that only the highest-order data line 
is encoded. The 'LS348 circuits encode eight data 
lines to three-line (4-2-1) binary (octal). Cascading 
circuitry (enable input El and enable output EO) has 
been provided to allow octal expansion. Outputs AO, 
A1, and A2 are implemented in three-state logic for 
easy expansion up to 64 lines without the need for 
external circuitry. See Typical Application Data. 



FUNCTION TABLE 



SN54LS348 ... J OR W PACKAGE 
SN74LS348 ... J OR N PACKAGE 
(TOP VIEW) 



OUTPUTS 
VCC 'EO GS^ '^ 



OUTPUT 
~ AO 



16 


15 14 13 12 11 10 


] 


n 




1 1 1 1 I i 








r-O 


EO GS 3 2 1 
4 AO D- 
5 6 7 El A2 A1 




T T T T T T 








2 " 3 " 4 " 5 " 6 " 7 ■ 


1 


y 



positive logic: see function table 



functional block diagram 
-<t> 



INPUTS 


OUTPUTS 1 


El 





1 


2 3 4 


5 


6 


7 


A2 


A1 AO 


GS 


EO 


H 


X 


X 


XXX 


X 


X 


X 


Z 


Z Z 


H 


H 


L 


H 


H 


H H H 


H 


H 


H 


z 


Z Z 


H 


L 


L 


X 


X 


XXX 


X 


X 


L 


L 


L L 


L 


H 


L 


X 


X 


XXX 


X 


L 


H 


L 


L H 


L 


H 


L 


X 


X 


XXX 


L 


H 


H 


L 


H L 


L 


H 


L 


X 


X 


XXL 


H 


H 


H 


L 


H H 


L 


H 


L 


X 


X 


X L H 


H 


H 


H 


H 


L L 


L 


H 


L 


X 


X 


L H H 


H 


H 


H 


H 


L H 


L 


H 


L 


X 


L 


H H H 


H 


H 


H 


H 


H L 


L 


H 


L 


L 


H 


H H H 


H 


H 


H 


H 


H H 


L 


H 



H = high logic level, L = low logic level, X = irrelevant 
Z = high-impedance state 

schematic of inputs and outputs 




EQUIVALENT OF EACH INPUT 

Vcc T 



eq 



V^ 



Inputs 1 thru 7: Req=9kn NOM 
All others: Rgq = 18 kn NOM 



TYPICAL OF OUTPUTS 
AO, A1,A2 

-Vcc 

100 n NOM' 




-OUTPUT 



TYPICAL OF OUTPUTS 
EO, ES 

-Vcc 
120 n NOM' 
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TYPES SN54LS348/ SN74LS348 (TIM9908) 
8-LINE-T0-3-LINE PRIORITY ENCODERS WITH 3-STATE OUTPUTS 



REVISED AUGUST 1977 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS348 -55°Cto125°C 

SN74LS348 0°C to 70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 







SN54LS348 


SN74LS348 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqH 


AO, A1,A2 


-1 


-2.6 


mA 


EO.GS 


-400 


-400 


mA 


Low-level output current, Iql 


AO, A1, A2 


12 


24 


mA 


EO,GS 


4 


8 


mA 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSt 


SN54LS348 


SN74LS348 


UNIT 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


VlL 


Low-level input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level 
output voltage 


AO, A1, A2 


Vcc=IVIIN, 
V|H = 2V, 
V|L = V|Lmax 


lOH = -1 mA 


2.4 


3.1 






V 


l0H = -2.6 mA 




2.4 


3.1 




EO, GS 


IOH = -400mA 


2.5 


3.4 




2.7 


3.4 




Vol 


Low-level 
Output voltage 


AO, A1,A2 


Vcc = MIN, 
ViH=2V, 
V|L = V|Lmax 


IOL = 12mA 




0.25 


0.4 




0.25 


0.4 


V 


Iql = 24 mA 






0.35 


0.5 


EO, GS 


Iql = 4 mA 




0.25 


0.4 




0.25 


0.4 


Iql = 8 mA 






0.35 


0.5 


loz 


Off-State (high-impedance 
'state) output current 


AO, A1,A2 


Vcc = MAX, 
V|H = 2V 


Vo = 2.7V 


20 


20 


mA 


Vq = 0.4 V 


-20 


-20 


Input current at maximum 
l| 

input voltage 


Inputs 1 thru 7 


Vcc = MAX, 


V| = 7 V 


0.2 


0.2 


mA 


All other inputs 


0.1 


0.1 


l|H 


High-level input current 


Inputs 1 thru 7 


Vcc = MAX, 


V| = 2.7 V 


40 


40 


mA 


All other inputs 


20 


20 


l|L 


Low-level input current 


Inputs 1 thru 7 


Vcc = MAX, 


V| =0.4V 


-0.8 


-0.8 


mA 


All other inputs 


-0.4 


-0.4 


lOS 


Short-circuit output currents 


Outputs A0,A1,A2 


Vcc = MAX 


-30 




-130 


-30 




-130 


mA 


Outputs EO,GS 


-20 




-100 


-20 




-100 


Ice 


Supply current 




Vcc = MAX, 
See Note 2 


Condition 1 




13 


25 




13 


25 


mA 


Condition 2 




12 


23 




12 


23 



NOTE 2: \qq (condition 1 ) is measured with inputs 7 and El grounded, other inputs and outputs open. I^c (condition 2) is measured with all 

inputs and outputs open. 
^For conditions shown as Ml N or MAX, use the appropriate value specified under recommended operating conditions. 
^All typical values are at Vqc = 5 V, T^ = 25°C. 
§ Not more than one output should be shorted at a time. 
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TYPES SN54LS348, SN74LS348 (TIM9908) 

8-LINE-TO-3-LINE PRIORITY ENCODERS WITH 3-STATE OUTPUTS 



REVISED JANUARY 1981 



switching characteristics, Vqc = 5 V, T^ = 25° C 








parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


WAVEFORM 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


1 thru 7 


A0,A1,orA2 


In-phase 
output 


CL = 45pF, 
RL = 667n, 
See Note 3 


11 17 


ns 


tPHL 


20 30 


tPLH 


1 thru 7 


AO, A1,orA2 


Out-of-phase 
output 


23 35 


ns 


tPHL 


23 35 


tPZH 


El 


AO, A1,orA2 




25 39 


ns 


tPZL 


24 41 


tPLH 


Othru 7 


EG 


Out-of-phase 
output 


CL=15pF 
RL = 2kn, 
See Note 3 


11 18 


ns 


tPHL 


26 40 


tPLH 


thru 7 


GS 


In-phase 
output 


38 55 


ns 


tPHL 


9 21 


tPLH 


El 


GS 


In-phase 
output 


11 17 


ns 


tPHL 


14 36 


tPLH 


El 


EG 


In-phase 
output 


17 21 


ns 


tPHL 


25 40 


tPHZ 


El 


A0,A1,orA2 




CL = 5pF 
RL=667n 


18 27 


ns 


tPLZ 


23 35 



*PLH ~ propagation delay time, low-to-high-level output 
tpHL = propagation delay time, high-to-low-level output 
tp2H - output enable time to high level 
tp2L ~ output enable time to low level 
tpHZ ~ output disable time from high level 
tpL2 = output disable time from low level 
NOTE 3: Load circuits and waveforms are shown on page 3-11, 



TYPICAL APPLICATION DATA 



UP TO 64 LINES 



'1 1 i 1 1 n 1 1 u 1 u 1 1 



1 2 3 4 5 6 7 



1 2 3 4 6 6 7 



H u u 1 r 





1 


2 3 4 6 


6 7 


-^ 


EO 


■LS348 


El 




Ao 


A, A2 


GS 


— 


J 





















I I I I 
I I I I 

I I I I 



n Hill i 



1 2 3 4 5 6 7 
EO 'LS348 E 



1 I I „L 



FIGURE 1 -PRIORITY ENCODER WITH UP TO 64 INPUTS. 
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TYPE SN74351 
DUAL DATA SELECTOR/MULTIPLEXER WITH 3-STATE OUTPUTS 



BULLETIN NO. DL-S 7712116, MARCH 1974-REVISED AUGUST 1977 



Dual 8-Line-to-1-Line Multiplexer That, 
Can Replace Two SN54151, SN74151 
Multiplexers in Some Applications 

Four Common Data Lines Permit Simultaneous 
Interdigitation with Parallel-to-Serial Conversion 

4-Bit Organization Is Easily Adapted to 
Handle Binary or BCD 

Three-State Outputs Can Be Connected 
Directly to System Bus Lines 

Enable Input Controls Impedance Levels of the 
12 Data Inputs and Two Outputs 



N 
DUAL-IN-LINE PACKAGE (TOP VIEW) 



description 



The SN74351 comprises two 8-line-to-1-line data 
selectors/multiplexers with full decoding on one 
monolithic chip. Symmetrically switching, comple- 
mentary decode generators minimize decoder skew 
during changes at the select inputs and ensure that 
potentially erroneous effects are minimized at the 
data outputs. Four data inputs are exclusive to each 
multiplexer and four are common to both. A 
common enable input is provided which, when high, 
causes both outputs to assume the high-impedance 
(off) state and simultaneously diverts the majority of 
the input current, which reduces the load signifi- 
cantly on the data input drivers. A low logic level at 
the enable input activates both outputs so that each 
will assume the complement of the level of the 
selected input. 



FUNCTION TABLE 



INPUTS 


OUTPUTS 


ENABLE 
G 


SELECT 


C B 


A 


1Y 


2Y 


H 


X X 


X 


Z 


Z 




L L 


L 


Too 


2D0 




L L 


H 


TdT 


2D1 




L H 


L 


TD2 


2D2 




L H 


H 


TD3 


2D3 




H L 


L 


D4 


D4 




H L 


H 


D5 


D5 




H H 


L 


D6 


D6 




H H 


H 


D7 


D7 



H = high level, L = low level, X = irrelevant 
Z = high impedance (off) 

1D0, TdT, . . . D7 = The complement of the level of the respective 
D input 



DATA INPUTS 



VCC 2Y 2D0 2D1 2D2 2D3 D4 



JiiaJ3J3JIUIU^lJl^^ 




"iihijiinijiijnijiinini^ 



SELECT INPUTS 



1D0 101 1D2 1D3 GND 



DATA INPUTS 



logic: see function table 



functional block diagram 



" lel ""^ 






m 


r-p 


N >- 




181 


r== 


^ ^ 


191 


r = 


S-^ 


1141 
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TYPE SN74351 

DUAL DATA SELECTOR/MULTIPLEXER WITH 3-STATE OUTPUTS 



REVISED OCTOBER 1976 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 

vcc- 




ftl 

Enable, DO thru D3: Rgq = 4 kO NOM 
D4 thru D7: Rgq = 2 kO NOM 
A, B, or C: Req = 6.5 kfi NOM 



TYPICAL OF BOTH OUTPUTS 

■vcc 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operatingfree-air temperature range 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 



Supply voltage, Vcc 

High-level output current, loH 
Low-level output current, Iql 
Operating free-air temperature, Ta 



MIIM 


NOM 


MAX 


UNIT 


4.75 


5 


5.25 


V 






-0.8 


mA 






16 


mA 







70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS 


MIN TYP* MAX 


UNIT 


V|(-| High-level Input voltage 




2 


V 


V|L Low-level Input voltage 




0.8 


V 


V| K Input clamp voltage 


Vcc=MIN, ||=-l2mA 


-1.5 


V 


VqH High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH=-0-8mA 


2.4 3.4 


V 


Vql Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loL=16mA 


0.2 0.4 


V 


'OZH Off-state output current, high-level voltage applied 


Vcc = MAX, V|H = 2V, 
Vo = 2.4 V 


40 


mA 


IqzL Off state output current, low level voltage applied 


Vcc = MAX, V|H = 2V, 
Vo = 0.4 V 


-40 


ma 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


l|l-l High-level input current 


Enable, any select, 
any DO thru D3 


Vcc = MAX, V| = 2.4V 


40 


mA 


D4thru D7 


80 


l|L Low-level input current 


Enable, any select, 
any DO thru D3 


Vcc = MAX, V|=0.4V 


-1.6 


mA 


D4thru D7 


-3.2 


Any D 


Vcc = MAX, V|=0.5, 
V|(enable)=2V 


-40 


mA 


'OS Short-circuit output current § 


Vcc = MAX 


-18 -55 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


44 66 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
TAII typical values are at Vqq = 5 V, T^ - 25°C. 
SNot more than one output should be shorted at a time. 
NOTE 2: Iqc is measured with the enable input grounded, other inputs and both outputs open. 
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TYPE SN74351 
DUAL DATA SELECTOR/MULTIPLEXER WITH 3-STATE OUTPUTS 



REVISED AUGUST 1977 



switching characteristics, Vcc = 5 V, Ta 


= 25°C 










PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


A, B, or C 


Y 


CL = 50pF, RL = 400n, 
See Note 3 


20 


30 


ns 


tPHL 


20 


30 


tPLH 


Any D 


Y 


10 


22 


ns 


tPHL 


10 


22 


tZH 


G 


Y 


18 


33 


ns 


tZL 


20 


33 


tHZ 


G 


Y 


Cl = 5pF, RL = 400n, 
See Note 3 


6 


20 


ns 


tLZ 


10 


20 



"tpLH = propagation delay time, low-to-high-level output 

tpHL — propagation delay time, high-to-low-level output 

t^H — output enable time to high level 

t^L — output enable time to low level 

tHZ — output disable time from high level 

tLZ = output disable time from low level 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 



TYPICAL APPLICATION DATA 

This application illustrates how common data can be interdigitated onto two serial data lines. It is useful for 
transmitting prefixes, suffixes, addresses, or similar functions. 



t3 t4 t5 t6 t7 




1D0"LL 
IDIJ-Q- 
1D2J-0- 

iDsT-L 



9 (NEGATIVE LOGIC) 



D4 Xo" 
D5T-L 
D6"L-L 
D7 J-q" 



6 (NEGATIVE LOGIC) 



2D3J-5- 
2D2J-0" 
2D1J-0- 
2D0"L1- 



8 (NEGATIVE LOGIC) 



SELECT 
INPUTS 



VARIABLE 
DATA 



{; 



I 



COMMON 
DATA 



VARIABLE, 
DATA 



ENABLE 
G 



C B A 
1D0 

1D1 

1D2 

1D3 

1^ 
D4 

D5 

D6 

D7 

SN74351 

D7 

D6 

D5 

D4 

T 
2D3 

2D2 

2D1 

2D0 TT 



9 6 

(POSITIVE LOGIC) 



to t1 t2 t3 t4 t5 t6 t7 



(POSITIVE LOGIC) 



VARIABLE 
DATA 



COMMON 
DATA 



PRINTED IN U.S.A. 
' ' Tl (annot assume ony responsibilily for any circuits shown 

or represent that they ore free from patent infringement. 

TEXAS INSTRUMENTS RESERVES THE RIGHT TO MAKE CHANGES AT ANY TIME 
IN ORDER TO IMPROVf DESIGN AND TO SUPPLY THE BEST PRODUCT POSSIBLE. 
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DUAL 4-LINE-TO-MINE 



TYPES SN54LS352, SN74LS352 
DATA SELECTORS/MULTIPLEXERS 

BULLETIN NO. DL-S 7612463, OCTOBER 1976 



Inverting Versions of SN54LS153, SN74LS153 

Schotti<y-Diode-Clamped Transistors 

Permits Multiplexing from N lines to 1 line 

Performs Parallel-to-Serial Conversion 

Typical Average Propagation Delay Times: 
Data Input to Output . . . 15 ns 
Strobe Input to Output . . . 19 ns 
Select input to Output . . . 22 ns 

Fully Compatible with most TTL and DTL 
Circuits 



Low Power Dissipation 
(Enabled) 

Inverted Data 



31 mW Typical 



SN54LS352 ... J OR W PACKAGE 

SN74LS352 ... J OR N PACKAGE 

(TOP VIEW) 



DATA INPUTS 
A. 






e3 5c3 Jc 



Jc3 5c3 JcT 5co 2Y 

B B A A 



« 



4 



B B A A 
G 
1C3 1C2 1C1 ICO 1Y 



E 



T~T 



V 

DATA INPUTS 



'OUTPUT GND 



logic: see function table 



FUNCTION TABLE 



description 



Each of these Schottky-clamped data selectors/- 
multiplexers contains inverters and drivers to supply 
fully complementary, on-chip, binary decoding data 
selection to the AND-OR-invert gates. Separate strobe 
inputs are provided for each of the two four-line 
sections. 



SELECT 
INPUTS 


DATA INPUTS 


STROBE 


OUTPUT 


B A 


CO 


CI C2 


C3 


G 


Y 


X X 


X 


X X 


X 


H 


H 


L L 


L 


X X 


X 


L 


H 


L L 


H 


X X 


X 


L 


L 


L H 


X 


L X 


X 


L 


H 


L H 


X 


H X 


X 


L 


L 


H L 


X 


X L 


X 


L 


H 


H L 


X 


X H 


X 


L 


L 


H H 


X 


X X 


L 


L 


H 


H H 


X 


X X 


H 


L 


L 



Select Inputs A 
H = high level, 



and B are common to both sections. 
L = low level, X = irrelevant 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS352 —55 C to 125 C 

SN74LS352 0°Cto70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54LS352. SN74LS352 
DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



functional block diagram 



iBElG (1) [.^ 
BLE) cT^ 




schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



vcc- 



NPUT • Jl * • 



". 



TYPICAL OF BOTH OUTPUTS 




■Vcc 



.OUTPUT 



• O 



m 
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TYPES SN54LS352, SN74LS352 

DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 



recommended operating conditions 





SN54LS352 


SN74LS352 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


ma 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 






SN54LS352 


SN74LS352 


UNIT 




MIN TYPt MAX 


MIN TYPt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max, Iqh = -400 mA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|L max 


IOL = 4mA 


0.25 0.4 


0.25 0.4 


V 


IOL = 8mA 




0.35 0.5 


Input current at 
maximum input voltage 


Vcc = MAX, Vi = 7 V 


0.1 


0.1 


mA 


l|l^ High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


kA 


1 1 L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


Iqs Short-circuit output current § 


Vcc = MAX 


-20 -100 


-20 -100 


mA 


'CCL Supply current, output low 


Vcc = MAX, See Note 2 


6.2 10 


6.2 10 


mA 



'For concJitions shown as MIN or MAX, use the appropriate value specified under recommended operating . 

Jam typical values are at V^c = 5 V, T^ = 25° C. 

SNot more than one output should be shorted at a time.and duration of the short-circuit should not exceed one second. 

NOTE 2: lcci_ Is measured with the outputs open and all inputs grounded. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Data 


Y 


CL=15pF, 
RL = 2kn, 
See Note 3 


13 20 


ns 


*PHL 


Data 


Y 


17 26 


ns 


tPLH 


Select 


Y 


19 29 


ns 


tPHL 


Select 


Y 


25 38 


ns 


tPLH 


Strobe 


Y 


16 24 


ns 


tPHL 


Strobe 


Y 


21 32 


ns 



"tpLH s propagation delay time, low-to-high-level output 
tpHL — propagation delay tima, high-to-low-level output 
NOTE 3: Load circuits and voltage waveforms are shown on page 3-11. 
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TYPES SN54LS353, SN74LS353 
DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 

WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 12464, OCTOBER 1976 



Inverting Versions of SN54LS253, SN74LS253 

Schottky-Diode-Clamped Transistors 

Permits Multiplexing from IM Lines to 1 Line 

Performs Parallel-to-Serial Conversion 

Typical Average Propagation Delay Times: 
Data Input to Output . . . 12 ns 
Control Input to Output . . . 16 ns 
Select Input to Output . . . 21 ns 

Fully Compatible with Most TTL and DTL 
Circuits 

Low Power Dissipation ... 35 mW Typical 
(Enabled) 

Inverted Data 



SN54LS353 ... J OR W PACKAGE 

SN74LS353 ... J OR N PACKAGE 

(TOP VIEW) 



description 



OUTPUT 
CONTROL A 
VCC 2G S ELECT jT- 



DATA INPUTS 



1 



OUTPUT 
^ 2V 



ii]_4ir[_|i4]_4"ir|_jir|jir}4"i^^ 



c 



I I 6 



2C3 2C2 2C1 2C0 2Y 

^° B B A S 



C 



4 



1C3 1C2 1C1 ICO 1Y 



' OUTPUT GND 



logic: see function table 



Each of these Schottky-clamped data selectors/multiplexers contains inverters and drivers to supply fully 
complementary, on-chip, binary decoding data selection to the AND-OR-invert gates. Separate output control inputs are 
provided for each of the two four-line sections. 

The three-state outputs can interface with and drive data lines of bus-organized systems. With all but one of the 
common outputs disabled (at a high-impedance state) the low-impedance of the single enabled output will drive the bus 
line to a high or low logic level. 



logic 



FUNCTION TABLE 



SELECT 
INPUTS 




DATA 


INPUTS 




OUTPUT 
CONTROL 


OUTPUT 


B A 


CO 


CI 


C2 


C3 


G 


Y 


X X 


X 


X 


X 


X 


H 


Z 


L L 


L 


X 


X 


X 


L 


H 


L L 


H 


X 


X 


X 


L 


L 


L H 


X 


L 


X 


X 


L 


H 


L H 


X 


H 


X 


X 


L 


L 


H L 


X 


X 


L 


X 


L 


H 


H L 


X 


X 


H 


X 


L 


L 


H H 


X 


X 


X 


L 


L 


H 


H H 


X 


X 


X 


H 


L 


L 



Select inputs A and B are common to both sections. 

H = high level, L = low level, X = irrelevant, Z = high impedance (off) 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage 7 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54LS353 -55°Cto125°C 

SN74LS353 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1; Voltage values are with respect to network ground terminal. 
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TYPES SN54LS353, SN74LS353 

DUAL 4-LINE-T0-1-LINE DATA SELECTORS/MULTIPLEXERS 

WITH 3-STATE OUTPUTS 

functional block diagram 

OUTPUT ... 
CONTROL -^-^-cp> 



DATA 1 < 



(7) OUTPUT 
lY 



SELECT 



DATA2<; 



OUTPUT (is^j,^^ 
CONTROL —^4> 
2G 

schematics of inputs and outputs 




EQUIVALENT OF EACH INPUT 



vcc- 



INPUT 9 JH 



TYPICAL OF BOTH OUTPUTS 

-Vcc 

100 n NOM * 
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TYPES SN54LS353, SN74LS353 

DUAL 4-LINE-T0-1-LINE DATA SELECTORS/ 

MULTIPLEXERS WITH 3-STATE OUTPUTS 



recommended operating conditions 





SN54LS353 


SN74LS353 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, IqIH 


-1 


-2.6 


mA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONS^ 


SN54LS353 


SN74LS353 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


VlH High-level Input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = IVllN, V|H = 2V, 
V|L = ViLmax, Iqh = MAX 


2.4 3.4 


2.4 3.1 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V||_ = V||_ max 


Iql ~ ** rnA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Off-State (high-impedance 

'oz 

state) output current 


Vcc = MAX, ViH = 2V 


Vo = 2.7 V 


20 


20 


mA 


Vo = 0.4 V 


-20 


-20 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


l|H High-level input current 


Vcc=MAX, V| = 2.7V 


20 


20 


mA 


l|L Low-level input current 


Vcc = I^AX, V| = 0.4 V 


-0.4 


-0.4 


mA 


'OS Short-circuit output current 5! 


Vcc = MAX 


-30 -130 


-30 -130 


mA 


Ice Supply current 


Vcc = MAX, See Note 2 


Condition A 


7 12 


7 12 


mA 


Condition B 


8.5 14 


8.5 14 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
+ AII typical values are at \Jqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 2; l^c '* measured with the outputs open under the following conditions: 

A. All inputs grounded. 

B. Output control at 4.5 V, all inputs grounded. 



switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Data 


Y 


Cl= 15 pF, Rl = 2 kil, 
See Note 3 


11 


25 


ns 


tPHL 


13 


20 


tPLH 


Select 


Y 


20 


45 


ns 


«PHL 


21 


32 


tPZH 


Output 
Control 


Y 


11 


23 


ns 


tPZL 


15 


23 


tPHZ 


Output 
Control 


Y 


Cl = 5 pF, R|_ = 2 kSl, 
See Note 3 


27 


41 


ns 


tPLZ 


12 


27 



''tpLH — Propagation delay time, low-to-high-level output 
tpHu — Propagation delay time, high-to-low-level output 
tp2H ^ Output enable time to high level 
tp2L — Output enable time to low level 
'PHZ — Output disable time from high level 
tpi_2 — Output disable time from low level 
NOTE 3: Load circuit and waveforms are shown on page 3-11. 
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TYPES SN54LS624 THRU SN54LS62g, 

SN74LS624 THRU SN74LS629 

VOLTAGE-CONTROLLED OSCILLATORS 

D2501, JANUARY 1980 - REVISED OCTOBER 1980 



Separate Supply Voltage Pins for Isolation 
of Frequency Control Inputs and Oscillators 
from Output Circuitry 

Highly Stable Operation over Specified 
Temperature and/or Supply Voltage Ranges 



DEVICE 
TYPE 


SIMILAR 
TO 


NUMBER 
VCO's 


COMP'L 
ZOUT 


ENABLE 


RANGE 
INPUT 


Rext 


'LS624 


'LS324 


single 


yes 


yes 


yes 


no 


'LS625 


'LS325 


dual 


yes 


no 


no 


no 


'LS626 


'LS326 


dual 


yes 


yes 


no 


no 


'LS627 


'LS327 


dual 


no 


no 


no 


no 


'LS628 


'LS324 


single 


yes 


yes 


yes 


yes 


'LS629 


'LSI 24 


dual 


no 


yes 


yes 


no 



description 



These voltage-controlled oscillators (VCO's) are 
improved versions of the original VCO family: 
SN54LS124, SN54LS324 thru SN54LS327, 
SN74LS124, and SN74LS324 thru SN74LS327. 
These new devices feature improved voltage-to- 
frequency linearity, range, and compensation. With 
the exception of the 'LS624 and 'LS628, all of these 
devices feature two independent VCO's in a single 
monolithic chip. The 'LS624, 'LS625, 'LS626 and 
'LS628 have complementary Z outputs. The output 
frequency for each VCO is established by a single 
external component (either a capacitor or a crystal), 
in combination with voltage-sensitive inputs used for 
frequency control and frequency range. Each device 
has a voltage-sensitive input for frequency control; 
however, the 'LS624, 'LS628, and 'LS629 devices 
also have one for frequency range. (See Figures 1 
thru 6). 

The 'LS628 features two Rexternal Pins ^^^^ ^^3" 
offer more precise temperature compensation than its 
'LS624 counterpart. 



SNSALS* ... J OR W PACKAGE 

SN74LS' ... J OR N PACKAGE 

'LS624 (TOP VIEW) 



r J^U^U^LRT-mjTUTi 






LjiiTiirwiirLLrLir 



logic: see description 



'LS625 (TOP VIEW) 



VCC O UTPUT OUTPU T 2CX1 2CX2 CONTROL Vqc GND 









T OUTPUT CONTROL ' 



logic: see description 



'LS626 (TOP VIEW) 



VCC OUTPUT O UTPU T E NABL E 2CX1 2CX2 CO NTRO L CONTR OL 



r^ 1 |H, I 



1 9' EN C,„ 

h f ih 



njJTiJiiJiAiijJiiniJiir 



logic: see description 



'LS627 (TOP VIEW) 



'LS628 (TOP VIEW) 



'LS629 (TOP VIEW) 



jSuSiHfiUlLiiLSL 




'iijikiiriiniJiiriir' 




ujiijiitiiTiiriiriir 



r -MJ^u^xuiiuiruTnj?u^ 




logic: see description 



logic: see description 



logic: see description 



NC— No internal connection 



Copyright © 1980 by Texas Instruments Incorporated 



7460 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 225012 • DALLAS, TEXAS 75265 



TYPES SN54LS624 THRU SN54LS629. 

SN74LS624 THRU SN74LS629 

VOLTAGE-CONTROLLED OSCILLATORS 



Figure 3 and Figure 6 contain the necessary information to choose the proper capacitor value to obtain the desired 
operating frequency. 

The devices can also be operated from a crystal by connecting a fundamental series resonant crystal across the Cext 
pins. (Fundamental frequency <20 MHz.) The frequency control should be connected to 5 volts and, where applicable, 
the range control should also be connected to 5 volts. 

A single 5-volt supply can be used; however, one set of supply voltage and ground pins (Vqc ^'^^ Gnd) is provided 
for the enable, synchronization-gating, and output sections, and a separate set (0Vcc 3"^ ©Gnd) is provided for the 
oscillator and associated frequency-control circuits so that effective isolation can be accomplished in the system. For 
operation of frequencies greater than 10 MHz, it is recommended that two independent supplies be used. Disabling 
either VCO of the 'LS625 and 'LS627 can be achieved by removing the appropriate 0VcC- An enable input is provided 
on the 'LS624, 'LS626, 'LS628 and 'LS629. When the enable input is low the output is enabled: when the enable 
input is high, the internal oscillator is disabled, Y is high, and Z is low. Caution! Crosstalk may occur in the dual devices 
('LS625, 'LS626, 'LS627, and 'LS629) when both VCO's are operated simultaneously. 

The pulse-synchronization-gating section ensures that the first output pulse is neither clipped nor extended. The duty 
cycle of the square-wave output is fixed at approximately 50 percent. 

The SN54LS624 thru SN54LS629 are characterized for operation over the full military temperature range of — 55°C to 
125°C; the SN74LS624 thru SN74LS629 are characterized for operation from 0°C to 70°C. 
functional block diagram (positive logic) 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (s^^ Notes 1 and 2) 7 V 

Input voltage: Enable input* 7V 

Frequency control or range input^ Vcc 

Operating free-air temperature range: SN54LS' Circuits — 55°Cto125°C 

SN74LS' Circuits 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

♦The enable input is provided only on the 'LS624, 'LS626, 'LS628, and 'LS629. 

*The range input is provided only on 'LS624, 'LS628, and 'LS629. 

NOTES: 1 . Voltage values are with respect to the appropriate ground terminal. 

2. Throughout this data sheet, the symbol \/qq is used for the voltage applied to both the Vqq and © Vqq terminals, unless 
otherwise noted. 
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TYPES SN54LS624 THRU SN54LS629, 
SN74LS624 THRU SN74LS629 
VOLTAGE-CONTROLLED OSCILLATORS 



recommended operating conditions 




SN54LS' 


SN74LS' 


UNIT 


MIN NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqq 


4.5 5 


5.5 


4.75 


5 


5.25 


V 


Input voltage at frequency control or range input, V|(f|.eq) or V|(|-ng)* 





5 







5 


V 


High-level output current, Iqh 


-1.2 


-1.2 


mA 


Low-level output current, Iql 


12 


24 


mA 


Output frequency, fo 


1 


1 


Hz 


20 


20 


MHz 


Operating free-air temperature, T/^ 


-55 


125 







70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input 
voltage at enable* 




2 


2 


V 


V|L 


Low-level input 
voltage at enable* 




0.7 


0.8 


V 


V|K 


Input clamp voltage at enable* 


Vcc = MIN, 


l| =-18mA 




-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
'0H = -1-2mA, 


EN at V|L max. 
See Note 3 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
EN at V|L max. 


See Note 3 


l0L= 12mA 


0.25 


0.4 


0.25 


0.4 


V 


l0L = 24 mA 




0.35 


0.5 


l| Input current 


Freq control 
or range * 


Vcc = MAX 


V| = 5V 


50 


250 


50 


250 


ffi^ 


V| = 1 V 


10 


50 


10 


50 


Input current 

l| at maximum 

input voltage 


Enable* 


Vcc = MAX, 


V| = 7V 




0.2 


0.2 


mA 


l|H 


High-level 
input current 


Enable* 


Vcc = MAX, 


V| = 2.7 V 




40 


40 


mA 


l|L 


Low-level 
input current 


Enable* 


Vcc = MAX, 


V| = 0.4 V 




-0.8 


-0.8 


mA 


lOS 


Short-circuit output current! 


Vcc = MAX 


-40 


-225 


-40 


-225 


mA 


Ice 


Supply current, total into 
Vcc and Vcc Pins 


Vcc = MAX, 
Enable* = 4.5 V 
See Note 4 


'LS624 


20 


35 


20 


35 


mA 


'LS625 


35 


55 


35 


55 


'LS626 


35 


55 


35 


55 


'LS627 


35 


55 


35 


55 


'LS628 


20 


35 


20 


35 






•LS629 


35 


55 


35 


55 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at Vqq = 5 V, T^ = 25°C. 

SNot more than one output should be shorted at a time and duration of the short-circuit should not exceed one second. 

*The range input is provided only on the 'LS624, 'LS628, and 'LS629. 

*The enable input is provided only on the 'LS624, 'LS626, 'LS628, and 'LS629. 

NOTES: 3. Vqh for Y outputs and Vql for Z outputs are measured while enable inputs are connected to ground, with individual resistors 

connected from CXI to Vqq and from CX2 to ground. The resistor connections are reversed for testing Vqh f°'' Z outputs and 

Vol f°'' Y outputs. 
4. For 'LS624, 'LS626, 'LS628, and 'LS629, Icc '* measured with the outputs disabled and open. For'LS625 and 'LS627, \qq is 

measured with one Q Vcc = MAX, and with the other Vcc ^nd outputs open. 
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TYPES SN54LS624 THRU SN54LS629. 

SN74LS624 THRU SN74LS629 

VOLTAGE-CONTROLLED OSCILLATORS 



switching characteristics, Vcc = 5 V (unless otherwise noted), Rl = 667 S2, Cl = 45 pF, Ta = 25 °C 



PARAMETER 






■LS624, 'LS628, •LS629 


'LS625, 'LS626, 'LS627 


UNIT 




MIN TYP MAX 


MIN TYP MAX 


fo 


Output frequency 


Cext = 50 pF 


V|(freq) = 5V,V|(rng)=0V 


15 20 25 




MHz 


V|(freq) = 0V,V|(rng) = 5V 


0.7 1 1.3 




V|(freq) = 5V 




7 9.5 12 


V|(freq) = OV 




0.9 1.2 1.5 



schematics of inputs and outputs 



EQUIVALENT OF EACH 

ENABLE INPUT 

('LS624, 'LS626. 'LS628, AND 'LS629) 



Vcc- 



INPUT- 



^ 



^? 



EQUIVALENT OF EACH FREQUENCY 
CONTROL OR ('LS624, 'LS628, AND 'LS629) 
RANGE INPUT 



Vcc- 



70 kn 
NOM 
INPUT— ^^vv-» 
20kni 
NOM I 




TYPICAL OF ALL OUTPUTS 

-Vcc 




'LS624, 'LS628, 'LS629 

OUTPUT FREQUENCY 



FREQUENCY CONTROL INPUT VOLTAGE 



Vcc- 
Cext- 


5 V 
60 pF 














T/ 


\-2 


5°C 












^ 
















^ 


Pi 










y 


/ 




A 


^ 


7i 






^ 


/ 


/ 


< 




^. 




^ 


-^ 




^ 


^ 


==* 











V|(freq)-Fr«)uency-Control Input Voltage-V 



FIGURE 1 



TYPICAL CHARACTERISTICS 



'LS624, 'LS628, 'LS629 

OUTPUT FREQUENCY 



FREQUENCY-CONTROL INPUT VOLTAGE 




V|(freq)— Frequency-Control Input Vottafle-V 

FIGURE 2 



100 M 

10M 

~ 1 M 

I lOCk 

S 10 k 

% 1 k 

O 

" 100 



'LS624. 'LS628, 'LS629 

OUTPUT FREQUENCY 
EXTERNAL CAPACITANCE 

















N^ 


^', 




Vcc - 5 V 1 
TA-25°C 1 




.^\ 


E^^v, 








^ 


f^^ 












X 


k 








s 


?'.\ 

Nr 


N^ 










\ 


N^ 












s 



10-11 10-10 10-9 10-8 10-7 10-6 io-5 

Cext-E''^*'^"''' Capacitance-F 
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TYPES SN54LS624 THRU SN54LS629, 
SN74LS624 THUR SN74LS629 
VOLTAGE-CONTROLLED OSCILLATORS 



TYPICAL CHARACTERISTICS 



'LS625, 'LS626. 'LS627 

OUTPUT FREQUENCY 



FREQUENCY-CONTROL INPUT VOLTAGE 



g 5 
= 4 
O 3 
-° 2 
1 



1 
















y 


Cext ■ 50 pi 










/ 


/ 




<V = ^ 


b c 










y 


/ 
















/ 


















/ 


















/ 


















/ 
















y 


/ 
















^ 









































V|.(jg pFrequency-Control Input Voltage-V 

FIGURE 4 



'LS625, 'LS626. 'LS627 

OUTPUT FREQUENCY 



FREQUENCY-CONTROL INPUT VOLTAGE 



r 

t 15 



— c,„ 
ta- 


1 

5V 














25'C 












y 


/ 














/ 


/ 












/> 


A 


X 












y 


y 
















y 





















V|(freq)-Ff«qu*"cvCo"t''o' '"P"* Voltage-V 

FIGURES 



ICXIM 
10M 



'LS625, 'LS626, •LS627 

OUTPUT FREQUENCY 



EXTERNAL CAPACITANCE 



^b. 












<:; 


^ 


r 


(freql " 5 V 






^ 


^ 


^V|(freq)-2 


5V 






^ 


^ 






V|(l 


reql- 


.J 


\^ 


5n 




Vcc-5 


J 




^ 


=^> 


Ta - 25' 


c 






<::; 













1 

10-11 10-10 10-9 ,0-8 10-7 10-6 lo-5 
Cext-External Capacitance- F 

FIGURE 6 



ENABLE TIME 
FREQUENCY 











1 III- 
VCC-5V -- 










Ta-25°C -- 


























\ 












^« 
















' 




:,',v 1 








■■ 






-T-. 






-H V 


►— <en 






1.3 


' 1 


JU 







4 7 10 20 40 70 100 
fo— Output Frequency- MHz 

FIGURE? 



Hlh 



TYPICAL APPLICATIONS DATA 



Cext 
VCO 

EN^ 



M 

*The range input is provided only on the 'LS624, 'LS628, and 'LS629. 

♦The enable input is provided only on the 'LS624, 'LS626, 'LS628, and 'LS629. 



FIGURE A-PHASE-LOCKED LOOP 



Cext 



T3 



i 



I 
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TYPES SN54LS630,SN54LS631,SN74LS630,SN74LS631 

.16-BIT PARALLEL ERROR DETECTION 

AND CORRECTION CIRCUITS 

D2550. MARCH 1980 



(TIM99630,TIM99631) 
Detects and Corrects Single-Bit Errors 

• Detects and Flags Dual-Bit Errors 

Fast Processing Times: 

Write Cycle: Generates Check Word in 

45 ns Typical 
Read Cycle: Flags Errors in 27 ns Typical 

Power Dissipation 600 mW Typical 

Choice of Output Configurations: 



'LS630 
'LS631 



3-State 
Open-Collector 



description 



SN54LS' . . . J.PACKAGE 

SN74LS' . . . N PACKAGE 

(TOP VIEW) 



The 'LS630 and 'LS631 devices are 16-bit parallel 
error detection and correction circuits (EDACs) in 
28-pin, 600-mil packages. They use a modified 
Hamming code to generate a 6-bit check word from 
a 16-bit data word. This check word is stored along 
with the data word during the memory write cycle. 
During the memory read cycle, the 22-bit words from 
memory are processed by the EDACs to determine if 
errors have occurred in memory. 

Single-bit errors in the 16-bit data word are flagged and corrected. 





DEF [T 


u 


is] Vcc 






DBO [T 




27] SEF 




DB1 \T 
DB2 [T 




is] SI \ 

^ > CONTROL 

25] so X 




DB3 |T 




24] CBO ^ 






DB4 (T 




23] CB1 




DATA 


DB5 \T 




22] CB2 


^CHECK 


BITS ^ 


DB6 [8_ 




21] CB3 j^ BITS 




DB7 [T 




20] CB4 




DBS Qo 




19] CBS ^ 




DB9 [lT 




li] DB15^ 




DB10 [12 




in DB14 1 DATA 


^DBII {l3 




1?] DB13 J ^'"""S 




GND [TT 




15] DBI2J 


I 



Single-bit errors in the 6-bit check word are flagged, and the CPU sends the ED AC through the correction cycle even 
though the 16-bit word is not in error. The correction cycle will simply pass along the original 16-bit word in this case 
and produce error syndrome bits to pinpoint the error-generating location. 

Dual-bit errors are flagged but not corrected. These dual errors may occur in any two bits of the 22-bit word from 
memory (two errors in the 16-bit data word, two errors in the 6-bit check word, or one error in each word). 

The gross-error condition of all lows or all highs from memory will be detected. Otherwise, errors in three or more bits 
of the 22-bit word are beyond the capabilities of these devices to detect. 



CONTROL FUNCTION TABLE 



Memory 
Cycle 


Control 


EDAC Function 


Data I/O 


Check Word I/O 


Error Flags | 


81 SO 


SEF 


DEF 


WRITE 


L L 


Generate Check Word 


Input Data 


Output Check Word 


L 


L 


READ 


L H 


Read Data & Check Word 


Input Data 


Input Check Word 


L 


L 


READ 


H H 


Latch & Flag Errors 


Latch Data 


Latch Check Word 


Enabled 


READ 


H L 


Correct Data Word & 
Generate Syndrome Bits 


Output Corrected Data 


Outpm Syndrome Bits 


Enabled 
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TYPES SN54LS630,SN54LS631.SN74LS630.SN74LS631 

16-BIT PARALLEL ERROR DETECTION AND CORRECTION CIRCUITS 

functional block diagram 



CHECK BIT I/O 
CBO THRU CBS 



4 5^ »<' 



<►>- 



DATA BIT I/O 
DB0THRUDB15' 



^»HI 



FUNCTION 
SELECTOR 



-52^ 



S0S1 



LATCH 
C 



BUFFER 
OE 



BUFFER 
OE 



4^ 



^^CH 



PARITY 
GENERATOR 



ERROR 
CORRECTOR 



^t^ 



A 



/ 



12^ 



OE 

ERROR 

DETECTOR 



-►SEF 
->DEF 



ERROR 
DECODER 



ERROR FUNCTION TABLE 



Total Number of Errors 


Error Hags 


Data Correction 


16-Bit Data 


6-Bit Checkword 


SEF 


DEF 








L 


L 


Not Applicable 


1 





H 


L 


Correction 





1 


H 


L 


Correction 


1 


1 


H 


H 


Interrupt 


2 





H 


H 


Interrupt 





2 


H 


H 


Interrupt 



In order to be able to determine whether the data from the memory is acceptable to use as presented to the bus, the 
EDAC must be strobed to enable the error flags and the flags will have to be tested for the zero condition. 

The first case in the error function table represents the normal, no-error condition. The CPU sees lows on both flags. 
The next two cases of single-bit errors require data correction. Although the EDAC can discern the single check bit 
error and ignore it, the error flags are identical to the single error in the 16-bit data word. The CPU will ask for data 
correction in both cases. An interrupt condition to the CPU results in each of the last three cases, where dual errors 
occur.- 

error detection and correction details 

During a memory write cycle, six check bits (CB0-CB5) are generated by eight-input parity generators using the data 
bits as defined below. During a memory read cycle, the 6-bit check word is retrieved along with the actual data. 
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TYPES SN54LS630,SN54LS631,SN74LS630,SN74LS631 
16-BIT PARALLEL ERROR DETECTION AND CORRECTION CIRCUITS 



CHECKWORD 
BIT 


16-BIT DATA WORD | 





1 


2 


3 


4 


5 


6 7 8 9 10 


11 


12 


13 


14 


15 


CBO 


X 


X 




X 


X 




XXX 






X 






CB1 


X 




X 


X 




X 


X X 


X 






X 




CB2 




X 


X 




X 


X 


X X 




X 






X 


CB3 


X 


X 


X 








XX X 


X 


X 








CB4 








X 


X 


X 


X X 






X 


X 


X 


CBS 














XXX 


X 


X 


X 


X 


X 



The ilx check bits are parity bits derived from the matrix of data bits as Indicated by "x" for each bit. 



Error detection is accomplished as the 6-bit checl< word and the 16-bit data word from memory are applied to internal 
parity generators/checkers. If the parity of all six groupings of data and check bits are correct, it is assumed that no 
error has occurred and both error flags will be low. (It should be noted that the sense of two of the check bits, bits CBO 
and CB1, is inverted to ensure that the gross-error condition of all lows and all highs is detected.) 

If the parity of one or more of the check groups is incorrect, an error has occurred and the proper error flag or flags will 
be set high. Any single error in the 16-bit data word will change the sense of exactly three bits of the 6-bit check word. 
Any single error in the 6-bit check word changes the sense of only that one bit. In either case, the single error flag will 
be set high while the dual error flag will remain low. 

Any two-bit error will change the sense of an even number of check bits. The two-bit error is not correctable since the 
parity tree can only identify single-bit errors. Both error flags are set high when any two-bit error is detected. 

Three or more simultaneous bit errors can fool the EDAC into believing that no error, a correctable error, or an uncor- 
rectable error has occurred and produce erroneous results in all three cases. 

Error correction is accomplished by identifying the bad bit and inverting it. Identification of the erroneous bit is 
achieved by comparing the 16-bit data word and 6-bit check word from memory with the new check word with one 
(check word error) or three (data word error) inverted bits. 

As the corrected word is made available on the data word I/O port, the check word I/O port presents a 6-bit syndrome 
error code. This syndrome code can be used to identify the bad memory chip. 

ERROR SYNDROME TABLE 









SYNDROME ERROR CODE 




ERROR LOCATION 


CBO 


CB1 


CB2 CBS CB4 


CBS 


DBG 


L 


L 


H L H 


H 


DB1 


L 


H 


L L H 


H 


DB2 


H 


L 


L L H 


H 


DBS 


L 


L 


H H L 


H 


DB4 


L 


H 


L H L 


H 


DB5 


H 


L 


L H L 


H 


DB6 


H 


L 


H L L 


H 


DB7 


H 


H 


L L L 


H 


DBS 


L 


L 


H H H 


L 


DBS 


L 


H 


L H H 


U 


DB10 


L 


H 


H L H 


L 


DB11 


H 


L 


H L H 


L 


DB12 


H 


H 


L L H 


L 


DB13 


L 


. H 


H H L 


L 


DB14 


H 


L 


H H L 


L 


DB15 


H 


H 


L H L 


L 


CBO 


L 


H 


H H H 


H 


CB1 


H 


L 


H H H 


H 


CB2 


H 


H 


L H H 


H 


CB3 


H 


H 


H L H 


H 


CB4 


H 


H 


H H L 


H 


CB5 


H 


H 


H H H 


L 


NO ERROR 


H 


H 


H H H 


H 
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TYPES SN54LS630,SN54LS631,SN74LS630,SN74LS631 

16-BIT PARALLEL ERROR DETECTION AND CORRECTION CIRCUITS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 

vcc- 




TYPICAL OF CB AND DB ('LS630) 



100 n NOM 




TYPICAL OF DEF AND SEF OUTPUTS 

■vcc 




Up4 OUTPUT 



TYPICAL OF CB AND DB ('LS631 ) 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage: SO and SI 7 V 

CB and DB 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54LS630, SN54LS631 -55°C to 125°C 

SN74LS630, SN74LS631 0°C to 70°C 

Storage temperature range — 65°C to 1 50°C 

NOTE 1 : Voltage Values are with respect to network ground terminal. 

recommended operating conditions 





SN54LS630 
SN54LS631 


SN74LS630 
SN74LS631 


UNIT 


MIN 


NOM MAX 


MIN NOM MAX 


Supply voltage, Vqq 




4.5 


5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


CBor DB, 'LS630only 


-1 


-1 


mA 


DEF or SEF 


-0.4 


-0.4 


High-level output voltage, Vqh 


CB or DB, 'LS631 only 


5.5 


5.5 


V 


Low-level output current, Iql 


CB or DB 


12 


24 


mA 


DEF or SEF 


4 


8 


Setup time, tju 


CBor DBtoSIt 


10 


10 


ns 


Hold time, t^ 


CBor DB after Sit 


15 


15 


ns 


Operating free-air temperature, T^ 


-55 


125 


70 


°C 


tThe upward -pointing arrow indicates a t 


ransltlon from low to high. 
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TYPES SN54LS630,SN54LS631,SN74LS630,SN74LS631 
16-BIT PARALLEL ERROR DETECTION AND CORRECTION CIRCUITS 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETERS 






SN54LS630 


SN74LS630 


UNIT 


TEST CONui 1 luiMt)' 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level Input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc=MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


CB or DB 


Vcc = MIN, 
V,H = 2V, 
ViL = ViL niin 


l0H = MAX 


2.4 


3.3 




2.4 


3.2 




V 


DEForSEF 


'OH = -400mA 


2.5 


3.4 




2.7 


3.4 




Vol 


Low-level output voltage 


CB or DB 


Vcc = MIN, 
V|H = 2V, 
V|L = V|Lmax 


'0L° 12mA 




0.25 


0.4 




0.25 


0.4 


V 


'0L= 24 mA 






0.35 


0.5 


DEForSEF 


'OL""* '"A 




0.25 


0.4 




0.25 


0.4 


IOL°8mA 






0.35 


0.5 


'OZH 


Off -state output current, 
high-level voltage applied 


CB or DB 


Vcc = MAX, Vq = 2.7 V, 
SO and SI at 2 V 


20 


20 


mA 


"OZL 


Off-state output current, 
low-level voltage applied 


CB or DB 


Vcc = MAX, Vo = 0.4 V, 
SO and SI at2V 


-20 


-20 


tiA 


Input current at maximum 
l| 

input voltage 


CB or DB 
SO or SI 


Vcc = MAX, 
V|H=4.5V 


V| = 5.5V 


0.1 


0.1 


mA 


V| = 7 V 


0.1 


0.1 


>IH 


High-level input current 




Vcc = MAX, V| = 2.7V 


20 


20 


mA 


IlL 


Low-level input current 




Vcc = MAX, V| = 0.4V 


-0.2 


-0.2 


mA 


'OS 


Short-circuit output 
currentH 


CB or DB 


Vcc = MAX, 


-30 




-130 


-30 




-130 


mA 


DEForSEF 


-20 




-100 


-20 




-100 


'cc 


Supply current 




Vcc = MAX, SO and SI at 4.5 V, 
All CB and DB pins grounded, 
DEFandSEF open 




143 


230 




143 


230 


mA 



electrical characteristics over recommended operating free-air temperature range 


(unless Otherwise noted) 


PARAMETER 


TEST CONDITIONS^ 


SN54LS631 


SN74LS631 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.7 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, l|=-18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


DEForSEF 


Vcc = MIN, Ioh = -400mA, 
V|H = 2V, V|L = V|Lmax 


2.5 3.4 


2.7 


3.4 




V 


'oh 


High-level output current 


CBorDB 


Vcc = MIN, Vqh = 5.5 V, 
V|H = 2V, V|L=V|Lmax 


100 


100 


mA 


Vol 


Low-level output voltage 


CBorDB 


Vcc = MIN, 
V|H = 2V, 
V|L = ViLmax 


'0L= 12 mA 


0.25 


0.4 




0.25 


0.4 


V 


IOL = 24mA 






0.35 


0.5 


DEForSEF 


'OL^'* mA 


0.25 


0.4 




0.25 


0.4 


IOL = 8mA 






0.35 


0.5 


Input current at 
l| 

maximum input voltage 


CBorDB 


Vcc = MAX, 
V|H = 4.5V 


V| = 5.5V ,■ 


100 


100 


HA 


SO or SI 


V| = 7V , 


100 


100 


l|H 


High-level input current 




Vcc = MAX V|=2.7V 


20 


20 


mA, 


l|L 


Low-level input current 




Vcc = MAX, V|=0.4V 


-0.2 


-0.2 


mA 


"OS 


Short-circuit output 
current^ 


DEForSEF 


Vcc = MAX, 


-20 


-100 


-20 




-100 


mA 


'CC 


Supply current 




Vcc = MAX, SO and SI at 4.5 V, 
All CB and DB grounded, 
SEFand DEF open 


113 


180 




113 


180 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

t All typical values are at V^c = 5 V, T^ = 25°C. 

il Not more than one output should be shorted at a time, and duration of the short circuit should not exceed one second. 
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TYPES SN54LS630,SN54LS631,SN74LS630,SN74LS631 

16-BIT PARALLEL ERROR DETECTION AND CORRECTION CIRCUITS 

switching characteristics, Vcc = 5 V, Ta = 25° C, Cl = 45 pF 



PARAMETER 



FROM 
(INPUT) 



TO 
(OUTPUT) 



TEST CONDITIONS 



MIN TYP MAX 



tpLH Propagation delay time, low-to-high-level output'^ 



^PHL Propagation delay time, high-to-low-level output"^ 



SO at V, 31 at V, 
RL = 667n, See Figure 1 



31 45 



tpLH Propagation delay time, low-to-high-level output* 



SO at 3 V, RL = 2kn, 
See Figure 1 



tpzH Output enable time to high level* 



CB, DB 



SI at 3 V, RL = 667n, 
See Figure 2 



24 40 



tpzL Output enable time to low level* 



so; 



CB, DB 



SI at 3 V, RL = 667n 
See Figure 1 



30 45 



tpHZ Output disable time from high level* 



CB, DB 



SI at 3 V, RL = 667n, 
See Figure 2 



43 65 



tpL2 Output disable time from low level* 



SI at 3 V, RL = 667n 
See Figure 1 



switching characteristics, VcC = 5 V, Ta = 25°C, Cl = 45 pF, see Figure 1 



PARAMETER 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


•LS631 


UNIT 


MIN TYP 


MAX 


tpLH Propagation delay time, low-to-high level output^ 


DB 


CB 


SOatOV, SlatOV, 
RL = 667n 


38 


55 


ns 


tpHL Propagation delay time, high-to-low-level output^ 


45 


65 


ns 


tpLH Propagation delay time, low-to-high-level output* 


Sit 


DEF 


SO at 3 V, RL = 2kn 


27 


40 


ns 


SEF 


20 


30 


ns 


tPHL Propagation delay time, high-to-low-level output* 


so; 


CB, DB 


SI at 3 V, RL = 667kn 


28 


45 


ns 


tPLH Propagation delay time, low-to-high-level output* 


sot 


CB, DB 


SI at 3 V, RL = 667kn 


33 


50 


ns 



"Those parameters describe the time intervals taken to generate the check word during the memory write cycle. 

*These parameters describe the time intervals taken to flag errors during the memory read cycle. 

*ThBse parameters describe the time Intervals taken to correct and output the data word and to generate and output the syndrome error code 

during the memory read cycle. 

Those parameters describe the time Intervals taken to disable the CB and DB buses In preparation for a new data word during tha memory read 

cycle. 

PARAMETER MEASUREIVIENT INFORIVIATION 



OUTPUT 
OF CIRCUIT 




OF CIRCUIT 



Cl = 45pF 




CL = 45pF;±r 



Rl = 667S2 



FIGURE 1-OUTPUT LOAD CIRCUIT 



FIGURE 2-OUTPUT LOAD CIRCUIT 
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TYPES SN54LS373, SN54LS374, SN54S373, SN54S374, 

SN74LS373, SN74LS374, SN74S373, SN74S374 

OCTAL Q-TYPE TRANSPARENT LATCHES AND 

EDGE-TRIGGERED FLIP-FLOPS 

BULLETIN NO. DL-S 12350, OCTOBER 1975 - REVIS E D JUNE 1979 



• Choice of 8 Latches or 8 D-Type Flip-Flops 
In a Single Package 

• 3-State Bus-Driving Outputs 

• Full Parallel-Access for Loading 

• Buffered Control Inputs 

• Clock/Enable Input Has Hysteresis to Improve 
Noise Rejection 

• P-N-P Inputs Reduce D-C Loading on 
Data Lines ('S373 and 'S374) 

• SN54LS363 and SN74LS364 Are Similar But 
Have Higher Vq^ For MOS Interface 



'LS373, 'S373 
FUNCTION TABLE 



OUTPUT 
ENABLE 


ENABLE 

D 
LATCH 


OUTPUT 


L 
L 
L 
H 


H H 
H L 
L X 
X X 


H 

L 

Qo 

z 



'LS374, 'S374 
FUNCTION TABLE 



OUTPUT 
ENABLE 


CLOCK 


D 


OUTPUT 


L 


t 


H 


H 


L 


t 


L 


L 


L 


L 


X 


Qo 


H 


X 


X 


z 



See explanation of function tables on page 1-13. 



SN54LS373, SN54S373 ... J PACKAGE 

SN74LS373, SN74S373 ... J OR N PACKAGE 

(TOP VIEW) 



Vcc so 8D 7D 70 60 



jM3ssaasHajiiiu 



csrsvsrj 



X 



Q 



ic 



El 



LiiiiiiiJijJijJiiiiiiijj^^ 



logic: see function table 



SN54LS374, SN54S374 ... J PACKAGE 

SN74LS374, SN74S374 ... J OR N PACKAGE 

(TOP VIEW) 



Vcc 80 8D '0 70 60 



60 5Q CLOCK 



JHRRRRRMRMFL 



Li LJ LJ [IJ 



3 



777^ 



3 



^^ 



LlJljJliilAlllll5jljJll^^ 



logic: see function table 



description 



These 8-bit registers feature totem-pole ttiree-state outputs designed specifically for driving highly-capacitive or 
relatively low-impedance loads. The high-impedance third state and increased high-logic-level drive provide these 
registers with the capability of being connected directly to and driving the bus lines -in a bus-organized system without 
need for interface or pull-up components. They are particularly attractive for implementing buffer registers, I/O ports, 
bidirectional bus drivers, and working registers. 

The eight latches of the 'LS373 and 'S373 are transparent D-type latches meaning that while the enable (G) is high the 
Q outputs will follow the data (D) inputs. When the enable is taken low the output will be latched at the level of the 
data that was set up. 



Copyright © 1979 by Texas Instrunnents Incorporated 
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TYPES SN54LS373, SN54LS374, SN54S373, SN54S374, 
SN74LS373, SN74LS374, SN74S373, SN74S374 
OCTAL D-TYPE TRANSPARENT LATCHES AND 
EDGE-TRIGGERED FLIP-FLOPS 

description (continued) 

The eight flip-flops of the 'LS374 and 'S374 are edge-triggered D-type flip-flops. On the positive transition of the clock, 
the Q outputs will be set to the logic states that were setup at the D inputs. 

Schmitt-trigger buffered inputs at the enable/clock lines simplify system design as ac and dc noise rejection is improved 
by typically 400 mV due to the input hysteresis. A buffered output control input can be used to place the eight 
outputs in either a normal logic state (high or low logic levels) or a high-impedance state. In the high-impedance state 
the outputs neither load nor drive the bus lines significantly. 

The output control does not affect the internal operation of the latches or flip-flops. That is, the old data can be 
retained or new data can be entered even while the outputs are off. 



'LS373, '5373 
TRANSPARENT LATCHES 



'LS374, 'S374 
POSITIVE-EDGE-TRIGGERED FLIP-FLOPS 



(1) 



CONTROL 



(3) 



2D 



(4) 



3D- 



(7) 



(8) 



5D 



(13) 



(14) 



(17) 



(18) 



^> 



^> — c G 



ENABLE 
G 



iH^ 



CG 



CG 



<l — Cg 



CG 



Cg 




11^5-^^ 



(2) 



1Q 




(6) 





(9) 



(12) 



■^ 



(15) 



(16) 



3Q 



40 



50 



6Q 




I^yi9)_ 



(1) 



(3) 



(4) 



(7) 



(8) 



(13) 



(14) 



(17) 



(18) 



■<o 



I) — C>CK 



<►— C>CK 



.ilHC^ 



OCK 



OCK 



CP>CK 
Q 



OCK 



OCK 




■5^ 



(2) 



10 



20 





(6) 



(9) 



.^>ii£L 



60 




(16) 



_^>iH_ 
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TYPES SN54LS373, SN54LS374, SN74LS373, SN74LS374 

OCTAL D-TYPE TRANSPARENT LATCHES AND 

EDGE-TRIGGERED FLIP-FLOPS 



REVISED DECEMBER 1980 



schematic of inputs and outputs 



EQUIVALENT OF DATA INPUTS 

vcc 



INPUT - 



* 



Req = 20 kn NOM 



EQUIVALENT OF ENABLE AND 
OUTPUT CONTROL INPUTS 

Vcc 



INPUT- 



< 



T» 



TYPICAL OF ALL OUTPUTS 

-Vcc 




EQUIVALENT OF 
DATA INPUTS 

Vcc 



;»- 



^ 



EQUIVALENT OF CLOCK 
AND OUTPUT CONTROL INPUTS 



vcc- 



i; 17 kn NOM 



* 4* 



< 



TYPICAL OF ALL OUTPUTS 

-Vcc 
100 n NOM ' 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vqq (see Note 1) 

Input voltage 

Off-state output voltage 

Operating free-air temperature range: SN54LS' 

SN74LS' 

Storage temperature range — 65°Cto150°C 

NOTE 1: Voltage values are with respect to network ground terminal. 



. . . 7V 

7 V 

7 V 

-55°Cto125°C 

0°C to 70° C 



recommended operating conditions 





SN54LS' 


SN74LS' 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vcc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


High-level output current, Iqh 


-1 


-2.6 


mA 


Width of clock/enable pulse, t^ 


High 


15 


15 


ns 


Low 


15 


15 


Data setup time, tj^ 


'LS373 


5i 


5; 


ns 


'LS374 


20t 


20t 


Data hold time, t^ 


'LS373 


204^ 


20| 


ns 


'LS374 


Of 


ot 


Operating free-air temperature, T^ 


-55 




125 







70 


°C 



T4' The arrow indicates the transition of the clock/enable input used for reference: t for the low-to-high transition, -J- for the hijh-to-low transi- 
tion. 
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TYPES SN54LS373, SN54LS374, SN74LS373, SN74LS374 
OCTAL D-TYPE TRANSPARENT LATCHES AND 
EDGE-TRIGGERED FLIP-FLOPS 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


V||-| High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax, Iqh = MAX 


2.4 3.4 


2.4 3.1 


V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax 


l0L = 12 mA 


0.25 0.4 


0.25 0.4 


V 


'OL = 24 mA 




0.35 0.5 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, V|H = 2V, 
Vo = 2.7 V 


20 


20 


>iA 


Off-state output current, 

InzL 

low-level voltage applied 


Vcc = MAX, V|H=2V, 
Vo = 0.4 V 


-20 


-20 


ma 


Input current at 
li 

maximum input voltage 


Vcc = MAX, V|=7V 


0.1 


0.1 


mA 


l|l-l High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


HA 


l|L Low-level input current 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


(qs Short-circuit output current § 


Vcc = MAX 


-30 -130 


-30 -130 


mA 


'cc Supply current 


Vcc = MAX, 

Output control at 4.5 V 


'LS373 


24 40 


24 40 


mA 


'LS374 


27 40 


27 40 



^ For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

JAII typical values are at Vqc = 5 V, T/\ = 25°C. 

§ Not more than one output should be shorted at a time and duration of the short circuit should not exceed one second. 



switching characteristics, Vqq 


= 5 V, T^ = 25°C 












PARAMETER 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'LS373 


'LS374 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


^max 






Cl = 45pF, RL = 667n, 
See Notes 2 and 3 




35 50 


MHz 


tPLH 


Data 


Any Q 


12 


18 




ns 


tPHL 


12 


13 




tPLH 


Clock or 
enable 


Any Q 


20 


30 


15 


28 


ns 


tPHL 


IB 


30 


19 


28 


tPZH 


Output 
Control 


Any G 


15 


28 


20 


28 


ns 


tPZL 


25 


36 


21 


28' 


tpHZ 


Output 
Control 


Any Q 


CL = 5pF, RL = 667n, 
See Note 3 


12 


20 


12 


20 


ns 


tPLZ 


15 


25 


14 


25 



NOTES: 2. Maximum clock frequency is tested with all outputs loaded, 
3. See load circuits and waveforms on page 3-11, 

"'max — maximum clock frequency 

tpLH — propagation delay time, low-to-hlgh-level output 

tpHL = propagation delay time, high-to-low-level output 

tp2H — output enable time to high level 

tp2|_ = output enable time to low level 

*PHZ — output disable time from high level 

tpLZ — output disable time from low level 
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TYPES SN54S373, SN54S374, SN74S373, SN74S374 

OCTAL D-TYPE TRANSPARENT LATCHES AND 

EDGE-TRIGGERED FLIP-FLOPS 



schematic of inputs and outputs 



EQUIVALENT OF EACH INPUT 



VCC- 




TYPICAL OF ALL OUTPUTS 




•Vcc 



m 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, ^qq (see Note 1) 7V 

Input voltage 5.5 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54S' — 55°Cto125°C 

SN74S' 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1: Voltase values are with respect to network ground terminal. 



recommended operating conditions 





SN54S' 


SN74S' 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, Vqc 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


High-level output current, Iqh 


-2 


-6.5 


mA 


Width of clock/enable pulse, ty^ 


High 


6 


6 


ns 


Low 


7.3 


7.3 


Data setup time, t,y 


'S373 


0| 


01 


ns 


'S374 


5t 


51 


Data hold time, t^ 


•S373 


io; 


lOi 


ns 


•S374 


2t 


2t 


Operating free-air temperature, Ta 


-55 




125 







70 


°C 



T4' The arrow indicates the transition of the clock/enable Input used for reference: t for the low-to-high transition, i for the high-to-low transi- 
tion. 
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TYPES SN54S373, SN54S374, SN74S373, SN74S374 
OCTAL D-TYPE TRANSPARENT LATCHES AND 
EDGE-TRIGGERED FLIP-FLOPS 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONS^ 


MIN 


TYPf 


MAX 


UNIT 


V|H 


High-level input voltage 




2 


V 


V|L 


Low-level input voltage 




0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.2 


V 


VOH 


High-level output voltage 


SN54S' 


Vcc=MIN, V,H = 2V, 
V|L = 0.8V, loH = MAX 


2.4 


3.4 




V 


SN74S' 


2.4 


3.1 




Vol 


Low-level output voltage 


Vcc=MIN, V|H = 2V, 
V|L = 0.8V, loL = 20mA 


05 


V 


'OZH 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, V|H = 2V, 
Vq = 2.4 V 


50 


juA 


'OZL 


Off-state output current, 
low-level voltage applied 


Vcc = MAX, V|H = 2V, 
Vq = 0.5 V 


-50 


HA 


l| Input current at maximum input voltage 


Vcc=MAX, V|=5.5V 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, V| = 2.7 V 


50 


HA 


l|L 


Low-level input current 


Vcc = MAX, V, = 0.5 V 


-250 


mA 


'OS 


Short-circuit output current § 


Vcc = MAX 


-40 




-100 


mA 


'cc 




Vcc = MAX 


'S373 




105 


160 


mA 






'S374 




90 


140 



T For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

TaII typical values are at Vqq = 5 V, T^ = 25° C, 

S Not more than one output should be shorted at a time and duration of the short circuit should not exceed one second. 



NOTES: 2. Maximum clock frequency is tested with all outputs loaded. 
4. See load circuits and waveforms on page 3-10. 

^max ^ maximum clock frequency 

*PLH — propagation delay time, low-to-high-level output 

tpuL — propagation delay time, hlgh-to-low-level output 

tp2H — output enable time to high level 

tp2L — output enable time to low level 

*PHZ — output disable time from high level 

tpL2 — output disable time from low level 



switching characteristics, ^/qq 


= 5V,T;^ = 25°C 














PARAMETER 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


•S373 


•S374 


UNIT 


MIN TYP 


MAX 


MIN 


TYP 


MAX 


fmax 






Cl=15pF, RL = 280n, 
See Notes 2 and 4 




75 


100 




MHz 


tPLH 


Data 


Any Q 


7 


12 




ns 


tPHL 


7 


12 




tPLH 


Clock or 
enable 


AnyQ 


7 


14 




8 


15 


ns 


tPHL 


12 


18 




11 


17 


tPZH 


Output 
Control 


Any Q 


8 


15 




8 


15 


ns 


tPZL 


11 


18 




11 


18 


^PHZ 


Output 
Control 


Any Q 


Cl = 5pF, RL = 280n, 
See Note 3 


6 


9 




5 


9 


ns 


tPLZ 


8 


12 




7 


12 
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TYPES SN54LS374, SN54S374, SN74LS374, SN74S374 

OCTAL D-TYPE TRANSPARENT LATCHES AND 

EDGE-TRIGGERED FLIP-FLOPS 

TYPICAL APPLICATION DATA 



OOTTUT 
CONTROL 1 



BIDIRECTIONAL 
DATA BUS 1 



BIDIRECTIONAL BUB DRIVER 



'LS374 
OR 
'S374 



-A. 



J 



v~ 



'LS374 
OR 
'S374 



BIDIRECTIONAL 
DATA BUS 2 



OUTPUT 
CONTROL 2 




CLOCK 2 H 



CLOCK CIRCUIT FOR BUS EXCHANGE 



EXPANDABLE 4-WORD-BV-S-BIT QENERAL REGISTER FILE 



ENABLE SELECT 



{= 



A YJ 

B Y3 



ri 



u 



'LS374 OR 'S374 



YO Y1 Y2 Y3 

A B G 



'LS374 0R'S374 < 



'LS374 OR 'S374 < 



'LS374 OR 'S374 < 



D 



clSck 



"i_r 
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TYPES SN54LS375, SN74LS375 
4-BIT BISTABLE LATCHES 

BULLETIN NO. DL-S 7612131, OCTOBER 1976 



Supply Voltage and Ground on Corner 
Pins To Simplify P-C Board Layout 



logic 



SN54LS375 ... J OR W PACKAGE 

SN74LS375 ... J OR N PACKAGE 

(TOP VIEW) 



FUNCTION TABLE 
(EACH LATCH) 



INPUTS 


OUTPUTS 


D G 


Q Q 


L H 
H H 
X L 


L H 
H L 



H = high level, L = low level, X = irrelevant 

Qg = the level of Q before the high-to-low transition of G. 

functional block diagram (each latch) 




Vcc 4D 45 4Q 3-4 3Q 3Q 

16 



14 _ 13 



G D 

r 



11 _ 10 _ 9 _ 



1D 1Q IQ ENABLE 20 2Q 2D GNO 



logic: see function table 



schematics of inputs and outputs 



EQUIVALENT OF 
EACH INPUT 




Data: Req =17 kfl 
Enable: Req = 4.2 kn 



TYPICAL OF ALL OUTPUTS 




} 120 n 

NOM 



description 

The SN54LS375 and SN74LS375 bistable latches are 
electrically and functionally identical to the 
SN54LS75 and SN74LS75, respectively. Only the 
arrangement of the terminals has been changed in the 
SN54LS375 and SN74LS375. 

These latches are ideally suited for use as temporary 
storage for binary information between processing 
units and input/output or indicator units. Informa- 
tion present at a data (D) input is transferred to the Q 
output when the enable (G) is high and the Q output 
will follow the data input as long as the enable 
remains high. When the enable goes low, the informa- 
tion (that was present at the data input at the time 
the transition occurred) is retained at the Q output 
until the enable goes high. 

These circuits are completely compatible with all 
popular TTL or DTL families. All inputs are diode- 
clamped to minimize transmission-line effects and 
simplify system design. The SN54LS375 is character- 
ized for operation over the full military temperature 
range of -55°C to 125°C; SN74LS375 is character- 
ized for operation from 0°C to 70°C. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1 ) 7 V 

Input voltage ' 7V 

Operating free-air temperature range: SN54LS375 — 55°Cto125°C 

SN74LS375 0°C to 70!C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions, electrical characteristics, and switching characteristics 

Same as SN54LS75 and SN74LS75, see page 7-39. 
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TYPES SN54376, SN74376 
QUADRUPLE J-K FLIP-FLOPS 

BULLETIN NO. DL-S 7612461, OCTOBER 1976 



Four J-K Flip-Flops in a Single Package . . . 
Can Reduce FF Package Count by 50% 

Common Positive-Edge-Triggered Clocks 
with Hysteresis . . . Typically 200 mV 

Fully Buffered Outputs 

Typical Clock Input Frequency ... 45 MHz 



description 



These quadruple TTL J-K flip-flops Incorporate a 
number of third-generation IC features that can 
simplify system design and reduce flip-flop package 
count by as much as 50%. They feature hysteresis at 
the clock input, fully buffered outputs, and direct 
clear capability. The positive-edge-triggered SN54376 
and SN74376 are directly compatible with most 
Series 54/74 MSI registers. 

The SN 54376 is characterized for operation over the 
full military temperature range of — 55°C to 125°C; 
the SN74376 is characterized for operation from 0°C 
to 70°C. 



FUNCTION TABLE (EACH FLIP-FLOP) 



COMMON INPUTS 


INPUTS 


OUTPUT 
Q 


CLEAR CLOCK 


J K 


L X 


X X 


L 


H t 


L H 


Qo 


H t 


H H 


H 


H t 


L L 


L 


H t 


H L 


TOGGLE 


H L 


X X 


Qo 



SN54376 ... J OR W PACKAGE 

SN74376 ... J OR N PACKAGE 

(TOP VIEW) 



4K 4Q 3Q 3K 



3J CLOCK 



16 15 14 13 12 _ 11 



dS 



CK CLR > 



rC>- 



CK 2'-'^^ 



CS 



^3 



■CICLR CK 



^ 



CLEAR U 



logic: see function table 



schematics of inputs and outputs 



EQUIVALENT OF 
EACH INPUT 



VCC 




y. 



Clear, J, K: Rgq = 4 kn NOM 
Clock: Req = 1 1 .6 kf2 NOM 



TYPICAL OF ALL 
OUTPUTS 



vcc 




See explanation of function tables on page 3-8. 



Resistor values shown 



Tomlnal and in ohms 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54376 -55°Cto125°C 

SN74376 0°Cto70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54376, SN74376 
QUADRUPLE J-K FLIP-FLOPS 



recommended operating conditions 




SN54376 


SN74376 


UNIT 


MIN 


NOM 


MAX 


MIN 


NOM 


MAX 


Supply voltage, \/qq 


4.5 


5 


5.5 


4.75 


5 


5.25 


V 


High-level output current, Iqh 


-800 


-800 


HA 


Low-level output current, Iql 


16 


16 


mA 


Clock frequency 







30 







30 


MHz 


Pulse width, tw 


Clock high 


22 


22 


ns 


Clock low 


12 


12 


Preset or clear low 


12 


12 


Setup time, tju 


J, K inputs 


Ot 


Ot 


ns 


Clear inactive state 


lot 


lot 


Input hold time, t^, 


20t 


20 1 


ns 


Operating free-air temperature, T/\ 


55 




125 







70 


°C 



tIThe arrow indicates the edge of the clock pulse used for reference: t for the rising edge, I for the falling edge. 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN 


TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 




2 


V 


VlL 


Low-level input voltage 




0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l|=-12mA 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, V|H=2V, 
V|L = 0.8V, Ioh = -800;jA 


2.4 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, V|H = 2V, 
ViL = 0.8V, loL=16mA 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5 V 


1 


mA 


l|H 


High-level input current 


Vcc = MAX, V| = 2.4 V 


40 


mA 


l|L 


Low-level input current 


Vcc = MAX, V| = 0.4 V 


-1.6 


mA 


lOS 


Short-circuit output currentS 


Vcc = MAX 


-30 




-85 


mA 


icc 


Supply current 


Vcc = MAX 




52 


74 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

IaII typical values are at Vcc = ^ V, T;^ = 25°C. 

SNot more than one output should be shorted at a time. 

switching characteristics, Vcc = 5 V, T/\ = 25°C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


fmax 


Maximum clock frequency 


CL=15pF, 
RL = 400n, 
See Note 2 


30 


45 




MHz 


tPHL 


Propagation delay time, high-to-low-level output from clear 




17 


30 


ns 


tPLH 


Propagation delay time, low-to-high-level output from clock 




22 


35 


ns 


tPHL 


Propagation delay time, high-to-low-level output from clock 




24 


35 


ns 



NOTE 2: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS377. SN54LS378. SN54LS379. 

SN74LS377. SN74LS378, SN74LS379 

OCTAL, HEX, AND QUAD D-TYPE FLIP-FLOPS WITH ENABLE 



BULLETIN NO. DL-S 7612474, OCTOBER 1976 



'LS377 and 'LS378 Contain Eight and 
Six Flip-Flops, Respectively, with Single- 
Rail Outputs 

'LS379 Contains Four Flip-Flops with 
Double-Rail Outputs 

Individual Data Input to Each Flip-Flop 

Applications Include: 
Buffer/Storage Registers 
Shift Registers 
Pattern Generators 



description 



These monolithic, positive-edge-triggered flip-flops 
utilize TTL circuitry to implement D-type flip-flop 
logic with an enable input. The 'LS377, 'LS378, and 
'LS379 devices are similar to 'LS273, 'LSI 74, and 
'LSI 75, respectively, but feature a common enable 
instead of a common clear. 

Information at the D inputs meeting the setup time 
requirements is transferred to the Q outputs on the 
positive-going edge of the clock pulse if the enable 
input G is low. Clock triggering occurs at a particular 
voltage level and is not directly related to the 
transition time of the positive-going pulse. When the 
clock input is at either the high or low level, the D 
input signal has no effect at the output. The circuits 
are designed to prevent false clocking by transitions 
at the G input. 

These flip-flops are guaranteed to respond to clock 
frequencies ranging from to 30 MHz while 
maximum clock frequency is typically 40 megahertz. 
Typical power dissipation is 10 milliwatts per 
flip-flop. 



FUNCTION TABLE 
(EACH FLIP-FLOP) 



INPUTS 


OUTPUTS 


G 


CLOCK 


DATA 


Q Q 


H 


X 


X 


Qo Qo 


L 


t 


H 


H L 


L 


t 


L 


L H 


X 


L 


X 


Qo OO 



See explanation of function tables on page 3-8. 



SN54LS377 ... J PACKAGE 

SN74LS377 ... J OR N PACKAGE 

(TOP VIEW) 



.(. 8Q 8D 7D 7Q 6Q 6D 5D 5Q CLOCK 



L.Q D-IL-D qJI—q dJ Ld qJ 



CK< >•< >CK 



CK< >«< >CK 



pQ D-ipD Q-ipQ D-i |-D Q-i 



T_LniJiiriArLLriirLiri_ii^^ 

ENABLE 10 ID 2D 2Q 3Q 3D 4D 4Q GND 



logic: see function table 



SN54LS378 ... J OR W PACKAGE 
SN74LS378 ... J OR N PACKAGE 
(TOP VIEW) 



4Q CLOCK 



16 . 15 _ 14 _ 13 . 12 _ 11 . 10 _ 9 



I— Q D— JL.D Q_Jl_D Q-I 



CK< >^-C >CK 



CK<>-4-C>CK 



[— |Q D| — I HD Q[ — 1 I— |D Q} -1 



7 8 



3Q GND 



logic: see function table 



SN54LS379 ... J OR W PACKAGE 

SN74LS379 ... J OR IM PACKAGE 

(TOP VIEW) 



vcc 

16 


40 4TJ 

15 14 


40 3D 

- 13 . 12 _ 


30 30 

11 10 


CLOG 

9 






X 








X 


JL 


r 


(J 






n- 

„ CK ^' 
D A 


lY 






? ^ 






rJ_Y _ 


I 


y 


1 i 






J r- 








-n X 






V d 

- G CK 
S O 






D V 

CK G. 




J 


_i 


>< 






>><; 




^\\ 




2 3 


i 


J\_ 


) 


6 ■ 7 


8 





ENABLE 10 



2D 25" 20 GND 



logic: see function table 
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TYPES SN54LS377, SN54LS378, SN54LS379. 

SN74LS377, SN74LS378, SN74LS379 

OCTAL, HEX, AND QUAD D-TYPE FLIP-FLOPS WITH ENABLE 

functional block diagram 




5 Q 

('LS379 
ONLY) 



TO 7 ('LS377J 
5 {'LS378) 
3 ('LS379) 

OTHER FLIP-FLOPS 



schematics of inputs and outputs 



EQUIVALENT OF DATA 
INPUT 



vcc- 



■tW- 



^ 



25 kn 
NOM 



EQUIVALENT OF CLOCK OR 
ENABLE INPUT 



vcc- 



^ 



TYPICAL OF ALL OUTPUTS 
-Vqc 



120 n NOM 




■OUTPUT 



absolute maximum rating over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 7 V 

Operating free-air temperature range: SN54LS' — 55°Cto125°C 

SN74LS' 0°Cto70°C 

Storage temperature range -65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54LS377, SN54LS378, SN54LS379, 

SN74LS377, SN74LS378, SN74LS379 

OCTAL, HEX, AND QUAD D-TYPE FLIP-FLOPS WITH ENABLE 



recommended operating conditions 







SN54LS' 


SN74LS' 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


mA 


Low-level output current, iQ\_ 


4 


8 


mA 


Clock frequency, fdock 


30 


30 


MHz 


WicJth of clock or clear pulse, tw 


20 


20 


ns 


Setup time, tju 


Data input 


20t 


20 1 


ns 


Enable active-state 


25t 


25t 


Enable inactive-state 


lot 


lot 


Hold time, th 


Data and enable 


5t 


5t 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 



Tjhe arrow indicates that the rising edge of the clock pulse is used for reference. 

electrical, characteristics over recommended operating free-air temperature range (unless otherwise noted) 





PARAMETER 


TESTCONDITIONSt 




SN54LS' 


SN74LS' 


UNIT 


MIN TYPt 


MAX 


MIN TYP* 


MAX 


V|H 


High-level input voltage 








2 


2 


V 


V|L 


Low-level input voltage 








0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


II = -18mA 




-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 


V|H = 2V, 




2.5 3.5 


2.7 3.5 


V 


V|L ^ V|L max. 


IOH = -400mA 




Vol 


Low-level output voltage 


Vcc = MIN, 
V|L " V|L max 


V|H = 2V, 


Iql = 4 mA 


0.25 


0.4 


0.25 


0.4 


V 


IOL = 8mA 




0.35 


0.5 


Input current at 
l| 

maximum input voltage 


Vcc = MAX, 


V| =7 V 




0.1 


0.1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.7V 




20 


20 


mA 


l|L 


Low-level input current 


Vcc = MAX, 


V| = 0.4 V 




-0.4 


-0.4 


mA 


'OS 


Short-circuit output current? 


Vcc = MAX 


-20 


-100 


-20 


-100 


mA 


'cc 


Supply current 


Vcc = MAX, 


See Note 2 


'LS377 


17 


28 


17 


28 


mA 


'LS378 


13 


22 


13 


22 


mA 


'LS379 


9 


15 


9 


15 


mA 



f For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
t All typical values are at Vcc = 5 V, T/^ = 25°C. 

§ Note more than one input should be shorted at a time, and duration of the short-circuit should not exceed one second. 
NOTE 2: With all outputs open and ground applied to all data and enable inputs, Icc 's measured after a momentary ground, 
then 4.5 V, is applied to clock. 



switching characteristics, Vcc = 5 V, Ta = 25°C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP MAX 


UNIT 


fpnax Maximum clock frequency 


Cl= 15 pF, 
RL = 2kn 
See Note 3 


30 


40 


MHz 


tPLH Propagation delay time, low-to-high-level output from clock 


17 27 


ns 


fPHL Propagation delay time, high-to-low-level output from clock 


18 27 


ns 



NOTE 3: Load circuit and voltage waveforms are shown on page 3-1 1. 
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MSI 



TYPES SN54S381, SN74S381 
ARITHMETIC LOGIC UNIT/FUNCTION GENERATOR 

BULLETIN NO. DL-S 7712124, MARCH 1974-REVISED AUGUST 1977 



PIN DESIGNATIONS 



DESIGNATION 


PIN NOS. 


FUNCTION 


A3, A2, AI.AO 


17,19,1,3 


WORD A INPUTS 


B3, B2, B1,B0 


16,18,2,4 


WORDB INPUTS 


S2,S1,S0 


7,6,5 


FUNCTION-SELECT 
INPUTS 


Cn 


15 


CARRY INPUT FOR 

ADDITION, INVERTED 

CARRY INPUT FOR 

SUBTRACTION 


F3, F2, F1,F0 


12,11,9,8 


FUNCTION OUTPUTS 


P 


14 


INVERTED CARRY 
PROPAGATE OUTPUT 


G 


13 


INVERTED CARRY 
GENERATE OUTPUT 


vcc 


20 


SUPPLY VOLTAGE 


GND 


10 


GROUND 



A Fully Parallel 4-Bit ALU in 20-Pin 
Package for 0.300-Inch Row Spacing 

Ideally Suited for High-Density 
Economical Processors 

Parallel Inputs and Outputs and Full 
Look-Ahead Provide System Flexibility 

Arithmetic and Logic Operations 
Selected Specifically to Simplify System 
Implementation: 

A Minus B 

B Minus A 

A Plus B 

and Five Other Functions 

Schottky-Clamped for High Performance 
16-Bit Add Time . . . 26 ns Typ Using 

Look-Ahead 
32-Bit Add Time . . . 34 ns Typ Using 

Look-Ahead 



description 



SN54S381 ... J PACKAGE 

SN74S381 ... J OR N PACKAGE 

(TOP VIEW) 



Vcc ' A2 B2 A3 B3 Cn '^ ' P S F3 F2 ' 



A2 C2 A3 E3 



B1 AO BO SO 



S1 S2 FO 



i^niriiJiAriiriiriJLniniriJir 



A1 B1 AO 



SO SI S2 FO F1 GND 



logic: see function table 



FUNCTION TABLE 



SELECTION 


ARITHMETIC/LOGIC 
OPERATION 


S2 SI 


SO 


L L 


L 


CLEAR 


L L 


H 


BMINUSA 


L H 


L 


AMINUSB 


L H 


H 


A PLUS B 


H L 


L 


A©B 


H L 


H 


A + B 


H H 


L 


AB 


H H 


H 


PRESET 



H = high level, L = low level 



The 'S381 is a Schottky TTL arithmetic logic unit (ALU)/function generator that performs eight binary arithmetic/ 
logic operations on two 4-bit words as shown in the function table. These operations are selected by the three 
function-select lines (SO, SI, S2). A full carry look-ahead circuit is provided for fast, simultaneous carry generation 
by means of two cascade outputs (P and G) for the four bits in the package. The method of cascading SN54182/ 
SN74182 or SN54S182/SN74S182 look-ahead carry generators with these ALU's to provide multi-level full carry 
look-ahead is illustrated under typical applications data for the '182 and 'S182. The typical addition times shown 
above Illustrate the short delay time required for addition of longer words when full look-ahead is employed. The 
exclusive-OR, AND, or OR function of two Boolean variables is provided without the use of external circuitry. Also, 
the outputs can be either cleared (low) or preset (high) as desired. 
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TYPES SN54S381, SN74S381 
ARITHMETIC LOGIC UNIT/FUNCTION GENERATOR 



REVISED DECEMBER 1980 



functional block diagram and schematics of inputs and outputs 




EQUIVALENT OF EACH INPUT 




rh 

Any A or B: Rgq = 1 kfi 
Cn: Req = 800 H 
Any S; Req = 6 kfi 



TYPICAL OF ALL OUTPUTS 

-Vcc 
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TYPES SN54S381, SN74S381 

ARITHMETIC LOGIC UNITS/FUNCTION GENERATORS 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Interemitter voltage (see Note 2) 5.5 V 

Operating free-air temperature range: SN54S381 -55 C to 125 C 

SN74S381 0°Cto70°C 

Storage free-air temperature range —65 C to 150 C 

NOTES: 1 . Voltage values, except interemitter voltage, are with respect to network ground terminal. 

2. This Is the voltage between two emitters of a multiple-emitter transistor. For this circuit, this rating applies to each A input in 
conjunction with its respective B input; for example AC with BO, etc. 



recommended operating conditions 





SN54S381 


SN74S381 


UNIT 


MIN NOM MAX 


MIN NOM 


MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 


5.25 


V 


l-ligh-level output current, Iqh 


-1 


-1 


mA 


Low-level output current, Iql 


20 


20 


mA 


Operating free-air temperature, Ta 


-55 125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITiONSt 


MIN 


TYPt 


MAX 


UNIT 


V|H 


High-level input voltage 






2 


V 


V|L 


Low-level Input voltage 






0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN, 


l| = -18mA 


-1.2 


V 


vqh 


High-level output voltage 


SN54S381 


Vcc = MIN, 
V|L = 0.8 V, 


V|H=2V, 
Iqh = -1 "lA 


2.4 


3.4 




V 


SN74S381 


2.7 


3.4 




Vol 


Low-level output voltage 




Vcc = MIN, 
V|L = 0.8 V, 


V|H=2V, 
Iql = 20mA 


0.5 


V 


l| Input current at maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


mA 


l|H 


High-level input current 


Any S input 


Vcc = MAX, 


Vj = 2.7 V 


50 


ma 


Cn 


250 


All others 


200 


l|L 


Low-level input current 


Any S input 


Vcc = MAX, 


V| = 0.5 V 


-2 


mA 


Cn 


-8 


All others 


-6 


Ids 


Short-circuit output currenti 




Vcc = MAX 


-40 




-100 


mA 


'cc 


Supply current 




Vcc = MAX 




105 


160 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^AJi typical values are at Vqq = 5 V, T/^ = 25°C. 

SNot more than one output should be sliorted at a time. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


Cn 


Any F 


CL=15pF, RL=280n, 
See Note 3 


10 17 


ns 


tPHL 


10 17 


tPLH 


Any A or B 


G 


12 20 


ns 


tPHL 


12 20 


tPLH 


Any A or B 


P 


11 18 


ns 


tPHL 


11 18 


tPLH 


Aj or Bj 


Fi 


18 27 


ns 


tPHL 


16 25 


tPLH 


AnyS 


Any 


18 30 


ns 


tPHL 


18 30 



utpm-i = propagation delay time, low-to-high-level output 
tp|-)L — propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54LS386. SN74LS386 
QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 

BULLETIN NO. DL-S 7612118, MARCH 1974-REVISED OCTOBER 1976 



• Electrically Identical to 
SN54LS86/SN74LS86 

• Mechanically Identical to 
SN54L86/SN74L86 

• Total Average Propagation Delay 
Times . . . 10 ns 

• Typical Total Power 
Dissipation ... 30.5 mW 



SN54LS386 ... J OR W PACKAGE 

SN74LS386 ... J OR N PACKAGE 

(TOP VIEW) 





vcc 




4B 




4A 




4Y 




3Y 




3B 




3A 






14 


_ 


13 




12 


_ 


11 


_ 


10 


_ 


9 




8 










^ 




^ 






^ 




r^ 






1 




2 




3 


— 


4 


— 


5 


— 


6 




7 





1A IB 1Y 2Y 2A 2B GND 



positive logic: Y = A©B = AB + AB 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



12.5 kn NOM 



T»- 



'[ 



FUNCTION TABLE 
(EACH GATE) 



INPUTS 


OUTPUT 


A B 


L L 


L 


L H 


H 


H L 


H 


H H 


L 



H = high level 
L = low level 



TYPICAL OF ALL OUTPUTS 



250 n NOM. 
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TYPES SN54LS386, SN74LS386 
QUADRUPLE 2-INPUT EXCLUSIVE-OR GATES 



REVISED OCTOBER 1976 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 



Input voltage 

Operating free-air temperature range: SN54LS386 

SN74LS386 
Storage temperature range 



.... 7V 

-55°Cto125°C 

0°C to 70°C 

-65°Cto 150°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS386 


SN74LS386 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, V^c 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, (qh 


-400 


-400 


HA 


Low-level output current, Iql 


4 


8 


mA 


Operating free-air temperature, T/\ 


-55 125 


70 


°C 


electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONSt 


SN54LS386 


SN74LS386 


UNIT 


MIN TYPt MAX 


MIN TYPt MAX 


ViH High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


VjK Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L°V|Lmax, Iqh = -400 >iA 


2.5 3.4 


2.7 3.4 


V 


Vol Low-level output voltage 


Vcc=MIN, 
V|H = 2V, 
V|L= V|L max 


'0L°^ 4 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 7 V 


0.2 


0.2 


mA 


tlH High-level input current 


Vcc = MAX, V| = 2.7 V 


40 


40 


ii^A 


l|L Low-level input current 


Vcc = MAX, V|=0.4V 


-0.8 


^ -0.8 


mA 


Iqs Short-circuit output current§ 


Vcc = MAX 


-6 -40 


-5 -42 


mA 


•CC Supply current 


Vcc = MAX, See Note 2 


6.1 10 


6.1 10 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^Ail typical values are at V^c = 5 V, T/^ = 25°C. 

§Not more than one output should be shorted at a time. 

NOTE 2: \qq is measured with the inputs grounded and the outputs open. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^! 


FROM 
(INPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPLH 


AorB 


Other Input low 


Cl=15pF, 
Rl = 2 kn. 
See Note 3 


12 23 


ns 


tPHL 


10 17 


tPLH 


AorB 


Other input high 


20 30 


ns 


tPHL 


13 22 



ntpm-i = propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-level output 
NOTE 3: Load circuit and voltage waveforms are shown on page 3-11. 
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TYPES SN54390, SN54LS390, SN54393, SN54LS393, 

SN74390. SN74LS390, SN74393, SN74LS393 

DUAL 4-BIT DECADE AND BINARY COUNTERS 



BULLETIN NO. DL-S 7612099, OCTOBER 1976 



Dual Versions of the Popular '90A, 'LS90 
and '93A, 'LS93 

'390, 'LSSgO. . .Individual Clocks for A and B 
Flip-Flops Provide Dual -^2 and -^5 Counters 

• '393, 'LS393. . .Dual 4-Bit Binary Counter 
with Individual Clocks 

• All Have Direct Clear for Each 
4-Bit Counter 

• Dual 4-Bit Versions Can Significantly Improve 
System Densities by Reducing Counter Package 
Count by 50% 

• Typical Maximum Count Frequency ... 35 MHz 

• Buffered Outputs Reduce Possibility of Collector 
Commutation 



description 



SN543gO, SN54LS390 ... J OR W PACKAGE 
SN74390, SN74LS390 ... J OR N PACKAGE 
(TOP VIEW) 



2 OUTPUT 
Vcc 2A CLEAR 2Qa 



OUTPUTS 
/S 



u 



"i5"l_[i4"_ 13 _ 12 _ 11 __[iiol- 9 



5111 



CLEAR 






I . , 1 , , 1 



imnz] 



positive logic: (High input to clear resets all four 
outputs low 



Each of these monolithic circuits contains eight 
master-slave flip-flops and additional gating to imple- 
ment two individual four-bit counters in a single 
package. The '390 and 'LS390 incorporate dual 
divide-by-two and divide-by-five counters, which can 
be used to implement cycle lengths equal to any 
whole and/or cumulative multiples of 2 and/or 5 up 
to divide-by-100. When connected as a bi-quinary 
counter, the separate divide-by-two circuit can be 
used to provide symmetry (a square wave) at the final 
output stage. The '393 and 'LS393 each comprise 
two independent four-bit binary counters each having 
a clear and a clock input. N-bit binary counters can 
be implemented with each package providing the 
capability of divide-by-256. The '390, 'LS390, '393, 
and 'LS393 have parallel outputs from each counter 
stage so that any submultiple of the input count 
frequency is available for system-timing signals. 
Series 54 and Series 54LS circuits are characterized 
for operation over the full military temperature range 
of-55°C to 125°C; Series 74 and Series 74LS 
circuits are characterized for operation from 0°C 
to 70°C. 



SN54393, SN54LS393 ... J OR W PACKAGE 

SN74393, SN54LS393 ... J OR N PACKAGE 

(TOP VIEW) 



OUTPUTS 



2A CLEAR ' 2Qa 2Qb 20c 



13 



2Gd 



12 _ 11 



D 



10 



Qa Qb 

CLEAR 



Qq Qd 



CLEAR 

Qa 

r 



Qb 



Qc 



IQB IQC IQd / GND 

V — 



positive logic: High input to clear resets all four 
outputs low 
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TYPES SN54390, SN54LS390, SN54393, SN54LS393, 
SN74390. SN74LS390, SN74393, SN74LS393 
DUAL 4-BIT DECADE AND BINARY COUNTERS 



'390, 'LS390 

BCD COUNT SEQUENCE 

(EACH COUNTER) 

(See Note A) 



COUNT 


OUTPUT 1 


Qd 


QC Ob Qa 





L 


L L L 


1 


L 


L L H 


2 


L 


L H L 


3 


L 


L H H 


4 


L 


H L L 


5 


L 


H L H 


6 


L 


H H L 


7 


L 


H H H 


8 


H 


L L L 


9 


H 


L L H 



FUNCTION TABLES 

'390, 'LS390 

BIQUINARY (5-2) 

(EACH COUNTER) 

(See Note B) 



COUNT 


OUTPUT 


Qa Qd Qc Ob 





L L L L 


1 


L L L H 


2 


L L H L 


3 


L L H H 


4 


L H L L 


5 


H L L L 


6 


H L L H 


7 


H L H L 


8 


H L H H 


9 


H H L L 



NOTES; A. Output Q/^ is connected to Input B for BCD count. 

B. Output Qd is connected to input A for bi-quinary 
count, 

C. H = high levei, L = low levei. 



'393, 'LS393 
COUNT SEQUENCE 
(EACH COUNTER) 



COUNT 


OUTPUT 1 


Qd 


Qc 


Qb 


Qa 





L 


L 


L 


L 


1 


L 


L 


L 


H 


2 


L 


L 


H 


L 


3 


L 


L 


H 


H 


4 


L 


H 


L 


L 


5 


L 


H 


L 


H 


6 


L 


H 


H 


L 


7 


L 


H 


H 


H 


8 


H 


L 


L 


L 


9 


H 


L 


L 


H 


10 


H 


L 


H 


L 


11 


H 


L 


H 


H 


12 


H 


H 


L 


L 


13 


H 


H 


L 


H 


14 


H 


H 


H 


L 


15 


H 


H 


H 


H 



functional block diagrams 



CLEAR 1^1 
INPUT 



^-^ 



~T 



170' 



'390, 'LS390 



CLEAR 



(3, 131 OUTPUT 

Qa 



OUTPUT 

Qb 



Qc 

CLEAR 




QdH 

CLEAR 



I"' OUTPUT 

Qc 



CLEAR (2,12) 
INPUT 



J2J21^ 



CLEAR 



■opT 

CLEAR 



k)t>T 

CLEAR 



'Of>T 

CLEAR 



13,11) OUTPUT 

Qa 



(4, 10) OUTPUT 

Qb 



(5,91 OUTPUT 

Qc 



(6.8) OUTPUT 

Qd 
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TYPES SN54390, SN54LS390, SN54393, SN54LS393, 

SN74390, SN74LS390, SN74393, SN74LS393 

DUAL 4-BIT DECADE AND BINARY COUNTERS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 




INPUT ReqNOM 

A cago) 3 kn 

B ("390) 1.5 kn 

A (-393) 3 kn 

Any clear 8 kfi 



TYPICAL OF ALL OUTPUTS 




■vcc 



'LS390, 'LS393 



EQUIVALENT OF EACH 
AANDB INPUT 

Vcc- 




INPUT Req NOM 

A ('LS390) 4.3 kn 

B ('LS390) 2.7 kn 

A ('LS393) 4.3 kn 



EQUIVALENT OF EACH 
CLEAR INPUT 

Vcc T 

|18kn NOM 



TYPICAL OF ALL OUTPUTS 




Vcc 

120 fi NOM 



OUTPUT 
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TYPES SN54390, SN54393, SN74390. SN74393 
DUAL 4-BIT DECADE AND BINARY COUNTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54390, Si^J54393 -55°Cto125°C 

SN74390, SN74393 0°C to 70°C 

Storage temperature range — 65°Cto150°C 



NOTE 1: Voltage 



ith respect to network ground te 



recommended operating conditions 





SIM54390 
SN54393 


SN74390 
SN74393 


UNIT 


MIN NOM MAX 


MIN ISIOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Count frequency, fcount 


A input 


25 


25 


MHz 


B input 


20 


20 


Pulse width, t^^ 


A input high or low 


20 


20 


ns 


B input high or low 


25 


25 


Clear high 


20 


20 


Clear inactive-state setup time, tjy 


25i 


25i 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



^ The arrow indicates that the falling edge of the clock pulse is used for reference. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CO 






'390 


•393 


UNIT 




MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 






2 


2 


V 


V|L 


Low-level input voltage 






0.8 


0.8 


V 


V|K 


Input clamp voltage 




Vcc = MIN. 


l| = -12mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 




Vcc = MIN, 
V|L = 0.8V, 


V,H = 2V, 
IOH = -800mA 


2.4 


3.4 




2.4 


3.4 




V 


Vol 


Low-level output voltage 




Vcc = MIN, 
ViL = 0.8V, 


V|H = 2V, 
IOL= 16mAlI 




0.2 


0.4 




0.2 


0.4 


V 


Input current at 
li 

maximum input voltage 


Vcc = MAX, 


V| = 5.5V 


1 


1 


mA 


l|H 


High-level input current 


Clear 


Vcc = MAX, 


V| =2.4V 


40 


40 


mA 


Input A 


80 


80 


Input B 


120 




l|L 


Low-level input current 


Clear 


Vcc = MAX, 


V| = 0.4V 


-1 


-1 


mA 


Input A 


-3.2 


-3.2 


Input B 


-4.8 




los 


Short-circuit output current§ 




Vcc = MAX 


SN54' 


-20 




-57 


-20 




-57 


mA 


SN74' 


-18 




-57 


-18 




-57 


Ice 


Supply current 




Vcc = MAX, 


See Note 2 




42 


69 




38 


64 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^All typical values are at Vcc = 5 V, T^ = 25°C. 

Hjhe Q^ outputs of the '390 are tested at Iql ^ ^^ mA plus the limit value for l||_ for the B input. This permits driving the B input while 

maintaining full fan-out capability. 
8 Not more than one output should be shorted at a time. 

NOTE 2: Iqq is measured with al! outputs open, both clear Inputs grounded following momentary connection to 4.5 V, and all other inputs 
grounded. 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'390 


'393 


UNIT 


MIN 


TYP 


MAX 


MIN TYP 


MAX 


ffnax 


A 


Qa 


Cl= 15pF, 
RL = 400n, 
See Note 3 

and 
Figure 1 


25 


35 




25 35 


MHz 


B 


Qb 


20 


30 






tPLH 


A 


Qa 




12 


20 


12 


20 


ns 


tPHL 




13 


20 


13 


20 


tPLH 


A 


Qc of '390 
Qd of '393 




37 


60 


40 


60 


ns 


tPHL 




39 


60 


40 


60 


tPLH 


B 


Qb 




13 


21 




ns 


tPHL 




14 


21 




tPLH 


B 


Qc 




24 


39 




ns 


tPHL 




26 


39 




tPLH 


B 


Qd 




13 


21 




ns 


tPHL 




14 


21 




tPHL 


Clear 


Any 




24 


39 


24 


39 


ns 



"*max = maximum count frequency 
tp|_H — propagation delay time, low-to-high-level output 
tpH L = propagation delay time, high-to-low-level output 

NOTE 3: Load circuit is shown on page 3-10. 



PARAMETER MEASUREMENT INFORMATION 



1.5 V -V1.5V 




r\i 



OUTPUT Qa I VI 

AND ^ 

•390 B I 

INPUT I 

I 



•Vl.5V yT'-SV 




.AlE 



-•+-tpHL 
OUTPUT Qb I 4-1.5 V 

! ^ 



ii 



v_^' 



/l.5V 



tpLH— Measure at tn+2 

-ff— 



N *t-'PHL 

OUTPUT Qc I ■Vl.5V 

! ^ 



-!^> 



tpLH— Measure at tn+4 



I i /^ 



1* "t-tPHL 

I 

-Vl.5V 
i— 



l< ** ' ft.tpLH-Measure at tn+g 

-it— 



Vqh 



is^ 



■Vol 

U •j-tpHL-Measure at tn+4 

— VOH 
1.5 V 
I^N^VoL 
^ I ' IVtpHl -Measure at tn+8 



rl— VOH 
I -Vl.5V 



L '^ IJ S tpHL-Measureat tn+10for '390 

r 'V or tn+1 6 «or "393 



/^ 



VT VoH 

1.5 V 

■Vol 



VOLTAGE WAVEFORMS 



NOTE A; Input pulses are supplied by a generator having the following characteristics t^ < 5 ns, tf < 5 ns, PRR = 1 MHz, duty cycle = 50%, 
Zqu^ «> 50 ohms. 
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TYPES SN54LS390, SN54LS393, SN74LS390, SN74LS393 
DUAL 4-BIT DECADE AND BINARY COUNTERS 



REVISED DECEMBER 1980 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Clear input voltage 7 V 

Any A or B clock input voltage 5.5 V 

Operating free-air temperature range: SN54LS390, SN54LS393 -55°Cto125°C 

SN74LS390, SN74LS393 0°C to 70°C 

Storage temperature range -65°Cto150°C 



NOTE 1: Voltage values: 



'ith respect to network ground terminal. 



recommended operating conditions 





SN54LS390 
SN54LS393 


SN74LS390 
SN74LS393 


UNIT 


MIIM NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-400 


-400 


mA 


Low-level output current, Iql 


4 


8 


mA 


Count frequency, fcount 


A input 


25 


25 


MHz 


B input 


12.5 


12.5 


Pulse wicJth, t,^ 


A input high or low 


20 


20 


ns 


B input high or low 


40 


40 


Clear high 


20 


20 


Clear inactive-state setup time, tju 


25i 


25; 


ns 


Operating free-air temperature, T/\ 


-55 125 


70 


"C 



* The arrow indicates that the falling edge of the clock pulse is used for reference. 



electrical characteristics over recommended operating free- 


air temperature range 


unless Otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


VoH 


High-level output voltage 


Vcc = MIN, 
V|L ~ V||_max, 


V|H = 2V, 
VoH = -400 mA 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = 0.8 V, 


V|H = 2V, 


IOL=4mAll 


0.25 


0.4 


0.25 


0.4 


V 


IOL=8mAll 




0.35 


0.5 


Input current at 
maximum input voltage 


Clear 


Vcc = MAX 


V| =7 V 


0.1 


0.1 


mA 


Input A 


V| = 5.5 V 


0.2 


0.2 


Input B 


0.4 


0.4 


l|H 


High-level input current 


Clear 


Vcc = MAX, 


V| =2.7 V 


20 


20 


ma 


Input A 


100 


100 


Input B 


200 


200 


l|L 


Low-level input current 


Clear 


Vcc = MAX, 


V|=0.4V 


-0.4 


-0.4 


mA 


Input A 


-1.6 


-1.6 


Input B 


-2.4 


-2.4 


"OS 


Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 


-100 


mA 


Ice 




Vcc = MAX, 
See Note 2 


•LS390 


15 


26 


15 


26 


mA 






'LS393 


15 


26 


15 


26 



t For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

Jam typical values are at V^c = 5 V, T^ = 25°C. 

Hjhe Q/^ outputs of the 'LS390 are tested at Iql = MAX plus the limit value for 1||_ for the clock B input. This permits driving the clock B 

input while maintaining full fan-out capability. 
§Not more than one output should be shorted at a time.and duration of the short-circuit should not exceed one second. 

NOTE 2: Ice '' measured with all outputs open, both clear inputs grounded following momentary connection to 4.5 V, and all other inputs 
grounded. 
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switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER H 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


'LS390 


'LS393 


UNIT 


MIN 


TYP 


MAX 


MIN TYP 


MAX 


fmax 


A 


Qa 


Cl = 15pF, 
RL = 2kn, 
See Note 4 and Figure 2 


25 


35 




25 35 


MHz 


B 


Qb 


12.5 


20 






tPLH 


A 


Qa 




12 


20 


12 


20 


ns 


tPHL 




13 


20 


13 


20 


tPLH 


A 


Qc of 'LS390 
Qq of 'LS393 




37 


60 


40 


60 


ns 


tPHL 




39 


60 


40 


60 


tPLH 


B 


Qb 




13 


21 




ns 


tPHL 




14 


21 




tPLH 


B 


Qc 




24 


39 




ns 


tPHL 




26 


39 




tPLH 


B 


Qd 




13 


21 




ns 


tPHL 




14 


21 




tPHL 


Clear 


Any 




24 


39 


24 


39 


ns 



^max ~ maximum count frequency 
tpLH ^ propagation delay time, low-to-high-level output 
tpHL — propagation delay time, high-to-low-level output 

NOTE 4: Load circuit is shown on page 3-11, 



PARAMETER MEASUREMENT INFORMATION 




-«PHL 
OUTPUT Qb I -+-1.3V 



-•1— 'PHL 



7 — ^1 

Li 



l« ► I 'PHL 
_ I 

•Vl.3V 



W H tpLH-Measureat tn+2 



jP 



Zjf tPLH-Measure at tn+4 

\t Tf— 



p: 



I* ^ |U tpLH -Measure at tn+8 
-ii— 



fT. 



\ VoH 



■Vol 



-•j— tPHL-f^easure at tn+4 



, VI VoH 

I \l-3V 

I ^— Vol 

I2V tPHL-l^easure at tn+8 



;l VOH 

-1.3 V 



Tl VoH ort„+i6forXS393 



A_v, 



VOLTAGE WAVEFORMS 

NOTE A: Input pulses are supplied by a generator having the following characteristics t,. < 15 ns, tf < 6 ns, PR R = 1 MHz, duty cycle = 50%, 
ZQm «! 50 ohms. 
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TTL TYPES SN54LS395A, SN74LS395A 

MSI 4-BIT CASCADABLE SHIFT REGISTERS WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 77121 14, OCTOBER 1976-REVISED AUGUST 1977 



Three-State, 4 Bit, Cascadable, 
Parallel-In, Parallel-Out Registers 

'LS395A Offers Three Times the 
Sink-Current Capability of 'LS395 



SN54LS395A ... J OR W PACKAGE 

SN74LS395A ... J OR N PACKAGE 

(TOP VIEW) 



75 mW Typical 



Low Power Dissipation 
(Enabled) 

Applications: 

N-Bit Serial-To-Parallel Converter 
ISl-Bit Parallel-To-Serial Converter 
IM-Bit Storage Register 



description 



OUTPUTS 



vcc Qa 



CASCADE 

output output 
Qd' clock control 





16 _ 


_ 15 




14 


1 


13 


, 


12 


_ 


11 




10 _ 


_ 9 


_ 


























Qa Ob Qc Qp Qd' ck 

CLFAR output 
'^'■^*" control 

SERIAL LOAD/ 
INPUT A B C D SHIFT 


>- 






















1 " 


2 




3 




4 


~" 


5 




6 




7 " 


" 8 


— 



CLEAR SERIAL 
INPUT 



PARALLEL INPUTS 



LOAD 
SHIFT 



logic: see functional table 



These 4bit registers feature parallel inputs, parallel 
outputs, and clock, serial, load/shift, output control 
and direct overriding clear inputs. 

Shifting is accomplished when the load/shift control 

is low. Parallel loading is accomplished by applying 

the four bits of data and taking the load/shift control 

input high. The data is loaded into the associated flip-flops and appears at the outputs after the high-to-low transition 

of the clock input. During parallel loading, the entry of serial data is inhibited. 

When the output control is low, the normal logic levels of the four outputs are available for driving the loads or bus 
lines. The outputs are disabled independently from the level of the clock by a high logic level at the output control 
input. The outputs then present a high impedance and neither load nor drive the bus line; however, sequential operation 
of the registers is not affected. During the high-impedance mode, the output at Qq' is still available for cascading. 

FUNCTION TABLE 



INPUTS 


3-STATE OUTPUTS 


CASCADE 
OUTPUT 

Qd' 


CLEAR 


LOAD/SHIFT 
CONTROL 


CLOCK 


SERIAL 


PARALLEL 


Qa Ob Qc Qd 


A B C D 


L 


X 


X 


X 


X X X X 


L L L L 


L 


H 


H 


H 


X 


X X X X 


Qao Qbo Qco Qdo 


Qdo 


H 


H 


; 


X 


abed 


abed 


d 


H 


L 


H 


X 


X X X X 


Qao Qbo Qco Qdo 


Qdo 


H 


L 


; 


H 


X X X X 


H Qah Qsn QCn 


QCn 


H 


L 


I 


W 


X X X X 


L QAn Qsn QCn 


QCn 


When th 


e output control is high, the 3-state outputs are disabled to the high-impedance state; 


however 


, sequential operation of the registers and the output at Qp' are not affected. 



See explanation of function tables on page 3-8. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Operatingfree-air temperature range: SN54LS395A -55°Cto125°C 

SN74LS395A . 0°C to 70°C 

Storage temperature range — 65°C to 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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recommended operating conditions 





SN54LS395A 


SN74LS395A 


UNIT 


MIN 


NOM MAX 


MIN NOM 


MAX 


Supply voltage, Vcq 


4.5 


5 5.5 


4.75 5 


5.25 


V 


High-level output current, Iqh 


Qa. Qb. Qc.Qd 


-1 


-2.6 


mA 


Qd' 


-400 


-400 


>iA 


Low-level output current, Iql 


Qa, Qb. Qc, Qd 


12 


24 


mA 


Qd' 


4 


8 


mA 


Clock frequency, fdock 





30 





30 


MHz 


Width of clock pulse, tv(,(clock) 


16 


16 


ns 


Setup time, high-level or low-level data, tju 


Load/Shift input 


40 


40 


ns 


All other inputs 


20 


20 


Hold time, high-level or low-level data, th 


10 


10 


ns 


Operating free-air temperature, Ta 


-55 


125 





70 


°C 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS^ 


SN54LS395A 


SN74LS395A 


UNIT 


MIN 


TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, 


l| = -18mA 




-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, 
V|L = V||_ max. 


V|H = 2V, 
l0H = MAX 


Qa. Qb. 
Qc.Qd 


2.4 


3.4 




2.4 


3.1 




V 


Qd' 


2.5 


3.4 




2.7 


3.4 




V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|L = V|L max, 
V|H = 2V 


Qa. Qb. 
Qc.Qd 


l0L= 12 mA 




0.25 


0.4 




0.25 


0.4 


V 


l0L = 24 mA 






0.35 


0.5 


Qd 


IqL = 4 mA 




0.25 


0.4 




0.25 


0.4 


V 


Iql = 8 mA 






0.35 


0.5 


'OZH 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, 
Vo = 2.7 V 


V|H = 2V, 


Qa. Qb. 
Qc.Qd 


20 


20 


HA 


'OZL 


Off-state output current, 
low-level voltage applied 


Vcc = MAX, 
Vo = 0.4 V 


V,H = 2V, 


Qa, Qb. 
Qc.Qd 


-20 


-20 


ma 


Input current at 
li 

maximum input voltage 


Vcc = MAX, 


V| = 7V 




0.1 


0.1 


mA 


l|H 


High-level input current 


Vcc = MAX, 


V| =2.7 V 




20 


20 


mA 


l|L 


Low-level input current 


Vcc = MAX, 


V| =0.4 V 




-0.4 


-0.4 


mA 


los 


Short-circuit output current§ 


Vcc = MAX 


Qa. Qb. 
Qc.Qd 


-30 




-130 


-30 




-130 


mA 


Qd' 


-20 




-100 


-20 




-100 


mA 


icc 


Supply current 


Vcc = MAX, 


See Note 2 


Condition A 




22 


34 




22 


34 


mA 


Condition B 




21 


31 




21 


31 



^For conditions shovun as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
^All typical values are at Vcc = 5 V, Ta = 25''c. 

§Not more than one output should be shorted at a time.and duration of the short-circuit should not exceed one second. 

NOTE 2: Ice '^ measured with the outputs open, the serial input and mode control at4.5 V, and the data inputs grounded under the following 
conditions: 

A. Output control at 4.5 V and a momentary 3 V, then ground, applied to clock input. 

B. Output control and clock input grounded. 
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TYPES SN54LS395A, SN74LS395A 

4-BIT CASCARABLE SHIFT REGISTERS WITH 3-STATE OUTPUTS 



REVISED AUGUST 1977 



switching characteristics, Vqc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max Maximum clock frequency 


See Note 3, 

Qa. Ob. QC/ Qd outputs: 

RL = 667n,CL = 45pF 
Qd' output: 

Rl = 2 kn,CL = 15 pF 


30 45 


MHz 


tPHL Propagation delay time, high-to-low-level output from clear 


22 35 


ns 


tPLH Propagation delay time, low-to-high-level output 


15 30 


ns 


tPHL Propagation delay time, high-to-low-level output 


20 30 


ns 


tPZH Output enable time to high level 


15 25 


ns 


*PZL Output enable time to low level 


17 25 


ns 


tpHZ Output disable time from high level 


Cl = 5pF, 
See Note 3 


11 17 


ns 


*PLZ Output disable time from low level 


12 20 


ns 



NOTE 3: Loac) circuit and voltage waveforms are shown on page 3-11. 

functional block diagram 

DATA INPUTS 




OUTPUT 13) J^ 
CONTROL t/ 



schematics of inputs and outputs 



EQUIVALENT OF SERIAL 
AND DATA INPUTS 



VCC 



;: Req 



J*-* — r- - 



Serial: Rgq = 30 kn NOM 
A, B,C,D: Req = 20knN0M 



EQUIVALENT OF 
OTHER INPUTS 

; ; 20 k n NOM 
INPUT H4-» ' ' 



11 
21 



TYPICAL OF Qa, Qb, Qc. Qq 
OUTPUTS 




TYPICAL OF Op' OUTPUTS 
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TYPES SN54LS398, SN54LS399 

SN74LS398, SN74LS399 

QUADRUPLE 2-INPUT MULTIPLEXERS WITH STORAGE 

BULLETIN NO. DL-S 7712465, OCTOBER 1976-REVISED AUGUST 1977 



Double-Rail Outputs on 'LSSBS 

Single-Rail Outputs on '18399 

'LS398 is Similar to 'LS298, 
Which Has Inverted Clock 

Selects One of Two 4-Bit Data Sources 

and Stores Data Synchronously with System Clock 

Applications: 

Dual Source for Operands and Constants 
in Arithmetic Processor; Can Release 
Processor Register Files for Acquiring 
New Data 

Implement Separate Registers Capable of 
Parallel Exchange of Contents Yet Retain 
External Load Capability 

Universal Type Register for Implementing 
Various Shift Patterns; Even Has Compound 
Left-Right Capabilities 



SN54LS398 ... J OR W PACKAGE 

SN74LS398 ... J OR N PACKAGE 

(TOP VIEW) 



description 



These monolithic quadruple two-input multiplexers 
with storage provide essentially the equivalent func- 
tional capabilities of two separate MSI functions 
(SN54LS157/SN74LS157 and SN54LS175/ 

SN74LS175) in a single 16-pin or 20-pin package. 

When the word-select input is low, word 1 (A1, B1, 
CI, D1) is applied to the flip-flops. A high input to 
word select will cause the selection of word 2 (A2, 
B2, C2, D2). The selected word is clocked to the 
output terminals on the positive-going edge of the 
clock pulse. 



rJEJJ^JEJ^LBSJ^UJ^^ 



h_jniniriiiiinimmrL^^ 



logic: see function table 



SN54LS399 ... J OR W PACKAGE 

SN74LS399 ... J OR N PACKAGE 

(TOP VIEW) 



VCC °D D1 D2 C2 CI Oc CLOCK 



Oq D1 D2 C2 Cl Q| 

WS CK<] 1 

Oa A1 A2 B2 B1 QB 



TLniiiiiLLiiiiijJiJLnjLr 



logic: see function table 



Typical power dissipation is 37 milliwatts. 
SN54LS398 and SN54LS399 are characterized for 
operation over the full military range of -55°C to 
125°C, SN74LS398 and SN74LS399 are character- 
ized for operation from 0°C to 70°C. 



FUNCTION TABLE 




INPUTS 


OUTPUTS 1 


WORD 
SELECT '^'-"^^ 


Oa Qb Qq 


Qd 


L t 
H t 
X L 


a1 b1 cl 
a2 b2 c2 

Qao Qbo Qco 


d1 
d2 

Qdo 



See explanation of function tables on page 3-8. 
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TYPES SN54LS398. SN54LS399, SN74LS398, SN74LS399 
QUADRUPLE 2-INPUT MULTIPLEXERS WITH STORAGE 



functional block diagram 



WORD 
SELECT 



^> 



^, 





<> 



s Qb 

♦-0>CK 

R ^B 




-1> 




-f> 



^ 



S Qa 

CK 
R °A 



-Qa 



Qb 



s Qc 
♦-0{>CK 

R Qc 



■Qc 



S Qd 
♦— 0{>CK 

R Cd 



— Qc 



Qd 



— Ct> .... Dynamic input activated by a transition from a high level to a low/ level 
'LS398 0nly 



schematics of inputs and outputs 



EQUIVALENT OF 
EACH DATA INPUT 



VCC- 



30 kn 
MOM 



INPUT- 



■d*- 



EQUIVALENT OF 
OTHER INPUTS 



VCC- 



INPUT- 



tW- 



^? 






Clock: Req = 17 kn NOM 
Word select: Rgq = 25 kn NOM 



TYPICAL OF ALL OUTPUTS 

-vcc 



120n NOM 




OUTPUT 
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TYPES SN54LS398. SN54LS399, SN74LS398, SN74LS399 
QUADRUPLE 2-INPUT MULTIPLEXERS WITH STORAGE 



REVISED JANUARY 1981 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 1) 

Input voltage 

Operating free-air temperature range: SN54LS' 

SN74LS' 
Storage temperature range 



7V 

7V 

-55°Cto125°C 
. 0°C to 70°C 
-65°Cto150°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS' 


SN74LS' 


UNIT 


MIN NOM 


MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 


5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


**A 


Low-level output current, Iql 


4 


8 


mA 


Width of clock pulse, high or low level, t^ 


20 


20 


ns 


Setup time, i^u 


Data 


25 


25 


ns 


Word select 


45 


45 


Hold time, th 


Data 








ns 


Word select 








Operating free-air temperature, Ta 


-55 


125 


70 


°C 



electrical characteristics over 


ecommended operating free 


-air temperature range 


(unless otherwise noted) 


PARAMETER 


TESTCONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


Vqh 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L^V|Lmax \Qy^ = -AOO ijlA 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, V|H=2V, 
V|L = VjLmax 


'OL "4 '"A 


0.25 


0.4 


0.25 


0.4 


V 


l0L = 8 mA 




0.35 


0.5 


input current at 
l| 

maximum input voltage 


Vcc = MAX, V| = 7 V 


0.1 


0.1 


mA 


■iH 


High-level input current 


Vcc = MAX, V| = 2.7 V 


20 


20 


nA 


l|L 


Low-level input current 


Vcc = MAX, V|=0.4V 


-0.4 


-0.4 


mA 


'OS 


Short-circuit output current § 


Vcc = MAX' 


-20 


-100 


-20 


-100 


mA 


'CC 


Supply current 


Vcc = MAX, See Note 2 


7.3 


13 


7.3 


13 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
Jam typical values are at Vqq = 5 V, T/^ = 25°C. 

SNot more than one output should be shorted at a time, duration of the short-circuit should not exceed one second . 

NOTE 2: With all outputs open and all inputs except clock low, Igc is measured after applying a momentary 4.5 V, followed by ground, to 
the clock input. 

switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER 


TEST CONDITIONS 


MIN 


TYP 


MAX 


UNIT 


tPLH 


Propagation delay time, low-to-high-level output 


Cl = 15pF, RL = 2kn, 
See Note 3 




18 


27 


ns 


tPHL 


Propagation delay time, high-to-low-level output 




21 


32 



NOTE 3: Load circuit and waveforms are shown on page 3-11. 
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TYPES SN54S412, SN74S412(TIM8212) 
MULTI-MODE BUFFERED LATCHES 

BULLETIN NO. DL-S 12351. OCTOBER 1975 



P-N-P Inputs and 3-State Outputs Maximize 

I/O and Data Bus Capabilities 

Data Latch Transparency Permits 

Asynchronous or Latched Receiver Modes 

Mode and Select Inputs Permit Storing 

With Outputs Enabled or Disabled 

Strobe-Controlled Flag Flip-Flop Indicates 

Status or Interrupt 

Asynchronous Clear Sets All Eight Data 

Lines Low and Initializes Status Flag 

High-Level Output Voltage, Typically 4 V, 

Drives Most MOS Functions Directly 

Direct Replacement for Intel 3212 
or 8212 



SN54S412 ... J PACKAGE 

SN74S412 . . . J OR N PACKAGE 

(TOP VIEW) 



DATA INPUTS AND OUTPUTS 



Vcc OUT IN OUT IN OUT 



OUT IN OUT'CLEAR SEL2 



r4^^U^^U^M4^M4;^^ 







1 


1 


1 


1 


1 


1 


1 


1 


1 


i 








INT 


DI8 


D08 


DI7 


DOT 




DOS 


DI5 


DOS 










SI 


















S2 


- 








M 


DM 


D01 


DI2 


D02 


DI3 


DO 3 


DU 


D04 


STB 






I 


1 


1 


1 


1 


1 


1 


1 


1 


1 







StL 1 MODE , IN OUT IN OUT IN OUT IN OUT.STROBE GNO 



DATA INPUTS AND OUTPUTS 



logic: see function table 



description 



This high-performance eight-bit parallel expandable buffer register incorporates package and mode selection Inputs and 
an edge-triggered status flip-flop designed specifically for implementing bus-organized input/output ports. The 
three-state data outputs can be connected to a common data bus and controlled from the appropriate select inputs to 
receive or transmit data. An integral status flip-flop provides package busy or request interrupt commands. The outputs, 
with a 4-volt typical high-level voltage, are compatible for driving low-threshold MOS directly. 



DATA LATCHES 



The eight data latches are fully transparent when the internal gate enable, G, input is high and the outputs are enabled 
(OE = H). Latch transparency is selected by the mode control (M), select (SI and S2), and the' strobe (STB) inputs and 
during transparency each data output (DOj) follows its respective data input (DIj). This mode of operation can be 
terminated by clearing, de-selecting, or holding the data latches. See data latches function table. 

MODE SELECTION 

An input mode or an output mode is selectable from this single input line. In the input mode, MD = L, the eight data 
latch inputs are enabled when the strobe is high regardless of device selection. If selected during an input mode, the 
outputs will follow the data inputs. When the strobe input is taken low, the latches will store the most-recently setup 
data. 

In the output mode, M = H, the output buffers are enabled regardless of any other control input. During the output 
mode the content of the register is under control of the select (81 and S2) inputs. See data latches function table. 

STATUS FLIP-FLOP 

The status flip-flop provides a low-level output signal when: 

a. the packa30 is selected 

b. a strobe input is received. 

This status signal can be used to indicate that the register is busy or to initiate an interrupt type command. 
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TYPES SN54S412, SN74S412 (TIM8212) 
MULTI-MODE BUFFERED LATCHES 



functional block diagram 

r ■ 



S2 I"' 



o 



s= 



r^ 



Vi 






1 




-4> 



n 



1=^ 



■-^ 



^ 



^ 



^ 



5> 



^^ 



=^ 



J12L.D07 



schematics of inputs and outputs 



EQUIVALENT OF CLEAR, STROBE, 
MODE. SI, AND S2 INPUTS 



VCC 




EQUIVALENT OF EACH D1 INPUT 



Vcc- 



INPUT » Jj A 



*^ — C^ 



TYPICAL OF ALL OUTPUTS 
— Vcc 
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TYPES SN54S412, SN74S412(TIM8212) 
MULTI-MODE BUFFERED LATCHES 



DATA LATCHES FUNCTION TABLE 



FUNCTION 


CLEAR 


M 


SI 


S2 


STB 


DATA IN 


DATA OUT 


Clear 


L 
L 


H 

L 


H 
L 


X 

H 


X 

L 


X 
X 


L 
L 


De-select 


X 
X 


L 
L 


X 

H 


L 
X 


X 
X 


X 
X 


Z 
Z 


Hold 


H 
H 


H 

L 


H 

L 


L 
H 


X 

L 


X 
X 


Qo 
Oq 


Data Bus 


H 
H 


H 
H 


L 
L 


H 
H 


X 
X 


L 
H 


L 
H 


Data Bus 


H 
H 


L 
L 


L 
L 


H 
H 


H 
H 


L 
H 


L 
H 



STATUS FLIP-FLOP FUNCTION TABLE 



CLEAR 


SI 


S2 


STB 


Int 


L 


H 


X 


X 


H 


L 


X 


L 


X 


H 


H 


X 


X 


; 


L 


H 


L 


H 


X 


L 



H = high level (steady state) 

L ^low level (steady state) 

X =irrelevant (any Input, including transitions) 

Z = high innpedance (off) 

-!• ^transition from low to high level 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, V(;c (see Note 1 ) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54S412 — 55°Cto125°C 

SN74S412 0°Cto70°C 

Storage temperature range . . — 65°Cto150°C 

NOTE 1; Voltage values are with respect to network ground terminal. 

recommended operating conditions 







SN54S412 


SN74S412 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


Pulse width, t^ 

(see Figures 1 , 2, and 4) 


STB or S^ • S2 


25 


25 


ns 


Clear low 


25 


25 


Setup time, tju (see Figure 3) 


15; 


15; 


ns 


Hold time, t^ (see Figures 1 and 3) 


201 


20; 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



-I- The arrow indicates that the falling edge of the clock pulse is used for reference. 
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TYPES SN54S412, SN74S412 (T1M8212) 
MULTI-MODE BUFFERED LATCHES 



REVISED FEBRUARY 1979 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 









,^..^.^.,0+ 


SN54S412 


SN74S412 


UNIT 






MIN TYPt MAX 


MIN TYpt MAX 


V|H High-level input voltage 




2 


2 


V 


V|L Low-level input voltage 




0.85 


0.85 


V 


V|K Input clamp voltage 


Vcc = MIN; l| = -18mA 


-1.2 


-1.2 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V(L=O.SV, loH = -1'nA 


3.4 4 


3.65 4 


V 


Vql Low-level output voltage 


Vcc = MIN, 
V|H = 2V, ' 
V|L = 0.8 V 


'OL '^ 15 mA 


0.45 


0.45 


V 


IOL = 20mA 


0.5 


0.5 


Off -state output current, 
high-level voltage applied 


DO 1 thru 
DOS 


Vcc = MAX, Vq = 2.4 V 


50 


50 


mA 


Off-state output current, 
low-level voltage applied 


DO 1 thru 
DOS 


Vcc = MAX, Vq = 0.5 V 


-50 


-50 


mA 


Input current at 
maximum input voltage 


Vcc = MAX, V| = 5.5 V 


1 


1 


mA 


l|H High-level input current 


Vcc = MAX, V|= 5.25 V 


20 


10 


ma 


l|L Low-level input current 


81 


Vcc = MAX, V|=0.4V 


-1 


-1 


mA 


M 


-0.75 


-0.75 


All others 


-0.25 


-0.25 


Iqs Short-circuit output currents 


Vcc = MAX 


-20 -65 


-20 -65 


mA 


Ice Supply current 


Vcc = MAX, see Note 2 


82 


82 130 


mA 



^ For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions, 

TaII typical values are at Vqc = 5 V, Tj^ = 25°C. 

SNot more than one output should be shorted at a time. 

NOTE 2: Iqq is measured with all outputs open, clear input at 4.5 V, and all other inputs grounded. 



switching characteristics, Vqq = 5 V, Ty^ = 25°C 










PARAMETER 


FROM 


TO 


FIGURE 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


STB, SI , or S2 


Any 
DO 


1 


Cl = 30pF, 
See Note 3 


18 


27 


ns 


tPHL 


15 


25 


tPHL 


CLR 


Any DO 


2 


18 


27 


ns 


tPLH 


DIj 


DOi 


3 


12 


20 


ns 


tPHL 


10 


20 


IPLH 


SI orS2 


INT 


4 


Cl = 30pF, 
See Note 3 


12 


20 


ns 


tPHL 


STB 


INT 


4 


16 


25 


tPZH 


S1,S2,orM 


Any DO 


5 


Cl = 30 pF, 
See Note 3 


21 


35 


ns 


tPZL 


25 


40 


tPHZ 


S1,S2, orM 


Any DO 


5 


Cl = 5pF, 
See Note 3 


9 


20 


ns 


«PLZ 


12 


20 



*PLH — propagation delay time, low-to-high-level output 

*PHL — propagation delay time, high-to-low-level output 

*PZH — output enable time to high level 

tp2L— output enable time to low level 

*PHZ — output disable time from high level 

tpL2 — output disable time from low level 

NOTE 3: Load circuit and voltage waveforms are shown on page 3-10. 
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TYPES SN54S412. SN74S412 (TIM 8212) 
MULTI-MODE BUFFERED LATCHES 





PARAMETER MEASUREMENT INFORMATION 






DATA INPUT 
STB OR SVS2 


1.5 vX X^-^^ 

I; ■ *- rt"- "L^^ 

1.5 vX \l-5V 

U-tpHL-»j 


OV 
2.5 V 
OV 


DATA OUTPUT 
CLEAR INPUT 


Xl.5V 

FIGURE 1 - STROBE OR SELECT TO DATA OUTPUT 

F*- tw(Hr)- -H , 
1.5 vX /1-5V 





VOH 

Vol 

2.5 V 
OV 


DATA OUTPUT 


Xl.5V 
FIGURE 2 - CLEAR INPUT TO DATA OUTPUT 


VoH 

Vol 

2.5 V 

OV 
2.5 V 

OV 
VoH 

Vol 


DATA INPUT 
STB OR SI .82 


1.5 vX Xl.5 

h tsu ►p th >| 

h >\- *PHL 


V 
.5V 


DATA OUTPUT 


FIGURE 3 - DATA INPUT TO DATA OUTPUT 


STROBE 
SI .82 


n H' *w(stb) 

/ \ 

1 tw(sel)-U ►< 


OV 
2.5 V 

V 




*+-«PLH 

tKisv 

- 2.5 V 
. OV 

r 


VoH 

Vol 


INTERRUPT OUTPUT j X^ 

U-*4-,pHL 
FIGURE 4 - STROBE OR SELECT TO INTERRUPT OUTPUT 


SI -82 


+ 1.5 V V 1.5 V 






1 I 
—*\ tpzH h- — *l ^PHZ [— 


D.5V 


DATA OUTPUT 
(HIGH STORED) 


11/ 1 \ 






1 /'- 1 ^- 


- t 

-r 






1 ^ OV 1 
H tpzL U — —J tpL2 [♦— 




DATA OUTPUT 
(LOW STORED) 


\..v ^ 


5.5 V 




FIGURE 5 - SELECT TO DATA OUTPUT 


t 
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TYPES SN54LS440 THRU SN54LS444, SN54LS448. 

SN74LS440 THRU SN74LS444, SN74LS448 

QUADRUPLE TRIDIRECTIONAL BUS TRANSCEIVERS 



D2425, AUGUST 1979 



3-Way Asynchronous Communication 

On-Chip Bus Selection Decoding 

Input Hysteresis Improves Noise Margin 

Choice of Open-Collector or 
3-State Outputs 



description 



These bus transceivers are designed for asynchronous 
three-way communication between four-line data 
buses. They give the designer a choice of selecting 
inverting, noninverting, or a combination of inverting 
and noninverting data paths with either 3-state or 
open-collector outputs. 

The SO and SI inputs select the bus from which data 
are to be transferred. The G inputs enable the bus or 
buses to which data are to be transferred. The port 
for any bus selected for input and any other bus not 
enabled for output will beathigh impedance including 
those of the open-collector devices. 

The SN54LS440 through SN54LS444 and 
SN54LS448 are characterized for operation over the 
full military temperature range of —55 C to 125 C. 
The SN74LS440 through SN74LS444 and 
SN74LS448 are characterized for operation from 
0°C to 70°C. 



SNBALS* J PACKAGE 

SN74LS' J OR N PACKAGE 




(TOP VIEW) 




cs [T 


u 


20] Vcc 


81 |T 




19] GO 


CI 3 




isj G8 


C2 [T 




it] GA 


82 5 




W\ A1 


83 (T 




15] A2 


03 7 




14] A3 


C4 8 




13) A4 


84 (T 




T2] SI 


GND [lO 




11 SO 



DEVICE 


OUTPUT 


LOGIC 


'LS440 


Open-Collector 


True 


'LS441 


Open-Collector 


Inverting 


'LS442 


3-State 


True 


•LS443 


3-State 


Inverting 


'LS444 


3 -State 


True/Inverting 



Open-Collector True/Inverting 



FUNCTION TABLE 



INPUTS 


TRANSFERS BETWEEN BUSES | 


CS 


SI 


SO 


GA 


GB 


GC 


'LS440 
'LS442 


'LS441 
•LS443 


'LS444 
'LS448 


H 


X 


X 


X 


X 


X 


None 


None 


None 


X 


H 


H 


X 


X 


X 


None 


None 


None 


X 


X 


X 


H 


H 


H 


None 


None 


None 


X 


L 


L 


X 


H 


H 


None 


None 


None 


X 


L 


H 


H 


X 


H 


None 


None 


None 


X 


H 


L 


H 


H 


X 


None 


None 


None 


L 


L 


L 


X 


L 


L 


A* B, A + C 


A>B,A«C 


A > B, A > C 


L 


L 


H 


L 


X 


L 


B>C, B* A 


B*C. B* A 


B > C, B * A 


L 


H 


L 


L 


L 


X 


C * A, C > B 


C * A,C * B 


C »A,C> B 


L 


L 


L 


X 


L 


H 


A*B 


A* B 


A-B 


L 


L 


H 


H 


X 


L 


B>C 


B*C 


B*C 


L 


H 


L 


L 


H 


X 


C> A 


C* A 


C*A 


L 


L 


L 


X 


H 


L 


A>C 


A*C 


A>C 


L 


L 


H 


L 


X 


H 


Bt A 


B > A 


B>A 


L 


H 


L 


H 


L 


X 


C*B 


C>B 


C*B 
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TYPES SN54LS440 THRU SN&4LS444. SN54LS448, 
SN74LS440 THRU SN74LS444, SN74LS448 
QUADRUPLE TRIDIRECTIONAL BUS TRANSCEIVERS 

logic symbols 



'LS440 



,]i2L 



£si oil 



Q^11Z> b 11,1.4. EN12 



ggl!*l__^ 11 J4. EN13 
llj.4. EN14 



ffcli2! C^ 



^ 



.SiU 



C 



X. 



r 



0>.12 
II2Z8 5 



8- • IB) 

7- (CI Z8-- 



|A] 

0«.13 7+lCl 
n3Z7 e--IAl 
010,14 6--IBI 



'LS441 



^ Gil 



QAlHi ^ 11.T.4. EN12 



^ 



, ll>) ^11,2,4. EN13 

. (1£) ^ 11.3,4. EN14 



r 



r 



t; 



i!2U« 



< 

niz5 

fi«.12 
a2Z6 5 9IA1 
^9,13 7 (J (CI 
D3Z7 
010.14 66 IB) 



JZ 



,iW_ 



gbIH 
5c 



'LS442 



^ 



^ 11.1.4, EN12 
^ 11.2^4, EN13 



U?^ 1:^11,3,4, EN14 



□niz5 
V8.12 ^" 



i12Lm. 



c 



r 



212SV- 



•la^ 



< 

niz5 



6+(Bl 
(CI 



n226 5--(Al 
V»,13 7- (CI 
njZ? 5--(Al 
V10,14 6- -IB) 



JZ 



'LS443 



£^ Gil 



GA— Ci 11.T,4. EN12 



iH 



,08) tJl1.2,4. EN13 

, (19) ^ ,,3 J j^,^ 



r 



r 



t 



niz5 

ici 



'LS444 



gaUZL—C^ 



11.1,4, EN12 
11,2,4, EN13 
qqUSI C^ 11,3,4, EN14 



!F 



t: 



r 



r 



2i:=W- 



.!HU^ 



mz5 

V8.12 

n2Z6 

V9.13 7 + [CI 

n3Z7 



JI 



(iIAl 
V 10,14 e^-IBl 



'LS448 



iF 



£:» 11,1,4, EN12 
£s. 11,2,4, EN13 



-Ufl fcJl1,3,4, EN14 

3. 



r 



X. 



i^.i^U*- 



an3Z7 51 > 
.0 10,14 64- 



< 

niz5 

8.12 
n2Z6 
9.13 7 + [CI 

rr3Z7 
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TYPES SN54LS440 THRU SN54LS444, SN54LS448, 

SN74LS440 THRU SN74LS444, SN74LS448 

QUADRUPLE TRIDIRECTIONAL BUS TRANSCEIVERS 



functional block diagram (composite showing one of four transceivers from each type, positive logic) 




COMMON CIRCUITRY 



GA GB GC CS 

1 



i: S i CONE OF FOUR ■LS440/-LS442 transceivers!: ~ ~ 



;i; i :i iONE OF FOUR -LSAAI/LSAAS TRANSCEIVERS* <r <r 






S 



:^ 



P^Lh:^ 



O- 



^^3- 



^n 



:^ 



O— ^L^:^3^ 



5; i: i; SIONE OF FOUR ■LS444/LS448 TRANSCEIVERS 




absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vqc (see Note 1) 7 V 

Input voltage 7 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54LS' — 55°C to 125°C 

SN74LS' 0°C to 70°C 

Storage temperature range — 65°C to 150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 
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TYPES SN54LS440, SN54LS441, SN54LS448, 
SN74LS440, SN74LS441, SN74LS448 
QUAD TRIDIRECTIONAL BUS TRANSCEIVERS WITH 
OPEN-COLLECTOR OUTPUTS 

recommended operating conditions 





SN54LS440 
SN54LS441 
SN54LS448 


SN74LS440 
SN74LS441 
SN74LS448 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc (see Note 1) 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output voltage, Vqh 


5.5 


5.5 


V 


Low-level output current, Iql 


12 


24 


mA 


Operating free-air temperature, T/^ 


-55 125 


70 


C 



NOTE 1 : Voltage values are with respect to the network ground terminal. 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage . 




0.5 


0.6 


V 


V|K 


Input clamp voltage 


Vcc=MIN, 


l| = -18mA 


-1.5 


-1.5 


V 


Hysteresis (V-r+ - Vx_)| A,B,C input 


Vcc = MIN 


0.1 0.4 


0.2 0.4 


V 


'oh 


High-level output current 


Vcc = MIN, 
V|H = 2V, 


Vqh = 5.5 V, 
V|L= V|Lmax 


100 


100 


/JA 


Vol 


Low-level output voltage 


Vcc=MIN, 
V|H = 2V, 
V|L ■= V|Lmax 


l0L = 12 mA 


0.25 


0.4 


0.25 


0.4 


V 


Iql = 24 mA 




0.35 


0.5 


V 


input current at 
li 

maximum input voltage 


A,B,C input 


Vcc = MAX 


V| = 5.5V 


0.1 


0.1 


mA 


All others 


V| = 7V 


0.1 


0.1 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.7V 


20 


20 


mA 


l|L 


Low-level input current 


Vcc = MAX, 


V| = 0.4V 


-0.4 


-0.4 


mA 


•cc 


Supply current 


Outputs low 


Vcc = MAX, 


Outputs open : 


62 


90 


62 


90 


mA 


Outputs disabled 


64 


95 


64 


95 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
+ M\ typical values are at VqC ~ ^ V, T^ = 25''c. 

switching characteristics at Vqc = 5 V, Rl = 667 n, Cl = 45 pF, Ta = 25°C, see Note 2 



PARAMETER 


FROM 
(INPUT) 


TO 
(OUTPUT) 


'LS440 


•LS441 


'LS448 


UNIT 


MIN TYP MAX 


MIN TYP MAX 


MIN TYP 


MAX 


tPLH 


Propagation delay 
time, low-to-high 
level output 


A 


B 


24 35 


21 30 


21 


30 


ns 


A 


C 


24 35 


21 30 


21 


30 


B 


A 


24 35 


21 30 


21 


30 


B 


C 


24 35 


21 30 


24 


35 


C 


A 


24 35 


21 30 


21 


30 


C 


B 


24 35 


21 30 


24 


35 


tPHL 


Propagation delay 
time, high-to-low 
level output 


A 


B 


20 30 


9 15 


9 


15 


ns 


A 


C 


20 30 


9 15 


9 


15 


B 


A 


20 30 


9 15 


9 


15 


B 


C 


20 30 


9 15 


20 


30 


C 


A 


20 30 


9 15 


9 


15 


C 


B 


20 30 


9 15 


20 


30 


tPLH 


Propagation delay 
time, low-to-high ' 
level output 


any G 


A,B,C 


29 45 


23 35 


25 


40 


ns 


SO, SI 


A, B, C 


33 50 


27 40 


26 


40 


CS 


A, B,C 


31 45 


26 40 


25 


40 


tPHL 


Propagation delay 
time, high-to-low 
level output 


any G 


A, B, C 


27 40 


20 30 


22 


35 


ns 


SO, SI 


A, B,C 


32 50 


26 40 


27 


40 


CS 


A, B,C 


28 45 


21 30 


22 


35 



NOTE 2: Load circuit and voltage waveforms are shown on page 3-1 1. 
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TYPES SN54LS442, SN54LS443, SN54LS444, 

SN74LS442 SN74LS443 SN74LS444 

QUAD TRIDIRECTIONAL BUS TRANSCEIVERS WITH 3-STATE OUTPUTS 

recommended operating conditions 





SN54LS442 
SN54LS443 
SN54LS444 


SN74LS442 
SN74LS443 
SN74LS444 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc (see Note 1) 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-12 


-15 


mA 


Low-level output current, Iql 


12 


24 


mA 


Operating free-air temperature, Ta 


-55 125 


70 


°C 



NOTE 1: Voltage values are with respect to the network ground terminal. 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


SN54LS' 


SN74LS' 


UNIT 


MIN TYPt 


MAX 


MIN 


TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.5 


0.6 


V 


VjK 


Input clamp voltage 


Vcc = MIN, 


l| =-18mA 


-1.5 


-1.5 


V 


Hysteresis (Vt+ - Vx_)|a,B,C input 


Vcc = MIN 


0.1 0.4 


0.2 


0.4 




V 


VOH 


High-level output voltage 


Vcc = MIN, 
V|H=2V, 
V|L = V|Lmax 


'oh = -3 mA 


2.4 3.4 


2.4 


3.4 




V 


lOH = MAX 


2 


2 


Vol 


Low-level output voltage 


Vcc = MIN, 
V,H=2V, 
V|L = V|Lmax 


l0L= 12 mA 


0.25 


0.4 




0.25 


0.4 


V 


Iql = 24 mA 






0.35 


0.5 


•OZH 


Off -state output current, high-level 
voltage applied 


Vcc=MAX, 
CSat2V 


Vq = 2.7 V 


20 


20 


mA 


'OZL 


Off -state output current, low-level 
voltage applied 


Vo = 0.4 V 


-400 


-400 


Input current at 
l| 

maximum input voltage 


A, B,C 


Vcc = MAX 


V| = 5.5V 


0.1 


0.1 


mA 


Others 


V| = 7V 


0.1 


0.1 


l|H 


High-level input current 


Vcc = MAX, 


V| = 2.7 V 


20 


20 


mA 


"IL 


Low-level input current 


Vcc = MAX, 


V| = 0.4 V 


-0.4 


-0.4 


mA 


'OS 


Short circuit output current H 


Vcc = MAX 


-40 


-225 


-40 




-225 


mA 


Ice 


Supply current 


Outputs low 


Vcc = MAX, 


Outputs open 


62 


90 




62 


90 


mA 


Outputs at Hi-Z 


64 


95 




64 


95 



tFor conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

4:AII typical values are at V^c = 5 V, T;^ = 2S°C. 

■ Not more than one output should be shorted at a time, and duration of the short circuit should not exceed one second. 
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TYPES SN54LS442, SN54LS443, SN54LS444, 

SN74LS442. SN74LS443. SN74LS444 

QUAD TRIDIRECTIONAL BUS TRANSCEIVERS WITH 3-STATE OUTPUTS 



switching characteristics, Vcc = 5 V, Ta = 25° C, see Note 2 



PARAMETER 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST 
CONDITIONS 


'LS442 


'LS443 


'LS444 


UNIT 


MIN TYP 


MAX 


MIN TYP 


MAX 


MIN TYP 


MAX 


tPLH 


Propagation 
delay time, 
low-to-high 
level output 


A 


B 


CL = 45pF, 
RL = 667n 


10 


14 


9 


14 


9 


14 


ns 


A 





10 


14 


9 


14 


9 


14 


B 


A 


10 


14 


9 


14 


9 


14 


B 


C 


10 


14 


9 


14 


10 


14 


C 


A 


10 


14 


9 


14 


9 


14 


C 


B 


10 


14 


9 


14 


10 


14 


tPHL 


Propagation 
delay time, 
high-to-low 
level output 


A 


B 


13 


20 


7 


13 


7 


13 


ns 


A 


C 


13 


20 


7 


13 


7 


13 


B 


A 


13 


20 


7 


13 


7 


13 


B 


C 


13 


20 


7 


13 


13 


20 


C 


A 


13 


20 


7 


13 


7 


13 


C 


B 


13 


20 


7 


13 


13 


20 


tPZL 


Output enable 
time to low 
level 


Any G 


A, B,C 


22 


33 


22 


33 


22 


33 


ns 


SO or SI 


A,B,C 


28 


42 


28 


42 


28 


42 


CS 


A,B,C 


23 


36 


24 


36 


23 


36 


tPZH 


Output enable 
time to high 
level 


G, S, 
CS 


A, B, C 


21 


32 


20 


32 


24 


32 


ns 


tPLZ 


Output disable 
time from low 
level 


G,S, 
CS 


A, B,C 


Cl.= 5pF, 
Rl = 667J2 


14 


25 


15 


25 


14 


25 


ns 


tPHZ 


Output disable 
time from high 
level 


G,S, 
CS 


A, B,C 


14 


25 


15 


25 


14 


25 


ns 



NOTE 2: Load circuit and voltage waveforms are shown on page 3-1 1 . 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



Vcc- 



INPUT- 



! 



< 



■^ 



Req: GA, GB, GC = 9 kn NOM 
All others = 5 kfi NOM 



TYPICAL OF 3-STATE OUTPUTS 




-Vcc 



TYPICAL OF OPEN-COLLECTOR OUTPUTS 
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TYPES SN74S428(TIM8228), SN74S438(TIM8238) 
CONTROLLER AND BUS DRIVER FOR 8080A SYSTEMS 



BULLETIN NO. DL-S 12468, OCTOBER 1976 



• Designed to Be Interchangeable with Intel 8228 
and 8238 



N PACKAGE 
(TOP VIEW) 



PIN DESIGNATIONS 



DESIGNATION 


PIN NOS. 


FUNCTION 


DO thru D7 


15, 17, 12, 10, 
6, 19, 21, 8 


BIDIRECTIONAL DATA PORT 
(TO TMS 8080A) 


DBO thru DB7 


13, 16, 11, 9, 
5, 18, 20, 7 


BIDIRECTIONAL DATA PORT 
(TO SYSTEM BUS) 


I/OR 


25 


READ OUTPUT TO I/O 
(ACTIVE LOW) 


lO/W 


27 


WRITE OUTPUT TO I/O 
(ACTIVE LOW) 




24 


READ OUTPUT TO MEMORY 
(ACTIVE LOW) 


MEMR 




26 


WRITE OUTPUT TO MEMORY 
(ACTIVE LOW) 


MEMW 


DBIN 


4 


INPUT TO INDICATE 
TMS 8080A IS IN INPUT 
MODE (ACTIVE HIGH) 


INTA 


23 


INTERRUPT ACKNOWLEDGE 
OUTPUT (ACTIVE LOW) 


HLDA 


2 


HOLD ACKNOWLEDGE 
INPUT (ACTIVE HIGH) 
FROM TMS 8080 A 


WR 


3 


INPUT TO INDICATE 
TMS 8080A IS IN WRITE 
MODE (ACTIVE LOW) 




22 


SYSTEM DATA PORT 
ENABLE INPUT (ACTIVE 
LOW) 


BUSEN 




1 


SYNCHRONIZING STATUS 
STROBE INPUT FROM 
SN74LS424 (TIM8224) 


STSTB 


vcc 


28 


SUPPLY VOLTAGE (5 V) 


GND 


14 


GROUND 



r -MJ27lj26lj25l[Rj23lj22l^^ 



^ 


\ 


\ 


\ 


\ 


A i 


I 1 1 1 


Jim 




ITSfi 






8USEN DB 

DB7 oe 


3 DB2 DBO 



lilMiMMMlJM^^ 



logic: see description 



functional block diagram 




Vcc °° ''"^ '28), GND = PIN (14) 



description 



These monolithic Schottl<y-clamped ^TTL system controllers are designed specifically to provide bus-driving and 
peripheral-control capabilities for interfacing memory and I/O devices with theSOSOA in small to medium-large micro- 
computer systems. 

A bidirectional eight-bit parallel bus driver is provided that isolates the 8080A bus from the memory and I/O data bus 
allowing the system designed to utilize cost-effective memory and peripheral devices while obtaining the maximum 
efficiency from the microprocessor. T.he TTL system drivers also provide increased fan-out with a lower impedance 
that enhances noise margins on the system bus. 

Implementation of the status latches and control decoding array of the SN74S428/SN74S438 provides for using 
either a single-level interrupt vector RST7 for small systems, or multiple-byte call instructions for systems needing 
unlimited interrupt levels. 
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Texas Instruments ^integrated Schottky-Barrler diode- 

INCORPORATED ''^"^P"'* transistor is patented by Texas 

Instruments. U.S. Patent Number 
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TYPES SN74S428(TIM8228), SN74S438(TIM8238) 
CONTROLLER AND BUS DRIVER FOR 8080A SYSTEMS 



description (continued) 

With respect to the system clocks, the SN74S438 is configured to generate an advanced response for I/O or memory 
write output signals to further simplify peripheral control implementation of complex systems. See Figure 3. 

8-bit parralie! bus transceiver 

The 8-bit parallel bus transceiver buffers the 8080A data bus from the memory and I/O system bus by providing 
one port (DO through D7) to interface with the 8080A and another port (DBO through DB7) to interface with the 
system devices. The 8080A side of the transceiver is designed specifically to interface with the microprocessor data 
bus ensuring not only that the processor output drive capabilities are adequate, but also that the inputs are driven 
with enhanced noise margins. The system bus side features high fan-out buffers designed to drive a number of system 
devices simultaneously and directly. The system port is rated to sink ten milliamperes of current and to source one 
milliampere of current at standard low -threshold voltage levels. 

Status lines from the 8080A instruction-status decoder and the system bus enable input (BUSEN) provide complete 
transceiver directional and enable control to ensure integrity of both the processor data and the system bus data. 

status latches 

During the beginning of each machine cycle, the six status latches rece ive stat us information from the 8080A data 
bus indicating the type of operation that will be performed. When the STSTB input goes low, the latches store the 
status data and generate the signals needed to enable and sequence the memory and I/O control outputs. The status 
words and types of machine cycles are enumerated in Table A. 



TABLE A - STATUS WORDS 



STATUS 
WORD 


8080A 
STATUS OUTPUT 


TYPE OF 
MACHINE CYCLE 


'S428/'S438 
COMMAND 
GENERATED 


DO 


01 


D2 D3 D4 D5 


D6 


D7 


1 
2 
3 
4 
5 


L 
L 
L 
L 
L 


H 
H 

L 
H 

L 


L L L H 
L L L L 
L L L L 
H L L L 
H L L L 


L 
L 
L 
L 
L 


H 
H 

L 
H 

L 


Instruction fetch 
Memory read 
Memory write 
Stack read 
Stack write 




MEMR 


MEMR 


MEMW 


MEMR 


MEMW 


6 


L 


H 


L L L L 


H 


L 


Input read 


I/OR 


7 


L 


L 


L L H L 


L 


L 


Output write 


l/OW 


8 


H 


H 


L L L H 


L 


L 


Interrupt acknowledge 


INTA 


9 


L 


H 


L H L L 


L 


H 


Halt acknowledge 


NONE 


10 


H 


H 


L H L H 


L 


L 


Interrupt acknowledge at halt 


INTA 




< 


li 


^ < H ^ 
U h- D S 
< ^ O 

CO 
STATUS INFORMATION 


a. 

Z 


UJ 

2 







decoding array 

The decoding array receives enabling commands from the status latches and sequencing commands from the 8080A 
and generates memory and I/O read/write commands and an interrupt acknowledgement. 



Texas Instruments 

INCORPORATED 
POST OFFICE BOX 5012 • DALLAS, TEXAS 75222 



7-515 



TYPES SN74S428(TIM8228). SN74S438(TIM8238) 
CONTROLLER AND BUS DRIVER FOR 8080A SYSTEMS 



description (continued) 



The read commands (MEMR, I/OR) and the interrupt acknowledg ement (I NTA) are derived from the status bit(s) 
and the data bus input mode (DBIN) signal. The write commands (MEMW, l/OW) are derived from the status bit(s) 
and the write mode (WR) signal. (See Table A.) All control commands are active low to simplify interfacing with 
memory and I/O controllers. 

The interrupt acknowledgement (INTA) command output is actually a dual function pin. As an output, its function 
is to provide the INTA command to the memory and I/O peripherals as decoded from the status inputs and latches. 
When CALL is used as an interrupt instruction, the SN74S428/SN74S428 generates the proper sequence of control 
signals. Additionally, the terminal includes high-threshold decoding logic that permits it to be biased through a one- 
kilohm series resistor to the 12-volt supply to implement an interrupt structure that automatically inserts an RST7 
instruction on the bus when the DBIN input is active and an interrupt is acknowledged. This capability provides a 
single-level interrupt vector with minimal hardware. 



The asynchronous bus enable (BUSEN) input to the decoding array is a control signal that protects the system bus. 
The system bus can be accessed and driven'from the SN74S428/SN74S428 controller only when the BUSEN input 
is at a low voltage level. 

absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7 V 

Input voltage 7 V 

Operating free-air temperature range 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

NOTE 1 : Voltage values are with respect to network ground terminal. 

recommended operating conditions 





MIN NOM MAX 


UNIT 


Supply voltage, Vcc 


4.75 5 5.25 


V 


High-level output current, Iqh 


DO thru D7 


-10 


mA 


All others 


-1 


mA 


Low-level output current, Iql 


DO thru D7 


2 


mA 


All others 


10 


Status strobe pulse width, tw(STSTB) (see Figure 3) 


22 


ns 


Setup time, tju (see Figure 3) 


Status inputs DO thru D7 


8 


ns 


System bus inputs to HLDA 


10 


Hold time, th (see Figure 3) 


Status inputs DO thru D7 


5 


ns 


System bus inputs to HLDA 


20 


Operating free-air temperature, T/\ 


70 


°C 
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TYPES SN74S428(TIM8228), SN74S438(TIM8238) 
CONTROLLER AND BUS DRIVER FOR 8080A SYSTEMS 

electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TEST CONDITIONS 


MIN TYPt MAX 


UNIT 


V|H High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V|K Input clamp voltage 


Vcc = MIN, ||=-5mA 


-1 


V 


Vqh High-level output voltage 


DO thru D7 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = MAX 


3.6 4 


V 


All other outputs 


2.4 


Vol Low-level output voltage 


Vcc = MIN, V|H=2V, 
V|L=0.8V, loL = MAX 


0.45 


V 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, Vo = 5.25 V 


100 


mA 


Off -state output current, 

'OZL 

low-level voltage applied 


Vcc = MAX, Vo= 0.45 V 


-100 


mA 


l|H High-level input current 


INTA 


Vcc = MIN, See Figure 1 


5 


mA 


DO thru D7 


Vcc = MAX, V|= 5.25 V 


20 


mA 


All other inputs 


100 


1 1 1_ Low-level input current 


D2 or D6 


Vcc = MAX, V|=0.45V 


-750 


mA 


STSTB 


-500 


All other inputs 


-250 


Iqs Short-circuit output current! 


Vcc = MAX 


-15 -90 


mA 


'cc Supply current 


Vcc = MAX 


140 190 


mA 



'For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 

^All typical values are at Vqq = 5 V, T/^ = 25°C. 

§ Not more than one output should be shorted at a time. 



switching characteristics, Wqq = 5 V, T/^ = 25°C, see figure 3 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


tPD 


DO thru D7 


DBO thru DB7 


Cl= 100 pF, 


See Figure 2 


5 


40 


ns 


tPD 


DBO thru DB7 


DO thru D7 


Cl = 25pF, 


See Figure 2 


30 


ns 


tPHL 




INTA, I/OR, MEMR, 


Cl= lOOpF, 


See Figure 2 


20 


60 


ns 


STSTB 


l/OW, MEMW 


tPD 


WR 


l/OW, MEMW 


5 


45 


ns 


tPLH 


DBIN 


INTA, I/OR, MEMR 


30 


ns 


tPLH 


HLDA 


INTA, I/OR, MEMR 


25 


ns 


tPZX 


DBIN 


DO thru D7 


Cl = 25pF, 


See Figure 2 


45 


ns 


tpxz 


DBIN 


DO thru D7 


45 


ns 


tpzx 


STSTB, BUSEN 


DBO thru DB7 


Cl= 100 pF, 


See Figure 2 


30 


ns 


tPXZ 


BUSEN 


DBO thru DB7 


30 


ns 



'I tpQ = propagation delay time 
tpHL — Pi^oP^S^tion delay time, high-to-low-level output 
*PLH = propagation delay time, low-tohigh-level output 
tp2X — output enable time from high-impedance state 
tpxz — output disable time to high-impedance state 
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TYPES SN74S428(TIM8228), SN74S438(TIM8238) 
CONTROLLER AND BUS DRIVER FOR 8080A SYSTEMS 

PARAMETER MEASUREMENT INFORMATION 



FIGURE 1-INTA INPUT CURRENT 
TEST CIRCUIT 



UNDER TEST | 


— ' 




nCl 


> R2 


^ 


r 


i" 


FIGURE 2-SWITCHING CHARACTERISTICS 


LOAD CIRCUIT 





y"^^"A_^^^^_rA. 






TMS 8080A - 
DATA BUS 
STATUS INPUTS 
DO thru D7 ■ 



j& 



HLDA INPUT 



SYSTEM BUS INPUT 
DURING READ 
DBOthruDB? 



TMS 8080A BUS OUTPUT 

DURINGREAD 1 1 



•+1.5V 

K4- 



\ 



-^ 



^^^A^_^A^/^ 



\y 



^1.5 V ^ri-sv 



•J 



1 



JG7" 



•+1.5V 



] 3vk_ 
h > [ ip) 



■\ 



TMS 8080A BUS INPUT 

DURING WRITE 

DO thru D7 

SYSTEM BUS OUTPUT 
DURING WRITE 
DBO thru DB7 



•pzx-^ 1^- 



^ 



j^ 



SYSTEM BUS J /V^ ^^'^N— 

OUTPUTS I X o.8V loSV j/ 

._.„„, |»tpzx*l 



DBO thru DB7 



':/ 



■' \[_,;S438_on,y^N«, A^ ^ j^' 



NOTE A: Advanced response of l/OW or MEMW for the SN74S438 is indicated by the dashed line. 

FIGURE 3-VOLTAGE WAVEFORMS 
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TYPES SN74S428(TIM8228). SN74S438(TIM8238) 
CONTROLLER AND BUS DRIVER FOR 8080A SYSTEMS 

TYPICAL APPLICATION DATA 



VqD (12 V)- 
Vcc (5V)- 



Vbb(-5V). 



czn,. 



TANK- 
OSC - 
*2TTL. 
RESIN - 
RDYIN . 



.(121 



(61 



(3) 



02 

TANK CLOCK 

GENERATOR 
OSC DRIVER 



02TTL 
tJRESlN 
RDYIN 



SYNC 
RESET 
READY 
STSTB 



GND 
1(8) 



:>^ 



SYSTEM DMA REQUEST- 

SYSTEM INTERRUPT REQUEST - 

INTERRUPT ENABLE - 



SYNC 
RESET 
READY 
WAIT 



HOLD 

INT 

INTE 



JF 



WR 3- 



A10 
All 
A12 
A13 
A14 
A15 






< » 






4 » 



-♦-►■ 



_^u£V3 



iii_^ 



(28) 



DO ■S428/'S438 DBO 
D1 (TIM8228/ qBI 
D2 TIM8238) 0B2 

BIDIRECTIONAL ^^^ 

DB4 
DB5 
DEB 
0B7 



HLDA 
BUSEN 
STSTB 



MEMR y 
MEMW O- 

i/orJO; 

l/OW 



li?^ 



■< — ►- 



im. 



vl2f»4 




-I NT A 
■ MEMR 
■ MEMW 

- I / OR 

- l/OW 



FIGURE 4-SYSTE(Vl INTERFACING WITH CENTRAL PROCESSING UNIT 
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TYPES SN54490, SN54LS490, SN74490, SN74LS490 
DUAL 4-BIT DECADE COUNTERS 



BULLETIN NO. DL-S 7612089, OCTOBER 1976 



Dual Versions of Popular SI\!5490A, SiVI54LS90, 
SN7490A, and SN74LS90 Counters 

Individual Clock, Direct Clear, and Set-to-9 
Inputs for Each Decade Counter 

Dual Counters Can Significantly Improve 
System Densities as Package Count Can 
Be Reduced by 50% 

o Maximum Count Frequency ... 35 MHz 
Typical 

• Buffered Outputs Reduce Possibility of 
Collector Commutation 



description 



SN54490 ... J OR W PACKAGE 

SN744gO ... J OR N PACKAGE 

(TOP VIEW) 



VCC CLOCK CLEAR PUT TO-9 ' 2Qb 2Qc 2Qd 



16 _ 15 [_j 14 (_| 13 |_j 12 [__| 11 _ 10 


_ 9 








1 ' \ 1 h 




Qa Qb Qc od 
clear (.^ set-to-9 -^ 

A 








V 








A 








CLEAR '^^ SET-T0.9 

Qa Ob Qc Qd 


-| 




1 1 1 1 1~ 




- 2 — 


3~4~5~6~7 


~ 8 



1 1 IQa 1 . IQB IQC IQD , GND 
CLOCK CLEAR OUT- SET- ' V 

PUT TO-9 OUTPUTS 



positive logic: High input to clear resets all four outputs low; 
high input to set-to-9 sets Qa and Qq high, Qg 
and Qc low. 



Each of these monolithic circuits contains eight 
master-slave flip-flops and additional gating to imple- 
ment two individual 4-bit decade counters in a single 
package. Each decade counter has individual clock, 

clear, and set-to-9 inputs. BCD count sequences of any length up to divide-by-100 may be implemented with a single 
'490 or 'LS490. Buffering on each output is provided to ensure that susceptibility to collector cummutation is 
reduced significantly. All inputs are diode-clamped to reduce the effects of line ringing. The counters have 
parallel outputs from each counter stage so that submultiples of the input count frequency are available for system 
timing signals. 

The SN54490 and SN54LS490 are characterized for operation over the full military temperature range of — 55°C to 
125°C; the SN74490 and SN74LS490 are characterized for use in industrial systems operating from 0°C to 70°C. 



BCD COUNT SEQUENCE 
(EACH COUNTER) 



COUNT 


OUTPUT 1 


Qd 


Qc Qb 


Qa 





L 


L L 


L 


1 


L 


L L 


H 


2 


L 


L H 


L 


3 


L 


L H 


H 


4 


L 


.H L 


L 


5 


L 


H L 


H 


6 


L 


H H 


L 


7 


L 


H H 


H 


8 


H 


L L 


L 


9 


H 


L L 


H 



CLEAR/SET-TO-9 
FUNCTION TABLE 
(EACH COUNTER) 



INPUTS 


OUTPUTS 


CLEAR SET-TO-9 


Qa Qb Qc Qd 


H L 
L H 
L L 


L L L L 

H L L H 

COUNT 



H = high level, L = low level 
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TYPES SN54490, SN54LS490, SN74490, SN74LS490 

DUAL 4-BIT DECADE COUNTERS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 

vcc 




INPUT Req f 

CLOCK 3k 

CLEAR, SET-TO 9 8 k 



TYPICAL OF ALL OUTPUTS 




EQUIVALENT OF EACH 
CLOCK INPUT 




EQUIVALENT OF EACH 
CLEAR AND SET-TO-NINE INPUT 



'k 



TYPICAL OF ALL OUTPUTS 

Vcc 




functional bloci< diagram (each counter) 
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TYPES SN54490, SN74490 
DUAL 4-BIT DECADE COUNTERS 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 5.5 V 

Operating free-air temperature range: SN54490 -55°Cto125°C 

SN74490 0°Cto70°C 

Storage temperature range —65 C to 150 C 

NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54490 


SN74490 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vcc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-800 


-800 


mA 


Low-level output current, Iql 


16 


16 


mA 


Count frequency, fcount 


25 


25 


MHz 


Pulse width, tyv (any input) 


20 


20 


ns 


Clear or set-to-9 inactive-state setup time, tju 


25i 


25i 


ns 


Operating free-air temperature, T/^ 


-55 125 


70 


°C 



IThe arrow indicates that the falling edge of the clock pulse is used for reference. 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 



PARAMETER 


TESTCONDITIONSt 


MIN 


TYP* 


MAX 


UNIT 


VlH High-level input voltage 




2 


V 


V|L Low-level input voltage 




0.8 


V 


V| K 1 nput clamp voltage 


Vcc = IVllN, l| = -12mA 


-1.5 


V 


Vqh High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V, loH = -800mA 


2.4 


3.4 




V 


Vol Low-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = 0.8V loL=16mA 




0.2 


0.4 


V 


l| Input current at maximum input voltage 


Vcc = MAX, V| = 5.5V 


1 


mA 


\\\^ High-level input current 


Clear, set-to-9 


Vcc = MAX, V| =2.4V 


40 


mA 


Clock 


80 


l|L Low-level input current 


Clear, set-to-9 


Vcc = MAX, V| = 0.4 V 


-1 


mA 


Clock 


-3.2 


Iqs Short-circuit output current? 


Vcc = MAX 


SN 54490 


-20 




-57 


mA 


SN 74490 


-18 




-57 


Ice Supply current 


Vcc = MAX, See Note 2 




45 


70 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
Jam typical values are at V^q = 5 V, T/^ = 25°C. 
SNot more than one output should be shorted at a time. 

NOTE 2: Iqq is measured with all outputs open, both clear inputs grounded following momentary connection to 4.5 V, and all other inputs 
grounded. 
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TYPES SN54490, SN74490 
DUAL 4-BIT DECADE COUNTERS 



switching characteristics, Vcc = 5 V, Ta = 25°C 



parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


ffnax 


Clock 


Qa 


Cl= 15 pF, RL = 400n, 
See Figure 1 and Note 3 


25 35 


MHz 


tPLH 


Clock 


Qa 


12 20 


ns 


tPHL 


13 20 


tPLH 


Clock 


Qb-Qd 


24 39 


ns 


tPHL 


26 39 


tPLH 


Clock 


Qc 


32 54 


ns 


tPHL 


36 54 


tPHL 


Clear 


Any 


24 39 


ns 


tPLH 


Set-to-9 


Qa.Qd 


24 39 


ns 


tPHL 


Qb.Qc 


20 36 



^max ^ maximum count frequency 
tpLH = propagation delay time, low-to-high-level output 
tp(-| L — propagation delay time, high-to-low-level output 
NOTE 3: Load circuit is shown on page 3-10. 



SET-TO-9 
INPUT 



CLEAR 
INPUT 



clcx:k 

INPUT 



-J, A— 



OUTPUT Qc 



/1.5 V •*• 1.5 V 
!\ 



/ 



r< — ^i" 'PHL 
I ^ I 

\ 1.5 V 



(4 ►) — <PHL 



^ 1.5 V 



M ►f— <PLH 



-'wIclockl-H 



/Vl.5V +1.5V Vl.5V / \l.5V 



ft H— »PHL 



^|-U5V 



h« ^f— «PLH- 



I I 



I 



-H 'PHL 



.i|^ 1.5 V 
\ 



1/"^' ' — \! I / — 

^i.sv j \; p , / 

!-. >J 'Ph 

/ilv j Yrsv 



tp|_H-Measure — 14 H 

»"n+2 I |/-ff- 

I 



Vol 



-♦J— 'PHL 
M 



1^ 
tpLH-Measure 14 >| 



r VoH 



Vol 



•n*4 I \/—ii- 



-if- 



Jll.5V 



^ ►}— 'PHL 



'PLH-Measure at tn+8 -^ »| 



X1.5V V 1.5 V 



-^<r 



} 



I/— f<- 



M ►t— tpHL-M"sureattn+8 

I" Vqh 

1.5 V 

Vol 
|4 ►(_ tpHL-Measureattn+10 

' VoH 

1.5 V 

Vol 



VOLTAGE WAVEFORMS 

NOTES: A. Input pulses are supplied by a generator having the following characteristics: t^ < 5 ns, tf < 5 ns, PRR = 1 MHz, duty cycle 
= 50%, Zout ^ ^^ ohms. 
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TYPES SN54LS490 SN74LS490 
DUAL 4-BIT DECADE COUNTERS 



REVISED DECEMBER 1980 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 



Supply voltage, Vcc (see Note 1) 

Clear and set-to-9 input voltage 

Clock input voltage 

Operating free-air temperature range: SN54LS490 

SN74LS490 
Storage temperature range 



7V 

7V 

.... 5.5 V 

-55°Cto125°C 
. 0°C to 70°C 

-65°Cto150°C 



NOTE 1 : Voltage values are with respect to network ground terminal. 



recommended operating conditions 





SN54LS490 


SN74LS490 


UNIT 


MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, Iqh 


-400 


-400 


»iA 


Low-level output current, Iql 


4 


8 


mA 


Count frequency, fcount 


25 


25 


MHz 


Pulse width, t^ (any input) 


20 


20 


ns 


Clear or set-to-9 inactive-state setup time, tju 


251 


254 


ns 


Operating free-air temperature, T^ 


-55 125 


70 


°C 



iJhe arrow indicates that the falling edge of the clock pulse is used for reference. 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TEST CONDITIONSt 


SN54LS490 


SN74LS490 


UNIT 


MIN TYPt 


MAX 


MIN TYPt 


MAX 


V|H 


High-level input voltage 




2 


2 


V 


V|L 


Low-level input voltage 




0.7 


0.8 


V 


V|K 


Input clamp voltage 


Vcc = MIN, l| = -18mA 


-1.5 


-1.5 


V 


VOH 


High-level output voltage 


Vcc = MIN, V|H = 2V, 
V|L = V|Lmax 


2.5 3.4 


2.7 3.4 


V 


Vol 


Low-level output voltage 


Vcc = MIN, 
V|H = 2V, 
V|L = ViLmax 


Iql =4mA 


0.25 


0.4 


0.25 


0.4 


V 


Iql = 8 mA 




0.35 


0.5 


Input current at 
maximum input voltage 


Clear, 
set-to-9 


Vcc = MAX, 


V| = 7 V 


0.1 


0.1 


mA 


Clock 


V| = 5.5 V 


0.2 


0.2 


l|H 


High-level input current 


Clear, 
set-to-9 


Vcc = MAX, V|=2.7V 


20 


20 


HA 


Clock 


100 


100 


l|L 


Low-level input current 


Clear, 
set-to-9 


Vcc = MAX, V| = 0.4 V 


-0.4 


-0.4 


mA 


Clock 


-1.6 


-1.6 


Ids 


Short-circuit output current§ 


Vcc = MAX 


-20 


-100 


-20 


-100 


mA 


'CO 


Supply current 


Vcc = MAX, See Note 2 


15 


26 


15 


26 


mA 



^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
+ AII typical values are at Vqq = 5 V. T/^ = 25°C. 

§ Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 2: \(^q is measured with all outputs open, both clear inputs grounded following momentary connection to 4.5 V, and all other inputs 
grounded. 
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TYPES SN54LS490, SN74LS490 
DUAL 4-BIT DECADE COUNTERS 



switching characteristics, Vcc = 5 V, Ta = 25° C 



PARAMETER^ 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP MAX 


UNIT 


'max 


Clock 


Qa 


Cl= 15 pF, Rl= 2 kn 
See Figure 2 and Note 4 


25 35 


MHz 


tPLH 


Clock 


Qa 


12 20 


ns 


tPHL 


13 20 


tPLH 


Clock 


Qb.Qd 


24 39 


ns 


tPHL 


26 39 


tPLH 


Clock 


Qc 


32 54 


ns 


tPHL 


36 54 


tPHL 


Clear 


Any 


24 39 


ns 


tPLH 


Set-to-9 


Qa.Qd 


24 39 


ns 


tPHL 


Qb.Qc 


20 36 



'max ~ maximum count frequency 

^PLH ~ propagation delay time, low-to-high-level output 
tpi-iL = propagation delay time, high-to-low-level output 
NOTE 4: Load circuit is shown on page 3-11. 



SET-TO-9 
INPUT 



.X1.3V X. 1.3 V 

-J A— 



CLEAR 
INPUT 



CLOCK 

INPUT 



/13V JU 1.3 V 



.(clock) "H 



y ^/^^^^'^bi.y t: 



l4 »| 'PLH 



F~V\ 



|4 »| tPHL 
1.3 V 



I< ►f— <PHL 

■! — .j 

+ 1.3 V 
\ 



\* N— 'PHL 

^1 

\ 1.3 V 

\ 



|< *\ 'PHL 



OUTPUT Qc 



OUTPUT Qd 



ij. 1.3V 



|4 ►(— IPHL 



W- »t 'PLH 



y* »f-'PHL 

1/ V 

*1.3V V. 1.3 V 



+ 1.3V I \ 1.3 



tpLH— Measure — 14 H 

"<<n«2 I |/-f> 

I 
-ii 



'PLH —Measure rt PI 

»<'n*4 I 1/ — if 

I 



-J^- 




tpLH-Measure at tn+8 -f4 1\ 



/13V 



tp^^— Measure 

I 1 »' 'n*4 

' ' VoH 



♦I — tpHL-Measure at tn+g 



I ' Vol 

|4 »(— tpHL-Measureattn+10 

^ VoH 

1.3 V 

Vol 



VOLTAGE WAVEFORMS 
NOTES: A. Input pulses are supplied by a generator having the following characteristics: t^ < 15 ns, tf < 6 ns, PRR = 1 MHz, duty cycle 
= 50%, Zout " 50 ohms. 



FIGURE 2 
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TYPES SN54LS670. SN74LS670 
4-BY-4 REGISTER FILES WITH 3-STATE OUTPUTS 

BULLETIN NO. DL-S 7612122, MARCH 1974-REVISED OCTOBER 1976 



Separate Read/Write Addressing Permits 
Simultaneous Reading and Writing 

Fast Access Times . . . Typically 20 ns 

Organized as 4 Words of 4 Bits 

Expandable to 512 Words of n-Bits 

For Use as: 
Scratch-Pad Memory 
Buffer Storage between Processors 
Bit Storage in Fast Multiplication Designs 

3-State Outputs 

SN54LS170 and SIM74LS170 Are Similar 
But Have Open-Collector Outputs 



SN54LS670 ... J OR W PACKAGE 
SN74LS670 ... J OR N PACKAGE 
(TOP VIEW) 



description 



DATA 



WRITE SELECT ENABLE 



'^lA - „ ' . 

D1 'Wa Wo write READ Q1 Q2 





16 . 


15 


. 14 


13 


12 


11 


. w . 


S 








1 1 1 1 i 1 










D1 W^ Wg Gyv Gr Q1 

D2 02 

D3 D4 Rg R^ 04 03 








1 










II 




1 


" 


2 


■ 3 


4 


5 


6 


7 


I 







Itg R^ , 04 Q3 , GND 
READ SELECT OUTPUTS 



positive logic: see description 



The SN54LS670 and SN74LS670 MSI 16-bit TTL register files incorporate the equivalent of 98 gates. The register file 
is organized as 4 words of 1 4 bits each and separate on-chip decoding is provided for addressing the four word locations 
to either write-in or retrieve data. This permits simultaneous writing into one location and reading from another word 
location. 

Four data inputs are available which are used to supply the 4-bit word to be stored. Location of the word is determined 
by the write-address inputs A and B in conjunction with a write-enable signal. Data applied at the inputs should be in its 
true form. That is, if a high-level signal is desired from the output, a high-level is applied at the data input for that 
particular bit location. The latch inputs are arranged so that new data will be accepted only if both internal address gate 
inputs are high. When this condition exists, data at the D input is transferred to the latch output. When the write-enable 
input, Gw, is high, the data inputs are inhibited and their levels can cause no change in the information stored in the 
internal latches. When the read-enable input, Gr, is high, the data outputs are inhibited and go into the high-impedance 
state. 

The individual address lines permit direct acquisition of data stored in any four of the latches. Four individual decoding 
gates are used to complete the address for reading a word. When the read address is made in conjunction with the 
read-enable signal, the word appears at the four outputs. 

This arrangement— data-entry addressing separate from data-read addressing and individual sense line— eliminates 
recovery times, permits simultaneous reading and writing, and is limited in speed only by the write time 
(27 nanoseconds typical) and the read time (24 nanoseconds typical). The register file has a nondestructive readout in 
that data is not lost when addressed. 

All inputs except read enable and write enable are buffered to lower the drive requirements to one Series 54LS/74LS 
standard load, and input-clamping diodes minimize switching transients to simplify system design. High-speed, 
double-ended AND-OR-INVERT gates are employed for the read-address function and have high-sinl< -current, 
three-state outputs. Up to 128 of these outputs may be wire-AND connected for increasing the capacity up to 512 
words. Any number of these registers may be paralleled to provide n-bit word length. 

The SN54LS670 characterized for operation over the full military temperature range of — 55°C to 125°C; the 
SN74LS670 is characterized for operation from 0°C to 70°C. 
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4-BY-4 REGISTER FILES WITH 3-STATE OUTPUTS 



REVISED OCTOBER 1976 



logic 



WRITE FUNCTION TABLE (SEE NOTES A, B, AND C) 



READ FUNCTION TABLE (SEE NOTES A AND D) 



WRITE INPUTS 


WORD 


Wb Wa Gw 





1 2 


3 


L L L 


Q=D 


Qo Qo 


Qo 


L H L 


Qq 


Q=D Qq 


Qo 


H L L 


Qq 


Qq Q= D 


Qo 


H H L 


Qo 


Qq Qo 


Q = D 


X X H 


Qo 


Qo Qo 


Qo 



READ INPUTS 


OUTPUTS 1 


Rb Ra Gr 


Ol 


Q2 Q3 


Q4 


L L L 


WOBl 


W0B2 W0B3 


W0B4 


L H L 


W1B1 


W1B2 W1B3 


W1B4 


H L L 


W2B1 


W2B2 W2B3 


W2B4 


H H L 


W3B1 


W3B2 W3B3 


W3B4 


X X H 


Z 


Z Z 


Z 



NOTES: A. H = high level, L = low level, X = irrelevant, Z = high impedance (off) 

B. (Q = D) = The four selected internal flip-flop outputs will assume the states applied to the four external data inputs. 

C. Qq = the level of Q before the indicated input conditions were established. 

D. WOBl = The first bit of word 0, etc. 

functional block diagram 




> OUTPUTS 



WRITE INPUT 



READ INPUT 
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4-BY-4 REGISTER FILES WITH 3-STATE OUTPUTS 



schematics of inputs and outputs 



EQUIVALENT OF EACH INPUT 



■d* 



"k 



Any D, R, or W: 
Gr: 



■20 kn NOM 
■6.67 kn NOM 
■ 10 kn NOM 



TYPICAL OF ALL OUTPUTS 




/77 



absolute maximum ratings over operating free-air temperature range (unless otherwise noted) 

Supply voltage, Vcc (see Note 1) 7V 

Input voltage 7 V 

Off-state output voltage 5.5 V 

Operating free-air temperature range: SN54LS670 -55°Cto125°C 

SN74LS670 0°C to 70°C 

Storage temperature range — 65°Cto150°C 

recommended operating conditions 







SN54LS670 


SN74LS670 


UNIT 




MIN NOM MAX 


MIN NOM MAX 


Supply voltage, Vqc 


4.5 5 5.5 


4.75 5 5.25 


V 


High-level output current, loH 


-1 


-2.6 


mA 


Low-level output current, Iql 


4 


8 


mA 


Width of write-enable or read-enable pulse, t^ 


25 


25 


ns 


Setup times, high- or low-level data 
(see Figure 2) 


Data input with respect to 
write enable, tsu(D) 


10 


10 


ns 


Write select with respect to 
write enable, th(w) 


15 


15 


ns 


Hold times, high- or low-level data 
(see Note 2 and Figure 2) 


Data input with respect to 
write enable, t^{D), 


15 


15 


ns 


Write select with respect to 
write enable, :h(W) 


5 


5 


ns 


Latch time for new data, t|atch 'see Note 3) 


25 


25 


ns 


Operating free-air temperature range, T/^ 


-55 125 


70 


°C 



1. Voltage values are with respect to network ground terminal. 

2. Write-select setup time will protect the data written into the previous address. If protection of data in the previous address is not 
required, tsLi(w) "^3" ^^ ignored as any address selection sustained for the final 30 ns of the write-enable pulse and during th(w) 
will result in data being written iiito that location. Depending on the duration of the input conditions, one or a number of 
previous addresses may have been written into., 

3. Latch time is the time allowed for the internal output of the latch to assume the state of new data. See Figure 2. This is important 
only when attempting to read from a location immediately 'after that location has received new data. 
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REVISED DECEMBER 1980 



electrical characteristics over recommended operating free-air temperature range (unless otherwise noted) 


PARAMETER 


TESTCOIMDITIOIMS+ 


SN54LS670 


SN74LS670 


UNIT 


MIN TYP* MAX 


MIN TYPt MAX 


V|H High-levelinput voltage 




2 


2 


V 


V|L Low-level input voltage 




0.7 


0.8 


V 


V|K Input clamp voltage 


Vcc=MIN, |, = _i8mA 


-1.5 


-1.5 


V 


Vqh High-level output voltage 


Vcc = IVllN, V|H = 2V, 
V|L = V|L max 


IqH = -1 "lA 


2.4 3.4 




V 


'0H = -2-6mA 




2.4 3.1 


Vol Low-level output voltage 


Vcc = Mm, V|H = 2V, 
V|L= V|L max 


Iql = 4 mA 


0.25 0.4 


0.25 0.4 


V 


Iql = 8 mA 




0.35 0.5 


Off-state output current, 
high-level voltage applied 


Vcc = MAX, V|H = 2V, Vq = 2.7 V 


20 


20 


mA 


Off-state output current, 

'OZL 

low-level voltage applied 


Vcc = MAX, V|H = 2V, Vq = 0.4 V 


-20 


-20 


ma 


Input current at 
li 

maximum input voltage 


Vcc = MAX, 
V| = 7 V 


Any D, R, orW 


0.1 


0.1 


mA 


Gw 


0.2 


0.2 


Gr 


0.3 


0.3 


l|H High-level input current 


Vcc = MAX, 
V| = 2.7 V 


Any D, R, or W 


20 


20 


HA 


Gw 


40 


40 


Gr 


60 


60 


l||_ Low-level input current 


Vcc = MAX, 
V| = 0.4 V 


Any D, R, or W 


-0.4 


-0.4 


mA 


Gw 


-0.8 


-0.8 


Gr 


-1.2 


-1.2 


'OS Short-circuit output current? 


Vcc = MAX 


-30 -130 


-30 -130 


mA 


'CC Supply current 


Vcc = MAX, See Note 4 


30 50 


30 50 


mA 



I^For conditions shown as MIN or MAX, use the appropriate value specified under recommended operating conditions. 
+ AII typical values are at Vqq = 5 V, T^ = 25° C. 

3 Not more than one output should be shorted at a time, and duration of the short-circuit should not exceed one second. 

NOTE 4: Maximum \qq is guaranteed for the following worst-case conditions: 4.5 V is applied to all data inputs and both enable inputs, i 
address inputs are grounded and all outputs are open. 



switching characteristics 


,Vcc = 5V,Ta = 25°C 










parameterU 


FROM 
(INPUT) 


TO 
(OUTPUT) 


TEST CONDITIONS 


MIN TYP 


MAX 


UNIT 


tPLH 


Read select 


Any Q 


CL=15pF, RL=2kn, 
See Figures 1 and 2 


23 


40 


ns 


tPHL 


25 


45 


tPLH 


Write enable 


Any Q 


CL=15pF, RL = 2 1<r2, 
See Figures 1 and 3 


26 


45 


ns 


tPHL 


28 


50 


tPLH 


Data 


Any Q 


25 


45 


ns 


tPHL 


23 


40 


IPZH 


Read enable 


Any Q 


Cl= 15pF, Rl = 2 kn, 
See Figures 1 and 4 


15 


35 


ns 


tPZL 


22 


40 


tPHZ 


CL = 5pF, RL = 2kn, 
See Figures 1 and 4 


30 


50 


ns 


tPLZ 


16 


35 



iltp|_|-| = propagation delay time, low-to-high-level output 
*PHL ~ propagation delay time, high-to-low -level output 
tp2H — output enable time to high level 
tp2|_ ~ output enable time to low level 
^PHZ ~ output disable time from high level 
tpL2 — output disable time from low level 



Texas Instruments 

INCORPORATED 

POST OFFICE BOX 2250)2 • DALLAS, TEXAS 75265 



7-529 
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PARAMETER MEASUREMENT INFORMATION 



TEST 
POINT 



FROM OUTPUT 
UNDER TEST 



Cl 

(See Note Al 



NOTES: A. €[_ includes probe and jig capacitance. 
B. All diodesare 1N916 or 1N3064. 



VCC 






5kS2 V 



LOAD CIRCUIT 
FIGURE 1 



7 

^s; 



WRITE-SELECT 
INPUT Wa or Wb 
(See Note A) 



DATA INPUT 
D1, D2, D3, or D4 
(See Note A) 



WRITE-ENABLE 
INPUT Gw 



READ-SELECT 
INPUT RAor Rb 
(See Note B) 



OUTPUT 
Q1,Q2, Q3. orQ4 



^ 3V 

/•1.3V \^-^^ 
f\ |\ ov 

-*\ Y — 'su(W) I 

I *\ \* — th(W) 

^ ' , 3V 

Vl.3V ' tI^I-SV 

I N I A ov 

1 h H— tsu{D) 

I U 4-th(D) 

yt— ' Hy 3V 

Vl.3V /l-3V 

|\ f. OV 

1^ 'latch •y 

I r- 3v 

/| JN ov 

! , U-tPLH*j 

|*-tPHL-H ' 

\i I y ''OH 

Vl.3V /l.3V 

\ L Vol 



VOLTAGE WAVEFORMS (SI AND S2 ARE CLOSED) 



NOTES: A. High-level input pulses at the select and data inputs are illustrated; however, times associated with low-level pulses are measured 
from the same reference points. 

B. When measuring delay times from a read-select input, the read-enable input is low. 

C. Input waveforms are supplied by generators having the following characteristics: PRR < 2 MHz, Z^^^ «» 50 fi, duty cycle < 50%, 
tr < 15 ns, tr < 6 ns. 

FIGURE 2 



7-530 



Texas Instruments 

INCORPORATED 
POST OFFICE BOX 5012 . DALLAS, TEXAS 75222 



TYPES SN54LS670. SN74LS670 
4-BY-4 REGISTER FILES WITH 3-STATE OUTPUTS 



PARAMETER MEASUREMENT INFORMATION 



DATA INPUT 
D1, D2, D3, or D4 



WRITE-ENABLE 
INPUT Gw 



OUTPUT 

Q1, Q2, Q3,orQ4 



DATA INPUT 
D1, D2, D3, orD4 



WRITE-ENABLE 
INPUT Gw 



OUTPUT 
01,02,03, or Q4 



K-tpLH-*| 



1-— tPHL-*j 



OV 
3V 

OV 
VOH 

Vol 



VOLTAGE WAVEFORM 1 (SI AND S2 ARE CLOSED) 




— OV 



VOLTAGE WAVEFORM 2 (SI AND 82 ARE CLOSED) 

NOTES: A. Each select address is tested. Prior to the start of each of the above tests both write and read address inputs are stabilized with 
W/^ = R^ and Wg = Rb- During the test Gr is low. 
B. Input waveforms are supplied by generators having the following characteristics: PRR < 1 MHz, Zg^ s* 50 n, duty cycle < 50%, 
tr < 15 ns, tr < 6 ns. 

FIGURES 




WAVEFORM 1 
(See Note A) 



WAVEFORM 2 
(See Note A) 



VOLTAGE WAVEFORMS 
ENABLE AND DISABLE TIMES, THREE-STATE OUTPUTS 

NOTES: A. Waveforms 1 is for an output with internal conditions such that the output is low except when disabled by the read-enable input. 
Waveform 2 is for an output with internal conditions such that the output is high except when disabled by the read-enable input. 

B. When me^isuring delay times from the read-enable input, both read-select inputs have been established at steady states. 

C. Input waveforms are supplied by generators having the following characteristics: PRR < 1 MHz, Zquj » 50 n, duty cycle < 50%, 
t,<15ns,t,<6ns. FIGURE 4 
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MILITARY PRODUCTS 



MIL-M-38510 AND MIL-STD-883 
MUitary High-Reliability Integrated Circuits 

The Texas Instruments MIL-M-38510 and MIL-STD-883 programs offer several options designed to meet 
system cost, reliability, lead time, and contract requirements. The following are the key features of the 
options available for MIL-M-385 10 and MIL-STD-883 Class B applications: 



JAN-Processed TI SNJ 

■ Produced under MlL-M-38510 
guidelines with all chips 
manufactured in a DESC-certified 
front end facility 

■ Fully tested per MIL-STD-883 
method 5004 Class B 

■ Includes device types covered by 
MlL-M-38510 part numbers and cir- 
cuits not yet covered by MIL numbers 

■ Electrical and mechanical characteris- 
tics per TI data sheets 

■ Marked with 38510 part numbers 
where applicable 

■ Each lot includes Certificate of 
Conformance and Group A 
Summary Report 

■ Approximately one-half the cost of 
JAN-Qualified IC's 



SNC/MACH-IV (883B) 

■ Cost effective — approximately one- 
third the cost of JAN-Qualified IC's 

■ Produced under MlL-M-38510 
guidelines with all chips 
manufactured in a DESC-certified 
front end facility 

■ Tested per MIL-STD-883 method 
5004 Class B and TI 
38510/MACH-IV specification, 
Section 9 of this catalog 

■ Tested per MIL-STD-883 method 
5004 Class B and TI 
38510/MACH-IV specification. 
Section 9 of this catalog 

■ Electrical and mechanical characteris- 
tics per TI data sheets 

■ Available in broad product spectrum 
including SSI, MSI, and LSI, both 
bipolar and MOS 



JAN-Qualified 

■ Qualified per MIL-M-38510 Class B 

■ Produced per MIL-STD-883 and 
MIL-M-38510 Class B and appro- 
priate slash sheets 

■ Produced in DESC-certified 
domestic production facility 

■ Applicable devices and packages 



PRODUCT 

SERIES 54 TTL 
SERIES 54H TTL 
SERIES 54LnL* 
SERIES 54LS TTL 
SERIES 54S HL 
LINEAR CONTROL 
SERIES 55 INTERFACE 
MOS LSI 
LEAD FINISH B 
LEAD FINISH C/D 


A 


C 

X 
X 

X 
X 
X 
X 

X 


D 

X 
X 

X 

X 

X 


E 
X 
X 

X 

X 

X 
X 


r 

X 
X 

X 
X 

X 


G 

X 
X 


1 

X 
X 


J 

X 

X 
X 

X 


L 

X 

X 
X 

X 


T 

X 

X 
X 


V 

X 
X 


w 

X 
X 



' PER MIL-M-0038510B, Class S. 
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MILITARY PRODUCTS 



How to Order 

See Tables I, II and III for device, package and lead-finish cross-reference. 



• JAN-Processed/TI SNJ 




Device type covered by 38510 part number: 


Device type not covered by 38510 part number: 


Device SN5400J 883 Class B 


Device SN54LS298J 883 Class B 


Order SNJ5400J 


SNJ54LS298J 


M.rUnn /SNJ5400J 

^^^^'"^ \38510/00104BCB 


Marking /SNJ54LS298J 
\38510B 



SNC/MACH-IV 

Device 

Order 

Marking 



SNC5400J 
SNC5400J 
SNC5400J 



883 Class B 



• JAN-Qualified 




Device 


SN5400J 883 Class B 


Order 


JM38510/00104BCB 


Marking 


JM38510/00104BCB 



Table I Part Numbers 

EXAMPLE: 5400 TTL NAND gate in ceramic dual-in-line package to 883 Class B vi/ith standard tin-plated leads. 



JAN QUALIFIED 



JM 38510/ 00104 B 



JAN PROCESSED/TI SNJ SN J 



SNC/MACH-IV 



tSN 



MIL-STD-883 
CLASS B SCREENING ONLY 



MIL-M-38510 SLASH SHEET 
AND DEVICE TYPE 
SEE TABLE II & III 



•Per MIL-M-0038510B, Class S. 

"Finish B or C at Tl's option. Devices will 

be marked B or C as applicable, 
tprefix designation for MOS/LSI is "SMC." 
§ R denotes temperature range. 



5400 



5400 



00 



00 



1/4" X 1/4" 

1/4" X 1/8" 

DIP-14 

1/4" x3/8" 

DIP-16 

1/4" X 3/8" 

TO-99 

1/4" X 1/4" 

TO-lOO 

DIP-24 

3/8" X 5/8" 

3/8" X 1/2" 

OIP-18 
W DIP-22 
X TO-5 
Y TO-3 
Z 1/4" X 3/8' 



FLAT- 
FLAT- 

FLAT- 
FLAT 
FLAT- 



FLAT-24 
FLAT-24 



SNJ 
SNC/MACH-IV 

U/FB 

T 

J 

W 

J 
W/SB 

L 

U 

L 

J 

W 

w 

JR§ 
JR§ 





LEAD FINISH 


SNJ 


JAN 


TYPE SNC/MACH-IV | 


A 


SOLDER DIP 


10 


B 


TIN-PLATE 


00 


C/D* 


GOLD-PLATE 


00' 


X 


OPTIONAL •• 
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Screening — Class B 





JAN 
QUALIFIED 


SNJ 

JAN 

PROCESSED 


SNC 
MACH-IV 


SCREEN 


METHOD 


RQMT 


METHOD 


RQMT 


METHOD 


ROMT 
















Internal Visual (Precap) 


2010.2CondB 
and 38510 


100% 


2010.2 Cond B 
and 38510 


100% 


2010.2 Cond B 
and 38510 


100% 


Stabilization Bake 


1008,1 
24 tirs min 
test Cond C 


100% 


1008,1 
24 hrs min 
test Cond C 


100% 


1008.1 
24 hrs min 
test Cond C 


100% 


Temperature Cyclinq 


1010,1 CondC 


100% 


1010,1 CondC 


100% 


1010.1 CondC 


100% 


Constant Acceleration 


2001,1 CondE 
(min) in Y, 
plane 


100% 


2001.1 CondE 
(min) in Y, 
plane 


100% 


2001.1 CondE 
(min) in Y, 
plane 


100% 


Seal (a) Fine 
(b) Gross 


1014,1 


100% 


1014.1 


100% 


1014.1 (condC,) 


100% 


Interim Electrical 


JANslasfi-stieet 

electrical 

specifications 


As appli- 
cable 


Tl data 
sheet 
electrical 
specifications 


As appli- 
cable 


Tl data 
sheet 
electrical 
specifications 


As appli- 
cable 


Burn-in test 


1015,1 
160 hrs @ 
125'C min 


100% 


1015.1 

160hrs@ 

125°Cmin 


100% 


1015.1 
160 hrs @ 
125'Xmin 


100% 


Final Electrical Tests 

(a) Static tests 
(1)25°C (Subgroup 
l.table 1,5005.3) 
(2)Maxandmin 
rated op. temperature 
(subgroups 2 and 3. 
table 1.5005.3) 

(b)Dynamictestsand 
switching tests 25°C 
(subgroup4and9. 
table 1.5005.3) 

(c) Functional test 
25°C (subgroup 7, 
table 1,5005.3) 


JANslasti-sheet 

electrical 

specifications 


100% 
100% 

100% 

100% 


TIdata 
sheet 
electrical 
specifications 


100% 
100% 

100% 

100% 


TIdata 
sheet 
electrical 
specifications 


100% 

100% 
Notel 

100% 


Qualification or quality 
conformance inspection 


5005,3 
Class B 


per 
38510 


5005.3 
Class B 


per 
38510 
Note 2 


5005,3 
Class B 


per 
38510 
Note 2 


External Visual 


2009.1 


100% 


2009.1 


1 00% 


2009 1 


100% 



NOTES: 1. Temperature guardband test may be used in lieu of 100% test for digital bipolar only. 
2. Group A per 5005.3. Generic data available for groups B, C, and D. 

For MIL-M-38510/MIL-STD-883 Class A/S 

For critical space and satellite applica- CIRCUIT CIRCUIT 

tions, SAMSO Class S JAN-Qualified TYPE JAN NO. TYPE JAN NO. 

TTL flat pack devices are available per SN54L54T JM38510/04104STD SN5402T JM38510/00401STD 

MIL-M-0038510B including: SN54L71T JM38510/02101STD SN5404T JM38510/00105STD 

CIRCUIT SN54L74T JM38510/02105STD SN5410T JM38510/00103STD 

TYPE JAN NO. SN54L78T JM38510/02104STD SN5420T JM38510/00102STD 

SN54L00T JM38510/02004STD SN54L86T JM38510/02601STD SN5440T JM38510/00301STD 

SN54L01T JM38510/02006STD SN54L91T JM38510/02806STD SN5472T JM3851 0/00201 SID 

SN54L02T JM38510/02701STD SN54L95T JM38510/02801STD SN5473T JM38510/00202STD 

SN54L04T JM38510/02005STD SN54L121T JM38510/04201STD SN5474T JM38510/00205STD 

SN54L10T JI\/138510/02003STD SN54L122T JM38510/04202STD SN5493T JM38510/01302STD 

SN54L20T JM38510/02002STD SN54L164T JM38510/02802STD SN5495T JM38510/00901STD 

SN54L30T JM38510/02001STD SN5400T JM38510/00104STD SN54121T JM38510/01201STD 

SN54L51T JM38510/04101STD SN5401T JM38510/00107STD SN54HO0T JM38510/02304STD 
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TABLE 1. 


JAN INTEGRATED CIRCUITS AND CIRCUIT-TYPE CROSS-REFERENCE 




JAN 


CKT 


JAN 


CKT 


JAN 


CKT 


JAN 


CKT 


/NO. 


TYPE 


/NO. 


TYPE 


/NO. 


TYPE 


/NO. 


TYPE 


00101 


5430 


01307 


5490 


03001 


15930 


06005 


10507* 


00102 


5420 


01308 


54192 


03002 


15935 


06006 


10509* 


00103 


5410 


01309 


54193 


03003 


15936 


06101 


10531* 


00104 


5400 


01310t 


54196 


03004 


15946 


06102 


10631* 


00105 


5404 


01311t 


54197 


03005 


15962 


06103 


10576* 


00106 


5412 


01312t 


54177 


03101 


15932 


06104 


10535* 


00107 


5401 


01401 


54150 


03102 


15944 


06201 


10504 


00108 


5405 


01402 


9312t 


03103 


15957 


06202 


10597 


00109 


5403 


01403 


54153 


03104 


15958 


07001 


54S00 


00201 


5472 


01404 


9309 


03105 


15933 


07002 


54S03 


00202 


5473 


01405 


54157 


03201 


15951 


07003 


54S04 


00203 


54107 


01406 


54151 


03301 


15945 


07004 


54S05 


00204 


5476 


01501 


5475 


03302 


15948 


07005 


54S10 


00205 


5474 


01502 


5477 


03303 


15950 


07006 


54S20 


00206 


5470 


01503 


54116 


03304 


9094 


07007 


54S22 


00207 


5479* 


01504 


93141 


03501 


MH0026 


07008 


54S30 


00301 


5440 


01601 


5408 


04001 


54H50 


07009 


54S133 


00302 


5437 


01602 


5409 


04002 


54H51 


07010 


54S134 


00303 


5438 


01701 


54174 


04003 


54H53 


07101 


54S74 


00401 


5402 


01702 


54175 


04004 


54H54 


07102 


54S112 


00402 


5423 


01703t 


54173 


04005 


54H55 


07103 


54S113 


00403 


5425 


01801 


54170 


04101 


54L51 


07104 


54S114 


00404 


5427 


01901 


54180 


04102 


54L54 


07105 


54S174 


00501 


5450 


02001 


54L30 


04103 


54L55 


07106 


54S175 


00502 


5451 


02002 


54L20 


04104* 


54L54 


07201 


54S40 


00503 


5453 


02003 


54L10 


04201 


54L121 


07301 


54S02 


00504 


5454 


02004 


54 LOO 


04202 


54L122 


07401 


54S51 


00601 


5482 


02005 


54L04 


04301 


93L18 


07402 


54S64 


00602 


5483 


02006 


54L01/54L03 


04401 


93L24 


07403 


54S65 


00603 


9304$ 


02101 


54L71 


04501 t 


93L14 


07501 


54S86 


00604 


5480 


02102 


54L72 


04502t 


93 LOS 


07502 


54S135 


00701 


5486 


02103 


54L73 


04601 


93L09 


07601t 


54S194 


00801 


5406 


02104 


54L78 


04602 


93L12 


076021 


548195 


00802 


5416 


02105 


54L74 


04603 


93L22 


07701 t 


54S138 


00803 


5407 


02201 


54H72 


05001 


4011 A 


07702t 


54S139 


00804 


5417 


02202 


54H73 


05002 


401 2A 


07703t 


54S280 


00805 


5426 


02203 


54H74 


05003 


4023A 


07801 


54S181 


00901 


5495 


02204 


54H76 


05101 


401 3A 


07802 


54S182 


00902 


5496 


02205 


54H101 


05102 


4027A 


07901 


54S151 


00903 


54164 


02206 


54H103 


05201 


4000A 


07902 


543153 


00904 


54165 


02301 


54H30 


05202 


4001 A 


07903 


54S157 


00905 


54194 


02302 


54H20 


05203 


4002A 


07904 


54S158 


00906 


54195 


02303 


54H10 


05204 


4025A 


07905 


54S251 


00907t 


9300 1 


02304 


54H00 


05301 


4007A 


07906 


54S257 


00908t 


9328 


02305 


54H04 


05302 


401 9A 


07907 


54S258 


00909t 


54198 


02306 


54H01 


05303 


4030A 


08001 


54S11 


00910t 


54166 


02307 


54H22 


05401 


4008A 


08002 


54S15 


01001 


5442 


02401 


54H40 


05501 


4009A 


08003t 


54S08 


01002 


5443 


02501 


54L90 


05502 


401 OA 


08004 t 


54S09 


01003 


5444 


02502 


54L93 


05503 


4049A 


08101 


54S140 


01004 


5445 


02503 


54L193 


05504 


4050A 


08201 


54S85 


01005 


54145 


02504 


93L10 


05505 


4041 A 


10101 


UA741 


01006 


5446 


02505 


93L16 


05601 


401 7A 


10102 


UA747 


01007 


5447 


02601 


54L86 


05602 


4018A 


10103 


LM101A 


01008 


5448 


02701 


54L02 


05603 


4020A 


10104 


LM108A 


01009 


5449 


02801 


54L95 


05604 


4022A 


10105 


LH2101A 


01101 


54181 


02802 


54L164 


05605 


4024A 


10106 


LH2108A 


01102 


54182 


02803 


93L28t 


05701 


4006A 


10107 


LM118 


01201 


54121 


02804 


93L00 


05702 


4014A 


10201 


UA723 


01202 


54122 


02805 


76L70 


05703 


401 5A 


10202t 


LM104 


01203 


54123 


02806* 


54L91 


05704 


4021 A 


10203t 


LM105 


01204 


9601 


02901 


54L42 


05705 


4031 A 


10301 


uA710 


01205 


9602 


02902 


54L43 


05706 


4034A 


10302 


UA711 


01301 


5492 


02903 


54L44 


0580 It 


4016A 


10303 


LIVI106 


01302 


5493 


02904 


54L46 


06001 


10501 t 


10304 


LM111 


01303 


54160 


02905 


54L47 


06002 


10502t 


10305t 


LIVI2111 


01304 


54163 


02906 


76L42A 


06003 


10505* 


10401 


55107 


01305 


54162 


02907 


93L01 


06004 


10506* 


10402 


55108 


01306 


54161 















NOTE: Only the basic JAN and commercial numbers are shown. 
"*" Slash sheets not released as of date of this publication. 

* Not recommended for new designs. 
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TABLE 1. 


JAN INTEGRATED CIRCUITS AND CIRCUIT-TYPE CROSS-REFERENCE 




JAN. 


CKT 


JAN. 


CKT 


JAN. 


CKT 


JAN. 


CKT 


/NO. 


TYPE 


/NO. 


TYPE 


/NO. 


TYPE 


/NO. 


TYPE 


10403 


55114 


15802 


9317 


30104 


54LS113 


31001 


54LS11 


10404 


55115 


15901 


9300 


30105 


54LS114 


31002 


54LS15 


10405 


55113 


15902 


9328 


30106 


54LS174 


31003 


54LS21 


10406 


7831 


16001 


9334 


30107 


54 LSI 75 


31004 


54LS08 


10407 


7832 


16101 


5432 


30108 


54LS107 


31101 


54LS85 


10501t 


UA733 


16201 


5428 


30109 


54LS109 


31 201 t 


54LS83A 


10601 


LM102i: 


20101 


54186 (PROM 512) 


30110 


54LS76 


31202t 


54LS283 


10602 


LM110 


20102 


MCM5304:j: 


30201 


54LS40 


31301 


54LS13 


10603t 


LM2110 


201 03t 


IM5603A 


30202 


54LS37 


31302 


54LS14 


10701 


LM109 


20201 t 


IM5603(PROM 1024) 


30203 


54LS38 


31303 


54LS132 


10702t 


LM 140-1 2 


20202t 


IM5623 


30204 


54LS28 


31401t 


54 LSI 23 


10703t 


LM140-15 


20301 t 


AM27S10 


30301 


54LS02 


31402t 


54LS221 


10704t 


LM 140-24 


20302t 


AM27S11 


30302 


54LS27 


31403t 


54LS122 


10801 


3018A 


20401 t 


IM5604 


30303 


54LS266 


31 501 t 


54LS90 


10802 


3045 


20402t 


IM5624 


30401 


54LS51 


31502t 


54LS93 


10901t 


SE555 


20501 t 


HHX7620-8 


30402 


54LS54 


31503t 


54 LSI 60 


10902t 


SE556 


20502 t 


HMX7621-8 


30501 


54LS32 


31504t 


54LS161 


15001 


5485 


2060 It 


HMX7640-8 


30502 


54LS86 


31505t 


54 LSI 68 


15101 


5413 


20602t 


HMX7641-8 


30601 t 


54 LSI 94 


31506t 


54 LSI 69 


15102 


5414 


23001 t 


93410 (256 RAM) 


30602t 


54LS195 


31507t 


54LS192 


15103 


54132 


23002t 


93411 (256 RAM) 


30603t 


54LS95 


31508t 


54LS193 


15201 


54154 


23003t 


93421 


30604t 


54LS96 


31509t 


54LS191 


15202 


54155 


23501 


TMS4060 (4K RAM) 


30605t 


54 LSI 64 


31510t 


54LS92 


15203 


54156 


23502 


TMS4050 {4K RAM) 


30606t 


54LS295 


31511t 


54 LSI 62 


15204 


8250 


23503 


TMS4060 (4K RAM) 


30607t 


54LS395 


31512t 


54 LSI 63 


15205 


8251 


23504 


TMS4050 (4K RAM) 


3070 It 


54 LSI 38 


31513t 


54LS190 


15206 


8252 


30001 


54LS00 


30702t 


54 LSI 39 


31 601 t 


54LS75 


15301 


54125 


30002 


54LS03 


30703t 


54LS42 


31602t 


54LS279 


15302 


54126 


30003 


54LS04 


30704t 


54LS47 


31 701 t 


54 LSI 24 


15401t 


54120 


30004 


54LS05 


30801 


54LS181 


31702t 


54LS324 


15501 


54H08 


30005 


54LS10 


30901 t 


54 LSI 51 


31 801 t 


54LS261 


15502 


54H11 


30006 


54 LSI 2 


30902t 


54 LSI 53 


31 901 t 


54LS670 


15503 


54H21 


30007 


54LS20 


30903t 


54 LSI 57 


32001 t 


54LS196 


15601 


54147 


30008 


54LS22 


30904t 


54 LSI 58 


32002 t 


54LS197 


15602 


54148 


30009 


54LS30 


30905t 


54LS251 


32003t 


54LS290 


15603 


93181 


30101 


54LS73 


30906t 


54LS257 


32004 t 


54LS293 


15701 


9338 


30102 


54LS74 


30907t 


54LS258 


321 02t 


54LS26 


15801 


9321 


30103 


54LS112 


30908t 


54LS253 







NOTE: Only the basic JAN and commercial numbers are shown, 
t Slash sheets not released as of date of this publication. 
+ Not recommended for new designs. 
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TABLE 1 


1. CIRCUIT-TYPE AND JAN 


INTEGRATED CIRCUITS CROSS-REFERENCE 






TTL 


CKT 


JAN 


TTL 


CKT 


JAN 


54 SERIES 


TYPE 


/NO. 


54LSEI^IES 


TYPE 


/NO. 


CKT 


JAN 






CKT 


JAN 






TYPE 


/NO. 


54132 


15103 


TYPE 


/NO. 


54LS32 


30501 






54145 


01005 






54LS37 


30202 


5400 


00104 


54147 


15601 


54 LOO 


02004 


54LS38 


30203 


5401 


00107 


54148 


15602 


54L01 


02006 


54LS40 


30201 


5402 


00401 


54150 


01401 


54L02 


02701 


54LS42 


30703t 


5403 


00109 


54151 


01406 


54L03 


02006 


54LS47 


30704t 


5404 


00105 


54153 


01403 


54L04 


02005 


54LS51 


30401 


5405 


00108 


54154 


15201 


54L10 


02003 


54LS54 


30402 


5406 


00801 


54155 


15202 


54L20 


02002 


54LS73 


30101 


5407 


00803 


54156 


15203 


54L30 


02001 


54LS74 


30102 


5408 


01601 


54157 


01405 


54L42 


02901 


54LS75 


31601t 


5409 


01602 


54160 


01303 


54L43 


02902 


54LS76 


30110 


5410 


00103 


54161 


01306 


54L44 


02903 


54LS83A 


31201 


5412 


00106 


54162 


01305 


54L46 


02904 


54LS85 


31101 


5413 


15101 


54163 


01304 


54L47 


02905 


54LS88 


30502 


5414 


15102 


54164 


00903 


54L51 


04101 


54LS90 


31501 t 


5416 


00802 


54165 


00904 


54L54 


04102 


54LS92 


31511t 


5417 


00804 


54166 


0091 Ot 


54L54 


04104* 


54LS93 


31502t 


5420 


00102 


54173 


01703t 


54L55 


04103 


54LS95 


30603t 


5423 


00402 


54174 


01701 


54L71 


02101 


54LS96 


30604t 


5425 


00403 


54175 


01702 


54L72 


02102 


54 LSI 07 


30108 


5426 


00805 


54177 


01312t 


54L73 


02103 


54 LSI 09 


30109 


5427 


00404 


54180 


01901 


54L74 


02105 


54LS112 


30103 


5428 


16201 


54181 


01101 


54L78 


02104 


54LS113 


30104 


5430 


00101 


54182 


01102 


54L86 


02601 


54LS114 


30105 


5432 


16101 


54186 


20101 


54L90 


02501 


54LS122 


31403t 


5437 


00302 


54192 


01308 


54L91 


02806* 


54LS123 


31401t 


5438 


00303 


54193 


01309 


54L93 


02502 


54LS132 


31303 


5440 


00301 


54194 


00905 


54L95 


02801 


54LS138 


307O1 t 


5442 


01001 


54195 


00906 


54L121 


04201 


54LS139 


30702t 


5443 


01002 


54196 


01310t 


54L122 


04202 


54LS151 


30901 t 


5444 


01003 


54197 


01311t 


54L164 


02802 


54 LSI 53 


30902t 


5445 


01004 


54198 


00909t 


54L193 


02503 


54 LSI 57 


30903t 


5446 


01006 










54 LSI 58 


30904 t 


5447 


01007 










54 LSI 60 


31503t 


5448 


01008 










54LS161 


31504t 


5449 


01009 










54LS162 


31510t 


5450 


00501 










54 LSI 63 


31512t 


5451 


00502 










54LS164 


30605t 


5453 


00503 


TTL 








54 LSI 69 


31506t 


5454 


00504 


54H SERIES 






54LS174 


30106 


5470 


00206 


CKT 


JAN 






54LS175 


30107 


5472 


00201 


TYPE 


/NO. 


TTL 




54LS181 


30801 


5473 


00202 






54LS SERIES 


54LS190 


31509t 


5474 


00205 


54H00 


02304 


CKT 


JAN 


54LS191 


31513t 


5475 


01501 


54H01 


02306 


TYPE 


/NO. 


54 LSI 92 


31507t 


5476 


00204 


54H04 


02305 






54LS193 


31508t 


5477 


01502 


54H08 


15501 


54LS00 


30001 


54 LSI 94 


30601 t 


5480 


00604 


54H10 


02303 


54LS02 


30301 


54LS195 


30602t 


5482 


00601 


54H11 


15502 


54LS03 


30002 


54 LSI 96 


32001 t 


5483 


00602 


54H20 


02302 


54LS04 


30003 


54LS197 


32002t 


5485 


15001 


54H21 


15503 


54LS05 


30004 


54LS221 


31402t 


5486 


00701 


54H22 


02307 


54LS08 


31004 


54LS251 


30905t 


5490 


01307 


54H30 


02301 


54 LSI 


30005 


54LS253 


30908t 


5492 


01301 


54H40 


02401 


54 LS1 1 


31001 


54LS257 


30906t 


5493 


01302 


54H50 


04001 


54LS12 


30006 


54LS258 


30907t 


5495 


00901 


54H51 


04002 


54LS13 


30301 


54LS261 


31801t 


5496 


00902 


54H53 


04003 


54LS14 


31302 


54SL266 


30303 


54107 


00203 


54H54 


04004 


54LS15 


31002 


54LS279 


31602t 


54116 


01503 


54H55 


04005 


54LS20 


30007 


54LS283 


31202t 


54120 


15401 T 


54H72 


02201 


54LS21 


31003 


54LS290 


32003t 


54121 


01201 


54H73 


02202 


54LS22 


30008 


54LS293 


32004t 


54122 


01202 


54H74 


02203 


54LS26 


32102t 


54LS295 


30606t 


54123 


01203 


54H76 


02204 


54LS27 


30302 


54LS324 


31702t 


54125 


15301 


54H101 


02205 


54LS28 


30204 


54LS395 


30607t 


54126 


15302 


54H103 


02206 


54LS30 


30009 


54LS670 


31901 t 



NOTE: Only the basic JAN and commercial numbers are shown, 
tsiash sheets not released as of the date of this publication. 
+ Not recommended for new designs. 
*Class S only. 
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TABLE II. CIRCUIT-TYPE AND JAN INTEGRATED CIRCUITS CROSS-REFERENCE 



TTL 




54S SERIES 


CKT 


JAN 


TYPE 


/NO. 


54800 


07001 


54S02 


07301 


54S03 


07002 


54S04 


07003 


54S05 


07004 


54S08 


08003t 


54S09 


08004t 


5481 


07005 


548 11 


08001 


54815 


08002 


54S20 


07006 


54S22 


07007 


54830 


07008 


54840 


07201 


54851 


07401 


54864 


07402 


54865 


07403 


54874 


07101 


54885 


08201 


54S86 


07501 


548112 


07102 


54S113 


07103 


548114 


07104 


548133 


07009 


548134 


07010 


548135 


07502 


548 138 


07701 t 


548139 


07702t 


548140 


08101 


5481 51 


07901 


548153 


07902 


548157 


07903 


548158 


07904 


548174 


07105 


548175 


07106 


548181 


07801 


548182 


07802 


5481 94 


07601 t 


548195 


07602 t 


548251 


07905 


548257 


07906 


548258 


07907 


548280 


07703t 



MOS 

LSI 

CKT JAN 

TYPE /NO. 

TM84050 23502 (4K RAM) 

TIV1S4050 23504 (4K RAM) 

TMS4060 23501 (4K RAM) 

TMS4060 23503 (4K RAM) 



LINEAR 

CONTROL 

SERIES 

CKT JAN 

TYPE /NO. 



LM101A 

LM104 

LM105 

LM106 

LM108A 

LM109 

LM111 

LM118 

LM140-12 

LM 140-1 5 

LM1 40-21 

SE555 

8E556 

UA710 

UA711 

UA723 

uA733 

UA741 

UA747 



10103 

10202t 

10203t 

10303 

10104 

10701 

10304 

10107 

10702t 

10703t 

10704t 

10901 t 

10902t 

10301 

10302 

10201 

10501t 

10101 

10102 



LINEAR 
INTERFACE 

SERIES 
CKT JAN 

TYPE /NO. 

55107 10401 

55108 10402 

55113 10405 

55114 10403 

55115 10404 



NOTE: Only the basic JAN and commercial numbers are shown. 
^Slash sheets not released as of date of this publication. 
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38510/MACH IV PROCUREMENT SPECIFICATION 



38510/MACH IV PROGRAM 

1.0 SCOPE 

1.1 This specification establishes standards for materials, workmanship, performance 
capabilities, identification, and processing of high-reliability monolithic integrated 
circuits. 

1.2 Intent 

The intent of this document is such as to recognize that quality and reliability are built into, 
not tested into, a product. There is no specification or screening procedure that can 
substitute for inherent, built-in reliability. However, it must be realized that irrespective of 
lot quality, there will always be some small percentage of devices that are subject to early 
failure (infant mortality). A well engineered screening procedure will eliminate most, if not 
all, of these early failures. Secondly, the screening and acceptance testing described herein 
will also serve to demonstrate, with a high degree of statistical confidence, that the required 
levels of quality and reliability have, in fact, been built into the product. 



2.0 APPLICABLE DOCUMENTS 

2.1 The following specifications and standards, of the issue in effect on the date of invitation 
for bids or request for proposal, form a part of this specification to the extent specified 
herein: 

2.2 Specifications 

Military 

MIL-M-55565 Microcircuits, Packaging of 

MIL-M-38510 Microcircuits devices, general specification for 
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2.3 Standards 

Military 



MIL-STD-105 Sampling Procedures and Tables for 

Inspection by Attributes 

Ml L-STD-883 Test Methods and Procedures for 

Microelectronics 

Ml L-STD-790 Reliability Assurance Program for 

Electronic Parts Specification 

Ml L-STD-1276 Leads, Weldable, for Electronic 

Components Parts 

MIL-STD-1313 Microelectronics Terms and Definitions 



Detail Specifications 

SNXXXX (Bipolar) Detail Specification for a Particular 

TMSXXXX (MOS LSI) Part Type (e.g.. Manufacturer's 
TFXXXX(CMOS) Datasheet) 



2.4 Precedence of Documents 

For the purpose of interpretation, in case of any conflicts, the following order of 
precedence shall apply: 

a) Purchase Order —The purchase order shall have 

precedence over any referenced 
specification. 

b) Detail Specification —The detail specification shall have 

precedence over this specification 
and other referenced specifications. 

c) This Specification -This specification shall have 

precedence over all referenced 
specifications. 

d) Referenced —Referenced Specifications shall apply 
Specifications to the extent specified herein. 

2.5 Federal and/or military specifications and standards required shall be obtained from the 
usual government sources. 
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3.0 GENERAL REQUIREMENTS 

The individual item requirements shall be as specified herein and in accordance with the 
applicable detail specification. In the event of any conflict between the requirements of this 
specification and the detail specification, the latter shall govern. The static and dynamic 
electrical performance requirements of the integrated circuits plus absolute maximum 
ratings and test methods shall be as specified in the detail specifications. 

3.1.1 

Lot Tolerance Percent Defective shall be as 
defined by Ml L-M-385 10. 

Lambda, stated in percent per 1000 hours as 
defined by Ml L-M-385 10. 

Minimum reject number as defined by MIL-M-38510. 
For the purpose of this specification, a production 
lot shall be defined per MIL-M-38510. 

An inspection lot shall be as defined in 
MIL-M-38510. 

Acceptance number as defined by MIL-M-38510. 

3. 1 .2 Terms and Definitions 
Terms and definitions shall be as defined in MIL-STD-1313. 

3.1.3 Classification of Requirements 
The requirements for the integrated circuits are classified herein as follows: 

Requirement Paragraph 

Process Conditioning, Testing and Screening 3.2 

Qualification 3.3 

Design and Construction 3.4 



Definitions 


a) 


LTPD 


b) 


X 


c) 


MRN 


d) 


Production 




Lot 


e) 


Inspection 




Lot 


f) 


C 
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Marking of Integrated Circuits 

Product Assurance 

Worl<manship 

Performance Capabilities 

Quality and Reliability Assurance Program Plan 



3.5 
3.6 
3.7 
3.8 
3.9 



3.2 



Process Conditioning, Testing and Screening 



Three levels of screening and quality assurance for integrated circuits are provided for in this 
specification. Process conditioning, testing and screening shall be as specified in 4.3 and the applicable 
figure for the appropriate quality assurance level stated on the purchase order and defined as follows: 



SCREENING LEVEL 


PART NUMBER PREFIX 


APPLICABLE 
FLOWCHART 


BIPOLAR 


CMOS 


MOS LSI 


38510/883 Class A (Level IV) 


SNH 


Not Avail. 


Not Avail. 


Figure 4 


38510/883 Class B (Level III) 


SNC 


TFC 




Figure 3 






SMC 


Figure 2 


38510/883 Class C (Level 1) 


SNM 


TFM 


Not Avail. 


Figure 1 



3.3 



Qualification 



Vendor qualification for delivery of integrated circuits to this specification shall be as 
specified in paragraph 4.2. 



3.4 



Design and Construction 



Integrated circuit design and construction shall be in accordance with the requirements 
specified herein and in the applicable detail specification. 

3.4.1 Topography 

Integrated circuits furnished under this specification shall have topography information 
available for review by procuring activity. The information made available shall provide 
sufficient data for thorough circuit design, application, performance, and failure analysis 
studies. 

3.4.1.1 Monolithic Die Topography 

An enlarged photograph or drawing (to scale) with a minimum magnification of 80 times 
the die (chip) size showing the topography of elements formed on the silicon monolithic die 
shall be available for review. This shall be identified with the specific detail integrated circuit 
part-type in which it is used and the applicable detail specification. 
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3.4.1.2 Die Intraconnection Pattern 

An enlarged photograph or drawing (to scale) with a minimum magnification of 80 times 
the die (chip) size showing the specific intraconnection pattern utilized to intraconnect the 
elements in the circuit. This shall be in the same scale as the die topography 3.4.1.1 so that 
the elements utilized and those not being used can easily be determined. 

3.4.2 Materials 

Materials shall be inherently non-nutrient to fungus and shall not blister, crack, outgas, 
soften, flow or exhibit other immediate or latent defects that adversely affect storage, 
operation or environmental capabilities of integrated circuits. 

3.4.2.1 Material Selection 

Materials selected for use in the construction of the integrated circuits shall be chosen for 
maximum suitability for the application. This shall include consideration of the best balance 
for: 

a) Electrical performance 

b) Thermal compatibility and conductivity 

c) Chemical stability including resistance to deleterious interactions with other 
materials 

d) Metallurgical stability with respect to adjacent materials and change in crystal 
configuration 

e) Maximum stability with regard to continued uniform performance through the 
specified environmental conditions and life. 

3.4.2.2 Foreign Materials 

No lacquer, grease, paste, desiccant or other similar foreign encapsulant or coating material 
shall be included in the circuit enclosure nor applied to any part of the internal circuit 
assembly. 

3.4.3 Mechanical 

3.4.3.1 Case 

Each integrated circuit shall be securely mounted and hermetically sealed within a case 
designed and constructed to conform to the outline and physical dimensions shown in the 
detailed specification. 
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3.4.3.2 Interconnections 



Interconnections within the integrated circuit case shall be minimized and there shall 
be no wire crossovers. Circuit intraconnections by means of wire jumpers shall not be 
used. (See Note 6.2) 

3.4.3.3 Leads 

Lead material, construction, and outline shall be as specified on the detail specification and 
shall be capable of meeting the solderability test of MIL-STD-883, Method 2003. (See 
note 6.4). 

3.4.3.3.1 Lead Size 

Lead outline and dimensions shall be as specified in the detail specification. 

3.4.3.3.2 Lead Surface Condition 

Leads shall be free of the following defects over their entire length when inspected under a 
minimum of 4X magnification: 

a) Foreign materials adhering to the leads such as paint, film, deposits and dust. 
Where adherence of such foreign materials is in question, leads may be subjected 
to a clean, contaminant-free (e.g., oil, dust, etc.), filtered air stream (suction or 
expulsion) of 88 feet per second maximum, or a wash/rinse as necessary and 
reinspected. 

b) Nicks, cuts, scratches or other surface defacing defects which expose the base 
metal. 

3.4.3.3.3 Lead Straightness 

Leads shall be aligned within a 0.050-inch diameter^ 0.050-inch length cylinder concentric 
to the point of lead emergence from the case and the X-axis (the axis parallel to the lead 
axis). Along the remaining lead length, there shall be no unspecified bend whose radius is 
less than 0.10 inch and no twist whose angle is greater than 30° (ribbon leads, only). 

3.4.3.3.4 Preformed Leads 

Preformed leads, when specified, shall be in accordance with the detail specification. The 
part number of the integrated circuit shall remain as specified in the applicable detail 
specification or purchase order, the applicable suffix designation shall appear on the 
purchase order but shall not be marked on the device. 
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3.4.3.3.5 Carriers (Mech-Pak Carrier) 

Carrier-matrix assemblies consisting of individually mounted integrated circuits shall be 
furnished when so specified by purchase order. The individual carriers shall have provisions 
for use with automatic test equipment contacts. Devices supplied "clipped-out" of the 
Mech-Pak Carrier shall be supplied in the Barnes Carrier type 029-188 or equivalent. 
(Applicable to Flat Packs only.) 

3.5 Marking of Integrated Circuits 

3.5.1 Legibility 

All marking shall be permanent in nature and remain legible when subjected to specified 
operating, storage, and environmental requirements. All markirigs shall be insoluble in 
standard solvents such as trichlorethylene, water and xylene. 

3.5.2 Marking Details 

Marking of the integrated circuits shall be located as follows unless otherwise specified in 
the detail specification: 

a) TO-99, TO-100, and similar "can" cases shall be marked on the top of the case. 
Where space limitations exist, the side of the case may be used. 

b) Flat Packs shall be marked on the top of the case. Where space limitation exists, 
the bottom of the package may be utilized as necessary. As a minimum the top of 
the package shall show the manufacturer's identification mark or symbol, the 
device part number, date code, and pin 1 orientation mark (where applicable). 

c) Dual-in-line plug-in packages shall be marked in the same manner as flat packs. 

3.5.3 Required Device Marking 

a) Index point indicating the starting point for numbering of leads shall be as 
indicated in the detail specification. The indexing point may be a tab, color dot, 
or other suitable indicator. 

b) Manufacturer's identification mark or symbol. 

c) A lot date code indicating the week of initial submission for screening or 
inspection. The date code shall be as follows: 

1) EIA four-digit date code, the first two numbers shall be the last 

two digits of the year, the last two numbers shall indicate the 
calendar week. 
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2) EIA three-digit date code (when limited by space available), the 

first number shall be the last digit of th? year, the last two 
numbers shall indicate the calendar week. 



d) Manufacturer's part number defining circuit type and applicable 
MIL-STD-883 screening level and MIL-M-38510 product assurance level as 
defined in paragraph 3.2. 

e) Individual device serial number is required for Class A (SNH). 

f ) A dot to indicate acceptance by Radiographic inspection. 

NOTE: 

When a color dot is used to identify pin one, the radiographic inspection 
acceptance dot shall be placed on the bottom of the package. 

g) Country of origin shall be per U.S. Customs codes. 

3.6 Product Assurance 

The manufacturer shall establish and maintain a reliability assurance program that complies 
with the basic intent of MIL-STD-790. Furthermore, it is intended that each integrated 
circuit delivered shall be free of any defect in design, material, manufacturing process, 
testing and handling, which would degrade or otherwise limit its performance when used 
within the specified limits. 

3.6.1 Visual and Mechanical Examination 

Integrated circuits shall be examined to verify that material, design, construction, physical 
dimensions, marking and workmanship are in accordance with the specified acceptance 
criteria. 

3.6.2 Test Equipment 

The manufacturer shall prepare and maintain a current list, by name and drawing number or 
other unique identification, of test equipment used in the manufacturing and testing of 
devices submitted for acceptance inspection under this specification. This list shall be made 
available to the procuring activity representative upon request. 

3.6.3 Process Controls 

Each integrated circuit shall be constructed by manufacturing processes which are under the 
surveillance of the manufacturer's Quality Control department. The processes shall be 
monitored and controlled by use of statistical techniques in accordance with published 
specifications and procedures. The manufacturer shall prepare and maintain suitable 
documentation (such as quality control manuals, inspection instructions, control charts, 
etc.) covering all phases.of incoming part and material inspection and in-process inspections 
required to assure that product quality meets the requirements of this specification. The 
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procuring activity may verify, with the permission of and in the company of the 
manufacturer's designated representative, that suitable documentation exists and is being 
applied. Information designated as proprietary by the manufacturer will be made available 
to the procuring activity or its representative only with the written permission of the 
manufacturer. 



Process control is recognized as being vital to the concept of "built-in" quality. The 
process control program shall include a scanning electron microscope (SEM) monitor 
program for evaluating the metal integrity over oxide step and oxide step contour. 
The SEM analysis will be defined in a Quality & Reliability Assurance document. 

3.6.4 Production Changes 

The manufacturer shall advise the procuring activity of the time at which any major 
change(s) in production or QC methods or documentation become effective during the 
period of device production for delivery against any given purchase order referencing this 
specification. 

3.7 Workmanship 

Integrated circuits shall be manufactured and processed in a careful and workmanlike 
manner, in accordance with the production processes, workmanship instructions, inspection 
and test procedures, and training aids prepared by the manufacturer In fulfillment of the 
reliability assurance program established by paragraph 3.6. 

3.7.1 Personnel Certification 

The manufacturer shall be responsible for training, testing and certification of personnel 
involved in producing integrated circuits. Training shall be commensurate and consistent 
with the requirements of this specification and in conformance to the basic intent of 
MIL-STD-790. Training aids in the form of satisfactory criteria shall be available for 
operator and inspector review at any time. 

3.7.2 Personnel Evaluation 

The supplier shall maintain a continuous evaluation of the proficiency of personnel 
concerned with production and inspection. Retraining of an operator or inspector shall be 
required when this evaluation establishes that a degree of proficiency necessary to meet the 
requirements of this specification is not being exercised. 
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3.7.3 Rework provisions 

3.7.3.1 Rework 

All rework on micorcircuits manufactured under this specification shall be accomplished in 
accordance with paragraph 3.7.1 of MIL-M-38510 as defined herein. 

3.7.3.2 Rebonding 

Rebonding shall be in accordance with MIL-M-38510, as defined herein (see Note 6.5) 

3.8 Performance Capabilities 

The integrated circuits delivered to this specification shall be designed to be capable 
of meeting the environmental requirements specified in Table II. The manufacturer 
need not perform these tests specifically for the contract or specification, but shall 
provide data which demonstrates the ability of the integrated circuits to pass the 
environmental tests. The data shall have been generated on devices from the same 
generic family as the circuits being supplied to this specification, and the package 
configuration shall be the same as for the delivered parts (i.e., Flat Pack, TO-100, etc.). 

3.9 Quality and Reliability Assurance Program Plan 

The manufacturer shall establish and implement a Quality and Reliability Assurance 
Program Plan that meets the intent of MIL-M-38510, Appendix A. Submission of the 
program plan to the procuring activity shall not be a requirement of this specification; 
however, the program plan shall be maintained by the manufacturer and shall be avail- 
able for review by the procuring activity. 
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4.0 QUALITY ASSURANCE PROVISIONS 

4.1 Responsibility for Inspection 

Unless otherwise specified in the contract or purchase order, the manufacturer is responsible 
for the performance of all inspection requirements specified herein. Except as otherwise 
specified, the manufacturer may utilize his own facilities or any commercial laboratory 
acceptable to the procuring activity. The procuring activity may, at its discretion, perform 
any of the inspections set forth in the specification where such inspections are deem^^ 
necessary to assure supplies and services conform to prescribed requirements. 

4.1 .1 Inspection and Testing Procedures Coverage 

Inspection and testing processes and procedures prepared in fulfillment of the reliability 
assurance program established per paragraph 3.6 shall be prescribed by clear, complete and 
current instructions. These instructions shall assure inspection and test of materials, work in 
process and completed integrated circuits as required by this specification. In addition, 
criteria for approval and rejection of materials and integrated circuits shall be included. 

4.1.2 Inspection at Point of Delivery 

The procuring activity may, at its discretion, reinspect any or all of the delivered parts 
excluding Groups B, (T, and D destructive samples as defined 'by l\/IIL-STD-883. All 
parts found to be defective, excluding devices exhibiting damage from use, may be 
returned to the manufacturer at the manufacturer's expense. 

4.1.3 Inspection Records 

The manufacturer shall maintain a reliability data and records library. This library shall have 
on file, for review by the procuring activity, records of examination, qualification test 
results, variables data (when required) and all other pertinent data generated on devices 
manufactured to this specification. 

4.1 .4 Control of Procurement Sources 

The manufacturer shall be responsible for assuring that all supplies and services conform to 
this specification, the detail specification and the manufacturer's procurement requirements. 
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4.1.4.1 Manufacturer's Receiving Inspection 

Purchased supplies shall be subjected to inspection after receipt as necessary to ensure 
conformance to contract requirements. In selecting sampling plans, consideration shall be 
given to the controls exercised by the procurement source and evidence of sustained quality 
conformance. 

4.1.4.2 The manufacturer shall provide procedures for withholding from use all incoming supplies 
pending completion of required tests or receipt of necessary certification or test records and 
their evaluation. 

4.1.4.3 The manufacturer shall initiate corrective action with the procurement source depending 
upon the nature and frequency of receipt of nonconforming supplies. 

4.1 .5 Procuring Activity Quality Assurance Representative 

The procuring activity, may, at its discretion, place quality assurance representatives in 
the manufacturer's plant as deemed necessary to assure conformance to contract 
requirements in any non-proprietary phase of design, fabrication, processing, inspec- 
tion, and testing of the integrated circuits being produced. The manufacturer shall 
provide reasonable facilities and assistance for the safety and convenience of such 
personnel in the performance of their duties. Inspection and test procedures shall be 
made available for review by the quality assurance representative. 

4.2 Qualification and Quality Conformance Inspection 

4.2.1 Qualification 

When specifically called out and funded on the purchase order or contract, the 
manufacturer's specific device qualification shall be based on compliance with the 
quality conformance test per Table III for MOS LSI devices. Qualification for other 
technologies shall be per Table I except that the testing will be to one LTPD level 
tighter than as defined in Table B-l of MIL-M-38510. For 38510 Class A (Level IV), 
qualification shall be per Ml L-STD-883, Method 5005, Table lla. 

4.2.1.2 Procedures and Definitions 

4.2.1.2.1 Sampling Procedure 

Device selection for the qualification procedure of 4.2.1 shall be based on a random 
sampling technique and will be selected from a generic family. 



Texas Instruments 9.17 



INCORPORATED 

POST OFFICE BOX 5012 • DALLAS, TEXAS 75222 



38510/MACH IV PROCUREMENT SPECIFICATION 



4.2,1.2.2 Generic Family 

Electrically and structurally similar devices shall be said to comprise a generic family 
(e.g., TTL) if they meet the following criteria: 

a) Are designed with the same basic circuit-element configuration 
such as TTL, TTL Schottky, DTL, CMOS, MOS metal-gate, or 
MOS silicon-gate, and differ only in the number or complexity of 
specified circuits that they contain. Generic family for linear 
circuits is defined by circuit function (e.g., op amp, 
comparator, etc.). 

b) Are designed for the same supply, bias and signal voltage, and for 
input/output capability with each other under an established set of 
loading rules. 

c) Are enclosed in housings (packages) of the same basic construction 
(e.g., hermetically sealed flat packages, dual-in-line ceramic, 
dual-in-line plastic) and outline, differing only in the number of 
active housing terminals included and/or utilized. 

4.2.2 Quality Conformance Inspection 

Quality conformance inspections (Groups B,C, and D) are per Tables I and II. Table II 
shall apply to MOS LSI and Table I to other technologies. 

a) When specifically called out and funded on the purchase order or contract, 
the manufacturer shall perform the quality conformance inspections 
(Groups B, C, and D) on a lot-by-lot basis. 

b) The manufacturer shall, upon request, make available for review the 
following generic quality conformance inspection and data: 

Group B — To be performed every six weeks on each package type 
(a different number of pins constitutes a different package) at 
each assembly location. 

Group C — To be performed every three months on each generic 
family as defined in 4.2.1 .2.2a and b. 

Group D — To be performed every six months on each package 
type (a different number of pins constitutes a different package) 
at each assembly location. 

4.2.2.1 Lot Acceptance Sampling 

Statistical sampling for quality conformance inspections shall be in accordance with 
MIL-M-38510TableB-l. 

Group B samples shall be selected from sublots that have successfully completed all of 
the 100% processing steps specified on the applicable process flow chart. 
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4.2.2.2 Resubmission of Failed Lots 

When any lot (paragraph 4.2. 2.a) submitted for quality conformance inspection fails 
any subgroup requirement, it may be resubmitted a maximum of one time for that 
particular subgroup. This additional submission is permitted, provided an analysis is 
performed to determine the failure mechanism for each reject device in the subgroup, 
and that it is determined that the failures are due to one of the following: 

a) Testing error resulting in electrical damage to devices 

b) A defect that can effectively be removed by rescreening the lot 

c) Random defects that do not reflect poor basic device designs or 
poor workmanship. 

4.2.2.3 Early Shipments 

When quality conformance inspection is being performed for a specific contract or 
purchase order, the accepted Group A devices that are awaiting shipment pending 
successful completion of Groups B, C, and D shall be stored and controlled by Quality 
Assurance. Under no circumstances shall such parts be shipped prior to the 
successful completion of the Group B tests. 

4.2.2.4 Groups B, C, and D Test Data 

All lot-by-lot data generated by Groups B, C, and D testing when specifically called 
out and funded on the purchase order, shall accompany the initial shipment of 
devices. This data shall consist, at a minimum, of the following: 

a) Attributes data for Group B. Endpolnts for the subgroups are 
visual per the applicable MIL-STD-883 test method, 

b) Attributes data for Groups C and D. Endpoints for each subgroup 
are electrical test parameters as defined in Tables I and II. 

4.2.2.5 Precedure in Case of Test Equipment Failure or Operator Error 

Where an integrated circuit is believed to have failed as a result of faulty test 
equipment or operator error, the failure shall be entered in the test record which shall 
be retained for review along with a complete explanation verifying why the failure is 
believed to be invalid. If it is determined that the failure is invalid, a replacement 
integrated circuit from the same inspection lot may be added to the sample. The 
replacement integrated circuit shall be subjected to all those tests to which the 
discarded integrated circuit was submitted prior to its failure, and any remaining 
specified test to which the discarded integrated, circuit was not subjected prior to its 
failure. 

4.3 Quality Assurance Processing, Methods and Procedures 

This section establishes the test methods and conditions to be used for the 100% 
processing (screening) requirements specified by the applicable process flow chart. 

4.3.1 Precap Visual Inspection 

Each microcircuit shall be required to pass the appropriate precap visual inspection 
defined as follows. Precap Lot Acceptance shall be per paragraph 4.6. 
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4.3.1.1 38510 Class C (Level I) and 38510 Class B (Level III) devices shall be visually 
inspected in accordance with MIL-STD-883, Method 2010, Condition B. 

4.3.1.2 38510A Class A (Level IV) devices (designated for NASA type applications) shall be 
visually inspected in accordance with MIL-STD-883, Method 2010, Condition A. (See 
notes 6.1.1.1 and 6.1.1.2.) (See notes under 6.1.2 for MOS LSI devices.) 

4.3.1.3 Complex MSI and LSI circuits as defined in MIL-STD-883, Method 5004, 
paragraph 3.3 may be precap inspected per MIL-STD-883, Method 5004, 
paragraph 3.3.1 for 38510 Class B (Level III) and paragraph 3.3.2 for 38510 Class C 
(Level I). 

4.3.2 Stabilization Bake 

The purpose of this test is to determine the effect' on microelectronic devices of 
baking at elevated temperatures without electrical stress applied. Test shall be 
performed in accordance with MIL-STD-883, Method 1008, Condition C. 

4.3.3 Thermal Shock 

The purpose of this test is to determine the resistance of the device to sudden 
exposure to extreme changes in temperature. Test shall be performed in accordance 
with M I L-STD-883, Method 1011, Condition A. 

4.3.4 Temperature Cycle 

This test is conducted for the purpose of determining the resistance of a part to 
exposures to extremes of high and low temperatures, and to the effect of alternate 
exposures to these extremes, such as would be experienced when equipment or parts 
are transferred to and from heated shelters in arctic areas. Test shall be performed in 
accordance with MIL-STD-883, Method 1010, Condition C, for a minimum of 10 
cycles. For MSI and LSI comples devices as defined in MIL-STD-883, Method 5004, 
paragraph 3.3, 50 cycles may be used in lieu of alternate pre-cap visual inspection 
criteria. 

4.3.5 (Deleted) 



4.3.6 Centrifuge (Constant Acceleration) 

The centrifuge test is used to determine the effects on microelectronics devices of a 
centrifugal force. This test is designed to indicate structural and mechanical 
weaknesses not necessarily detected in shock and vibration tests. Test shall be 
performed in accordance with MIL-STD-883, Method 2002, Condition E for devices 
having 20 or less pins and Condition D for those having more than 20 pins. 
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4.3.7 Fine Leak Test 



Each integrated circuit for 38510 Class C (Level I), 38510 Class B (Level 111), and 
38510 Class A (Level IV) screens shall be subject to a fine leak test in accordance 
with paragraph 4.3.7.1 or 4.3.7.2. The method shall be optional providing it is 
consistent with and capable of detecting the specified leak rate of the applicable 
process flow chart. 



4.3.7.1 Helium Leak Test 



Helium leak test shall be performed in accordance with MIL-STD-883, 
Method 1014, Condition A. 



4.3.7.2 Radiflo Leak Test 



Radiflo leak test shall be performed in accordance with MlL-STD-883, 
Method 1014, Conditions. Krypton 85 bomb pressure and dwell time are a 
function of the radioactivity level and shall be selected so as to conform to the 
equations given in Condition B. 

4.3.8 Gross-Leak Test 

Each integrated circuit for 38510 Class C (Level I), 38510 Class B, (Level 111) and 
38510 Class A (Level IV) screens shall be subjected to the appropriate gross-leak test 
of paragraph 4.3.8.1 or 4.3.8.2, or an approved equivalent. The manufacturer may, at 
his option, perform gross-leak testing after the Set 1 Electrical Tests of paragraph 
4.3.9. 

4.3.8.1 When specifically called out and funded on the purchase order or contract, units will 
be bombed 2 hours minimum at 30 psig in FC-78, or equivalent. Units will then be 
immersed in FC-40 or equivalent at +125°C ±5°C for 30 seconds minimum and 
observed for for a definite stream of bubbles, more than two large bubbles, or an 
attached bubble that grows in size, per MlL-STD-883, Method 1014, Condition C2. 

4.3.8.2 Units will be immersed in FC-40 or equivalent at -i-125°C±5°C for 30 seconds 
minimum and observed for a definite stream of bubbles, or more than two large 
bubbles per MlL-STD-883, Method 1014, Condition CI. 

4.3.9 Final Electrical Test (Set 1) 

Each integrated circuit shall be required to pass the electrical requirements of the data 
sheet. The manufacturer shall also perform such additional testing necessary to assure 
the parts will meet the temperature extreme limits. MOB LSI memory devices will be 
100% tested both at 25°C and at high temperature. Linear circuits will be 100% dc 
tested at high and low temperatures and 25°C. 

When specifically called out and funded on the purchase order or contract, the 
manufacturer shall perform subgroups 2, 3, and 4 of paragraph 4.4 in accordance with 
Method 5004 of MlL-STD-883. 
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4.3.10 Burn-In 

The burn-in screen is performed for the purpose of eliminating marginal devices and 
early-life failures. Device biasing shall be in accordance with MIL-STD-883 Method 
1015, Conditions A, D, or E for Digital Circuits and Conditions B, C,or D for Linear 
Circuits. For 38510 Class B (Level III) devices, equivalent test conditions using the 
time/temperature acceleration factor of Condition F between the temperature range of 
125°C to 150°C may be used. For 38510 Class B (Level III) MSI and LSI complex 
devices as defined in MIL-STD-883 paragraph 3.3.1, a 240 hour burn-in in lieu of 
alternate pre-cap visual inspection criteria per MIL-STD-883, Method 5004, paragraph 
3.3.1 may be used. 

4.3.1 1 Final Electrical Test (Set 1 1 ) 

Each 38510 Class A (Level IV) integrated circuit shall be required to pass the electrical 
requirements of the detail specifications. The following tests shall be performed as a 
minimum: dc parameters at maximum and minimum rated temperatures, and 
switching parameters at 25°C. In addition, each bipolar device shall have critical 25°C 
dc electrical parameters read and recorded by serial number and shall pass the 
following delta requirements: 

PARAMETER DELTA LIMIT 



Vql ±10% of detail specification limit 

Vqh ±10% of detail specification limit 

l|L +10% of detail specification limit 

llH ±10% of detail specification limit 

CMOS recorded parameters and delta limits will be defined by the manufacturer as 
required. 

One copy of the pr&-burn-in and post-burn-in recorded data with delta calculations 
shall be shipped with each lot. Data will not be available for the metal flat pack (T). 
See MIL-M-0038510, Class S. The manufacturer may, when deemed necessary, elect to 
perform additional electrical testing over and above the requirements stated herein. 

4.3.12 Radiographic Inspection (X-Ray) 

Test shall be performed in accordance with MIL-STD-883, Method 2012. X-ray may 
be performed at any point after serialization at the manufacturer's option (see 
note 6.3). 

4.3.13 Externa! Visual Inspection 

4.3.13.1 The purpose of this examination is to verify that materials, construction, marking, and 
general workmanship are as specified. Examination shall be in accordance with 
MIL-STD-883, Method 2009. 
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4.3.13.2 Visual inspection will be performed for catastrophic failures. Catastrophic failures are 
defined as missing leads, broken packages, and damaged lids. 





LTPD 


(%) 




LEVEL 1 


LEVEL II 


LEVEL III 


LEVEL IV 


38510C 




385108 


38510A 



4.3.14 Voltage Stress 

Selected n-channel MOS LSI devices will be voltage stressed for 40 hours minimum at 
25°C min per MIL-STD-883 Method 1015, Condition D. 

4.4 Group A Conformance 

Group A conformance shall consist of the electrical parameters in the manufacturer's data 
sheet. If an inspection lot is made up of a collection of sublots, each sublet shall conform to 
Group A, as specified. 



SUBGROUP 



Subgroup 1 5 7 5 5 

25°C, dc 

Subgroup 2 10 10 7 5 

High Temperature, dc 

Subgroups 10 10 7 5 

Low Temperature, dc 

Subgroup 4 10 10 7 5 

Dynamic and Switching Tests @ 25° C 

NOTES: Functional tests included in dc tests. 

MOS LSI devices will be lot accepted at 25°C and high temperature. 
The LTPD's of subgroups 1 and 2 will apply. 

4.5 Certification 

The manufacturer shall include a certificate of compliance with each shipment of parts if 
requested on the purchase order. This certificate shall indicate that all specified tests and 
requirements of this specification have been made or met, and that the lot of devices 
(identified by lot and/or batch number) is acceptable. The certificate shall bear the name 
and signature of the manufacturer's Quality Control representative, the date of acceptance 
or signing, and any pertinent notes as applicable. 



4.6 Precap Lot Acceptance 

After each precap inspection the lot of devices shall be sampled by quality control and 
inspected for the specified visual criteria. 
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TABLE 1 
QUALITY CONFORMANCE TEST (GROUPS B,C, D) 



TEST 


MIL-STD-883 


CLASSES B, C 
LTPD 


METHOD 


CONDITION 



Subgroup 1 

Physical dimensions 


2016 




2 devices 
(no failures) 


Subgroup 2 

a. Resistance to solvents 

b. Internal visual and 

mechanical 

c. Bond strength?/ 

(1) Thermocompression 

(2) Ultrasonic or wedge 


2015 
2014 
2011 


Failure criteria from design and construction 
requirements of applicable procurement document. 

(1) Test condition D 

(2) Test condition D 


3 devices 
(no failures) 

1 device 

(no failures) 

15 


Subgroup 3 

Solderability2/ 


2003 


Soldering temperature of 260 ± 10 C. 


15 



1 . Electrical reject devices from the same inspection lot may be used for all subgroups when end-point measurements i 
required. 

2. Test samples for bond strength may, at the manufacturer's option unless otherwise specified, be randomly selected 1 
internal visual (precap) inspection specified in method 5004, prior to sealing. 

3. All devices submitted for solderability test must have been through the temperature/time exposure specified for bu 
The LTPD for solderability test applies to the number of leads inspected except in no case shall less than 3 devices I 
to provide the number of leads required. 



GROUP C (Die Related Tests) 



Subgroup 1 








Operating life test 


1005 


Test condition to be specified (1000 hours) 


5 


End point electrical parameters 




As specified in the applicable device specification 




Subgroup 2 








Temperature cycling 


1010 


Test condition C 


15 


Constant acceleration 


2001 


Test condition E min. (see 3) 




Seal 




Yi axis followed by one other axis X or Z. 




(a) Fine 


1014 


As applicable 




(b) Gross!/ 








Visual examination 


1/ 






End-point electrical 




As specified in the applicable device specification 




parameters 









1. Visual examination shall be in accordance with method 1010. 

2. When fluorocarbon gross-leak testing is utilized, test condition C2 shall apply as minimun 
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TABLE 1 

QUALITY CONFORMANCE TEST (GROUPS B, C, D) 

(continued) 



TEST 


MIL-STD-883 


CLASSES B, C 
LTPD 


METHOD 


CONDITION 



GROUP D (Package Related Test) 



Subgroup 1 

Physical dimensions 


2016 




15 


Subgroup 2^ 

Lead integrity 
Seal 

(a) Fine^ 

(b) Gross 2/ 


2004 
1014 


Test condition B2 (lead fatigue) 
As applicable 


15 


Subgroup 34/ 

Thermal shock 
Temperature cycling 
Moisture resistance 
Seal 

(a) Fine2/ 

(b) Gross 2/ 
Visual examination 

End point electrical parameters 


1011 
1010 
1004 
1014 

S/ 


Test condition B as a minimum, 15 cycles minimum. 
Test condition C, 100 cycles minimum. 

As applicable 

As specified in the applicable device specification. 


15 


Subgroup nAf 

Mechanical shock 
Vibration variable frequency 
Constant acceleration 
Seal 

(a) Fine 2/ 

(b) Gross^/ 
Visual examination 

End point electrical parameters 


2002 
2007 
2001 
1014 

6/ 

5005 


Test condition B 
Test condition A 
Test condition E (see 3) 
As applicable 

Subgroups 1,2.3, and 7. 


15 


Subgroup sl/ 

Salt atmosphere 
Visual examination 


1009 
JJ 


Test condition A. Omit initial conditioning 


15 



1. Electrical reject devices from the same production lot may be used for samples. 

2. Condition A or B per paragraph 3.7 herein. 

3. When fluorocarbon gross leak testing is utilized; test condition C2 shall apply as minimum, 

4. Devices used in subgroup 3, "Thermal and Moisture Resistance", may be used in subgroup 4, "Mechanical". 

5. Visual examination shall be in accordance with method 1010 or 1011 at a magnification of 5X to 10X. 

6. Visual examination shall be performed in accordance with method 2007 fdr evidence of defects or damage to case, 
leads, or seals resulting from testing (not fixturing). Such damages shall cohstitute a failure. 

7. Visual examination shall be in accordance with paragraph 3.3,1 of method 1009, 
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TABLE II 

QUALITY CONFORMANCE TEST 

MOS LSI CIRCUIT 



TEST 


MIL-STD-883 
METHOD 


CONDITIONS 


Subgroup 1 






Temperature Cycle 


1010 


Condition C 


Constant Acceleration 


2001 


Condition Ql, Y^ Plane 


Electrical End Points 


5005 


Subgroup 1 


Subgroup 2 






Operating Life 


1005 


Condition D, 500 Hrs. Minlmunri 


Electrical End Points 


5005 


Subgroup 1 



1. Condition D for packages with more than 20 pins. Condition E for packages with 20 pins or less. 
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TABLE III 

MANUFACTURER'S QUALIFICATION PROCEDURE 

MOS LSI CIRCUITS 



TEST 


MIL-STD-883 


CLASSES B, C 
LTPD 


METHOD 1 CONDITION 



Subgroup 1 

Physical dimensions 


2016 




2 devices 
(no failures) 


Subgroup 2 

a. Resistance to solvents 

b. Internal visual and 

mechanical 

c. Bond strength!/ 

(1 ) Thermocompresslon 

(2) Ultrasonic or wedge 


2015 
2014 

2011 


Failure criteria from design and construction 
requirements of applicable procurement 
document. 

(1) Test condition D 

(2) Test condition D 


3 devices 
(no failures) 

1 device 
(no failures) 

15 


Subgroup 3 

Solderabilitv2/ 


2003 


Soldering temperature of 260 ±10°C. 


15 



1. Electrical reject devices from the same inspection lot may be used for all subgroups when end-point measurements are not 
required. 

2. Test samples for bond strength may, at the manufacturer's option unless otherwise specified, be randomly selected following 
internal visual (precap) inspection specified in method 5004, prior to sealing. 

3. All devices submitted for solderability test must have been through the temperature/time exposure specified for burn-in. 
The LTPD for solderability test applies to the number of leads inspected except in no case shall less than 3 devices be used 
to provide the number of leads required. 

GROUP C (Die Related Tests) 



Subgroup 1 








Operating life test 


1005 


1 fi^ = 85°C, 1000 hours minimum 


5 


End point electrical parameters 


5005 






Subgroups 1,2,3, and 7 








Subgroup 2 








Temperature cycling 


1010 


Test condition C 


15 


Constant acceleration 


2001 


Test condition E for package with <20 pins 
Test condition D for packages with ^20 pins 
Yi axis followed by one other axis X or Z. 




Seal 


1014 


As applicable 




(a) Fine 








(b) Gross2/ 








Visual examination 


y 






End-point electrical 




As specified in the applicable device specification 




parameters 









1. Visual examination shall be in accordance with method 1010. 

2. When fluorocarbon gross-leak testing is utilized, test condition C2 shall apply as minimum. 
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TABLE III 
MANUFACTURER'S QUALIFICATION PROCEDURE 
MOS LSI CIRCUITS 
(continued) 



TEST 


MILSTD-883 


CLASSES B, C 
LTPD 


METHOD 1 CONDITION 



GROUP D (Package Related Test) 



Subgroup 1 








Physical dimensions 


2016 




15 


Subgroup 21/ 








Lead integrity 


2004 


Test condition B2 (lead fatigue) 


15 


Seal 


1014 


As applicable 




(a) Fine?/ 








(b) Gross2/ 








Subgroup 34/ 








Thermal shock 


1011 


Test condition B as a minimum, 15 cycles minimum 


15 


Temperature cycling 


1010 


Test condition C, 100 cycles minimum. 




Moisture resistance 


1004 






Seal 


1014 


As applicable 




(a) Fine?/ 








(b) Gross3/ 








Visual examination 


2/5/ 






End point electrical parameters 




As specified in the applicable device specifications. 




Subgroup lAJ 








Mechanical shock 


2002 


Test condition B 


15 


Vibration variable frequency 


2007 


Test condition A 




Constant acceleration 


2001 


Test condition E (see 3) 




Seal 


1014 


As applicable 




(a) Fine?/ 








(b) Gross2/ 








Visual examination 


3/6/ 






End point electrical parameters 


5005 


Subgroups 1, 2, 3, and 7. 




Subgroup Sl/ 








Salt atmosphere 


1009 


Test condition A. Omit initial conditioning 


15 


Visual examination 


^ 1/ 







1 . Electrical reject devices from the same production lot may be used for samples. 

2. Condition A or B per paragraph 3.7 herein. 

3. When fluorocarbon gross leak testing is utilized; test condition C2 shall apply as minimum. 

4. Devices used in subgroup 3, "Thermal and Moisture Resistance", may be used in subgroup 4, "Mechanical". 

5. Visual examination shall be in accordance witff method 1 01 or 1 0il at a magnification of 5X to 1 0X. 

6. Visual examination shall be performed in accordance with method 2007 for evidence of defects or damage to case, 
leads, or seals resulting from testing (not fixturing). Such damages shall constitute a failure. 

7. Visual examination shall be in accordance with paragraph 3.3.1 of method 1009. 
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5.0- PREPARATION FOR DELIVERY 

5.1 Final Visual Shipping Inspection 

Each lot of microcircuits and its associated documentation shall be sampled by Quality 
Control and visually inspected for the following: 

a) Scratched, nicked or bent leads 

b) Damaged header (packages) 

c) All test data specified in section 4.0 

d) Certificate of Compliance as specified in section 4.0 

6) All other pertinent documentation required and specified by this 

specification. 

5.2 Packing Requirements 

Parts shall be packed in containers of the type, size, and kind commonly used which 
will ensure acceptance by common carriers and safe delivery at the destination and in 
accordance with Ml L-M-55565, Level C, bulk pack. The containers shall be clearly 
marked with manufacturer's name or symbol. 

5.3 Preservation and Package Identification 

The package shall be marked with the following: 

The country of origin if other than U.S.A. 

Procuring activity parts number 

Purchase order number 

Material nomenclature 

Quantity 

Lot number 

Date code 

This information shall appear on the label or shall be directly marked on each container. 
Method is optional. 

6.0 NOTES 

6.1 Precap Visual Method 2010 

The following criteria may be in conflict with the circuit design topology and 
construction techniques of some microcircuit manufacturers. Where such a conflict 
does exist, the inspection criteria listed herein may be waived. (Reference paragraph 
3.0 of MIL-STD-883, Method 2010). 
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6.1.1 Preseal Visual Inspection, Test Condition B [38510 Class B (Level III) and 38510 
Class C (Level I)]. 

6.1.1.1 Paragraph 3.2: a 20-PSI minimum blow-off prior to seal will be performed to meet 
the intent of a controlled environment. 

6.1.1.2 For titanium-tungsten, gold, titanium-tungsten multilayered systems, the underlying 
metal is defined as the bottom titanium tungsten and the top layer is defined as gold. 

6.1.2 Preseal Visual Inspection for MOS LSI devices (38510 Class B, level III SMC). When 
the alternate screening option of paragraph 3.3 of Method 5004 is applied, the 
following additional items are applicable: 

6.1.2.1 Internal visual. Method 2010, Condition B: In addition to the changes indicated by 
paragraph 3.3.1 of Method 5004, the following additional clarifications and deletions 
are applicable as reflected in M I L-M-385 10/235: 

a) Metallization inspection shall be applicable to the top layer 
metal conductor (i.e., Al) and need not include "underlying 
conductors" such as poly-silicon. 

b) Omit paragraphs 3.2.1.1 (b) through 3.2.1.1 (e), 3.2.1.2 (b) 
through 3.2.1.2 (e) and 3.2.3 (e) (Items 3.2.1.1 (f) and 3.2.3 (g) 
do not apply). 

6.2 Interconnections 

Circuit interconnections (metallization jaattern) shall be designed so that no properly 
fabricated connection shall experience a current density greater than 5 X 105 amperes/cm2, 
including allowances for worst-case conductor composition, normal production tolerances 
on design dimensions, and nominal thickness at critical areas such as contact windows. 

6.3 X-Ray Method 2012 

Paragraph 3.9.2.2a(2) and (3) delete and replace with: "Cause for rejection shall be a 
single void in the bar attachment material opening two adjacent sides and exceeding 
50% of the length of one side and 100% of the length of the other side." 

6.4 Salt Atmosphere Test, Method 1009 

Where package design considerations necessitate (such as 0.75-inch tip-to-tip metal 
flat packs), there may be a conformal coating applied prior to the salt atmosphere 
test. 

6.5 Rebonding 

Attempts to bond where only impressions have been made in the metal and where the 
bond did not make a physical attachment to the pad or post shall not be considered 
evidence of rebonding. 
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IC SOCKETS AND INTERCONNECTION PANELS 



Texas Instruments lines of off-the-shelf interconnection products are designed specif icaily to meet the performance needs of 
volume commercial applications. They provide both the economy of a standard product line and performance features 
developed after many year's experience with custom designs. Foremost among these is our ability to selectively bond a 
wrought gold stripe at the contact point. No waste. Reduced cost. Reliable contacts. 

Wrought Gold Contact 

Plate a contact with gold and you get a better contact. More reliable, longer lasting. Increase the gold, you improve the 
contact. But gold is precious, so improved performance has to be costly — right? Wrong. Because now you can get the gold 
only where it is needed — at the point of contact. 

How? With selective metallurgical bonding; a gold stripe inlay. Not porous plating, but durable wrought gold bonded to the 
contact by the same technology used to produce clad coins and thermostat metals. 

Texas Instruments, Attleboro, Massachusetts, is the world's largest producer of these multimetal systems. We also know our 
way around electronics. The result? A full line of reliable, low cost, interconnection systems featuring an extra measure of 
gold where it's needed. Premium performance at no premium in price. 

IC Sockets 

Texas Instruments family of IC sockets includes every type and size in common use today, and as wide a choice of contact 
materials as you'll find anywhere. Choose from open or closed entry wire-wrapped^ sockets, standard or low profile solder 
tail sockets, cable plugs, and component platforms. Sizes from 8 to 40 pins. 

IC Panels 

To match the industry's broadest line of IC sockets Tl offers one of the industry's widest selections of off-the-shelf socket 
panel products. Logic panels. Logic cards. Accessories. Add Tl's custom design capability and wire wrapping for full service. 

Additional information including pricing and delivery quotations may be obtained from your nearest Tl Distributor, Tl 
Representative, or: 

Texas Instruments Incorporated 
Connector Systems Department 
MS 2-16 

Attleboro, Massachusetts 02703 
Telephone: (617) 222-2800 
TELEX: ABORA927708 

^Registered trademark of Gardner-Denver 
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LOW PROFILE SOCKETS 

SOLDER TAIL 

C-93 SERIES GOLD-CLAD CONTACTS 
C-83 SERIES TIN-PLATED CONTACTS 

• Universal mounting and packaging 

• Anti-wicking wafer 

• Stand-off tabs on base for solder flush 

• Redundant contact points for low contact resis- 
tance, high reliability and repetitive insertion 

• Closed entry construction 



SOLDER STANDOFF 




IDENTIFICATION NOTCH 
FOR PIN NO. 1 



MEM y i B-i- 

Il 1 

Bl B B heI B ^'^- 



NON-CUMULATIVE 



:-l U 



. V- 

/-"■ 




m w 


.015 




^[—.025 



MATERIAL: 

A. Body-glass filled nylon (GFN) 

B. Contact-copper nickel alloy 

C. Finish-see part number schedule 
NOTES: 

A. Sockets meet requirements of Texas Instruments 
test specification TS-0005 and test report 
TR-0003 

B. Operating temperature — 65°C to ±150°C 

C. Contacts have redundant spring elements 

D. Accommodates standard-IC leads up to .024" 
square, rectangular, or .024" diameter 

E. Contact is designed and oriented in the plastic 
body to generate maximum possible contact 
pressure 

F. Socket is designed to achieve maximum density 
on boards 

G. Sockets may be mounted end to end on .100" 
centers continuous line or on ;400" centers 
row to row 

H. Socket Is designed to prevent IC leads from 

contacting P.C. board 
I. Closed entry feature provided to facilitate 

automatic IC insertion and protects the IC 

leads against damage 



J- .350 MAX 

.150 MAX 




IC LEAD GUARD 



Dimension X ±.005 



Dimension V ±.010 



Dimension W (max) 





PART NO. SCHEDULE 


BLACK BODY 


NOMEX ANTI-WICKING WAFER 


Pins 


C-93 SERIES 


C-83 SERIES 


8 


C930810 


C830810 


14 


C931410 


C831410 


16 


C931610 


C831610 


18 


C931810 


C831810 


20 


C932010 


C832010 


22 


C932210 


C832210 


24 


C932410 


C832410 


28 


C932810 


C832810 


40 


C934010 


C934010 



CONTACT FINISH 
C-93 SERIES: 

100 microinch 

stripe inlay 
C-83 SERIES: 

200 microinch 

tin plate 



minimum gold 
minimum bright 
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STANDARD PROFILE SOCKET 

SOLDER TAIL 

C-82 SERIES PLATED CONTACTS • C-92 SERIES GOLD CLAD CONTACTS 

WIRE WRAP 

C-81 SERIES PLATED CONTACTS • C-91 SERIES GOLD CLAD CONTACTS 

• Designed for low cost, reliable, high density production packaging 

• Universal mounting and packaging capabilities 

• 8 to 40 pin lead configurations 

• Contacts accommodate .015" through .024" rectangular or round 
dual-in-line leads 

• Wire wrap posts held to true position of .015" providing a true 
position of .020" on boards for efficient automatic wire wrapping 



WIRE WRAP 




SOLDER TAIL 



S0U3ER 
L_ Y —J STANDOFFS 




MATERIAL: 

A. Body-glass filled 
nylon (GFN) 

B. Contact-phosphor 
bronze per QQ-B-750 
(C-81 ) copper nickel 
alloy (C-91) 

C. Finish-see part 
number schedule 



NOTES: 

A. Sockets nneet requirements of Texas 
Instruments test specification TS-0003 
and test report TR-0001 

B. Contacts are replaceable 

C. Contacts have redundant spring elements 

D. Cover is removeable 

E. Contact is designed and oriented in the 
plastic body to generate maximum 
possible contact pressure 

F. Operating temperature — 65°C to +150°C 



G. Sockets are designed to achieve maximum 
density on boards and may be mounted 
.400" row to row centers 

H. Closed entry cover is provided to facilitate 
automatic insertion and protect IC leads 
against damage 

I. Accommodates standard IC leads up to 
.024" square, rectangular or .024" dia. 

J. Contact retention — 7 lbs. min. 

K. Sockets are capable of being automati- 
cally or semiautomatically wire wrapped 



36 Pin 



40 Pin 



Dimension V ±0.10 



.465 



.965 



1.065 



1.480 



2.045 



Dimension W (max) 



Dimension X ±.005 



.300 



.300 



.600 



Dimension Y ±0.10 



.500 



.800 



1.000 



Dimension Z ±.005 



.280 



.280 



.325 



.325 
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WIRE WRAP 



SOLDER TAIL 





OPEN ENTRY 


CLOSED ENTRY 


PART 




r-^^^^ 


aO^ 


NUMBER 




1 


M 


'9H" 


SCHEDULE 




P 


P 


Contact 


Pins 


Black 


Black 


Finish 


Body 


Cover 


Series 
C-81 
200-400 
microinch 
min tin 


8 
14 


C8 10854 
C811454 


081 0804 
0811404 


16 
18 
20 
24 


0811654 
C811854 
081 2054 
0812454 


0811604 
0811804 
0812004 
0812404 


MIL-T-10727 


28 
36 


0812854 


0812804 
0813604 




40 




0814004 


Series 
C-91 


8 
14 


0910850 
0911450 


0910800 
0911400 


50 microinch 

min 

gold stripe 

inlay 


16 
18 
20 
24 
28 


0911650 
0911450 
0912050 
0912450 
0912850 


0911600 
091 1400 
0911800 
0912000 
091 2800 




36 




0913600 




40 




0914000 





OPEN ENTRY 


CLOSED ENTRY 


PART 

NUMBER 

SCHEDULE 


1^ 


iW" 


Contact 
Finish 


Pins 


Black 
Body 


Black 
Cover 


Series 
C-82 

30 microinch 

min gold per 

MIL-G-45204 

over 

50 microinch 

min nickel per 

QQ-N-290 


8 
14 
16 
18 
24 
28 
36 
40 


0820850 
0821450 
0821650 
C821850 
0822450 
0822850 


0820800 
0821400 
0821600 
0821800 
0822400 
0822800 
0823600 
0824000 


Series 
C-82 

50 microinch 

min gold per 

MIL-G-45204 

over 

100 microinch 

min nickel per 

QQ-N-290 


8 
14 
16 
18 
24 
28 
36 
40 


0820852 
0821452 
0821652 
0821852 
0822452 
0822852 


C820802 
0821402 
0821602 
0821802 
0822402 
0822802 
0823602 
0824002 


Series 
C-82 

200^00 
microinch 
min tin per 
MIL-T-10727 


8 
14 
16 
18 
24 
28 
36 
40 


0820854 
0821454 
0821654 
0821854 
0822454 
0822854 


C820804 
0821404 
0821604 
0821604 
0822404 
0822804 
0823604 
0824004 


Series 
C-92 

100-microinch 

min 

gold stripe 

inlay 


8 
14 
16 
18 
24 
28 
36 
40 


0920850 
0921450 
0921650 
0921850 
C922450 
0922850 


0920800 
0921400 
0921600 
0921800 
C922400 
0922800 
0923600 
0924000 
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SOCKET PAIUELS 



STANDARD 

D4 SERIES 

180 position panel or multiples of 

30 position with 14 or 16 position 

socket pattern 

1/0—4 rows with 13 pins per row 

or 3 - 14 pin sockets 

Low cost standard hardware 

Available in 98 standard series 

Off-the-shelf availability 



-16.175 (180PATTEI"-!N)- 
15.800 



2.300 
TYP, 



'^h 



.125 DIA. THRU-HOLE 
TYP. I 



I II III! II I 



I II I I 



II II 



ISl^^ ♦ 



ERN) I 



, 2.675. 

(30 PATTERN) | 

■ 5.375 (60 PATTERN)- 



■ 8.075 (90 PATTERN) ■ 



10.775 (120 PATTERN )- 



-13.475 (150 PATTERN)- 



x^ay 



P/C BOARD MATERIAL 
1/8 thick Glass Epoxy, 2 oz. 
Copper Circuitry both sides. 
Tin Plated 






1 



6.500 

IGRPI.II.III) 

7.100 

(GRPIV) 



6.875 
iGRPl.M.ni) 

7.475 
(GRPIV) 



h- .12 



.025 
SQ. 



IC-/ 
SEATING 
PLANE 



400 
.250 
125 DIA. THRU 
■— HOLE FOR GND 

PLANE CONNECTION 

TYP. 6 PLACES (COMPONENT SIDE) 



' — .125 DIA. THRU HOLE FOR VCC PLANE 
CONNECTION TYP. 6 PLACES (WRAP SIDE) 



-\ K 



NOTE: Dimensions shown are nominal. Detail information and 
tolerances available on request (indicate series and group number). 



STANDARD SOCKETS 

C-81 or C-91 series, 14 pin 
or 16 pin, closed entry 
sockets as designated in 
the Part No. Schedule at 
right. See pages 7 and 8 
for complete socket 
information. 



C-81 SERIES SOCKETS 

Body Glass filled nylon 

Contact .... Phosphor bronze per QQ-B-750 

Finish 30 microinch min. gold per 

MrL-G-45204 over 

50 microinch min. nickel per 

QQ-N-290 



C-31 SERIES SOCKETS 

Body Glass filled nylon 

Contact .... Copper nickel alloy 

Finish 50 microinch min. 

gold stripe inlay 
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STANDARD PANEL PART NO. SCHEDULE -D4 Series 



Group No. 


I/O Option 


If 


C-81 
Sockets 


C-91 
Sockets 


Group 1 


14 Pin 


SOCKETS 


30 


0411211 


D411231 




60 


D411212 


D411232 


PIN 14 .... 


VCC 


■JIHh 


90 


D411213 


D411233 


PIN 7 


GRD 




120 


D411214 


D4 11234 








150 


D411215 


D411235 




^ 


1« 1 
1) 2 
1J 1 


• 
• 
• 






180 


D411216 


D411236 


FEED-THRU 
PINS 


30 


D411411 


D411431 






11 4 


• 










60 


D411412 


D411432 






10 i 
i « 


• 
• 










90 
120 


D411413 
D411414 


D411433 
D411434 






" 






1 7 


® 










150 


D411415 


D411435 












180 


D411416 


D411436 


Group II 


14 Pin 


SOCKETS 


30 
60 


D43421 1 
D434212 


D434231 
D434232 


PIN V 


VCC 


^J^B^ 


90 


D434213 


D434233 


PIN G 


GRD 


^mt ^m m 


120 


D434214 


D434234 






V G 


^ 






150 
180 


D434215 
D434216 


D434235 
D434236 






14 1 
1) 2 


• 
• 
• 
• 
• 
• 












FEED-THRU 


30 


D434411 


D434431 




12 1 










60 


D434412 


D434432 




n 4 










90 


D434413 


D434433 




10 s 






" 


^ 


120 


D434414 


D434434 




1 J 










150 


D434415 


D434435 


^ 












180 


D434416 


D434436 


Group III 


16 Pin 


SOCKETS 


30 
60 


D42321 1 
D423212 


D423231 
D423232 


PIN 16 .... 


VCC 


_JH|L 


90 


D423213 


D423233 


PIN 8 


GRD 




120 


D423214 


D423234 




^ 


11 1 


(^ 






150 
180 


D423215 
D423216 


D423235 
r)423236 






IS 2 
14 3 














FEED-THRU 


30 


D42341 1 


D423431 




1 


1) 4 






PINS 


60 


D423412 


D423432 




12 5 
11 • 
10 7 


* 










90 


D423413 


D423433 




^ 






■ 


™ 


120 


D423414 


D423434 




« I 












150 


D423415 


D423435 


\z^- - 


^ 








180 


D423416 


D423436 


Group IV 


16 Pin 


SOCKETS 


30 
60 


D44421 1 
D444212 


D444231 
D444232 


PIN V 


VCC 


■J^Vm 


90 


D444213 


D444233 


PIN G 


GRD 




120 


D444214 


D444234 




^ 


V G 
11 1 
IS 2 
14 3 


^ 






150 
180 


D444215 
D444216 


D444235 
D444236 


FEED-THRU 

Pl^'*^ 


30 


D44441 1 


D444431 






13 4 








. 


60 


D444412 


D444432 






12 S 
11 • 












90 
120 


D444413 
D444414 


D444433 
D444434 




" 


"" 






10 7 












150 


D444415 


D444435 




V— ' 


« 1 


•^ 










180 


D444416 


D444436 
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SOCKET CARDS 

STANDARD 

D02 SERIES 



• Low Cost 

• 14- 16 pin socket pattern — 
60 position 

• Standard ground and power pin 
commitment 

• 8 standard designs 

e Mates with dual 60 position edge 
connector 



P/C BOARD MATERIAL 

1/16 and 1/8 thick Glass Epoxy, 2 oz. Copper Circuitry both sides, Tin Plated 



m 



%^^^^ 



•^ 






JM 



"Xi; 



JL 



NOTE: Dimensions shown are nominal. Detail information and tolerances 
available on request (indicate series and group number). 



)l/16" 



t 


1 II! 1 1 


.385 




♦ 


1 li: 1 1 







ADAPTER 

Part no. Z501300 



EJECTOR KEYS 

Material; Nylon 
Part no. Z501200 (1/8") 
Z501201 (1/16") 



DO Series 

MULTIPURPOSE 
CARD PART NO. 
SCHEDULE 





I/O 










Board 
Thk. 


Part No. 


1/16" 


Z012510 


1/8" 


Z011510 



D02 Series 

STANDARD CARD PART NO. SCHEDULE 



Group No. 



Group I 14 Pin 

PIN 14.... VCC 
PIN 7 GRD 



V^ 



Group II 14 Pin 

PIN V VCC 

PIN G GRD 



Group III 16 Pin 

PIN 16.... VCC 
PINS GRD 



Vi/ 



^Sp 



Group IV 16 Pin 

PIN V VCC 

PIN G GRD 

(Si 



(t)' '^ 



Board 
Thk. 



1/16" 



1/8" 



1/16" 



1/8" 



1/16" 



1/8" 



1/16" 



1/8" 



C-81 
Sockets 



D021210 



D021410 



C-91 
Sockets 



D021130 



D022330 



D021230 



D022430 



D021430 
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